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AMENDATORY SECTION (Amending WSR 96-16-074, filed 8/6/96, effective 
9/6/96) 


WAC 246-808-590 Professional boundaries and sexual misconduct. 


( (44+)—FRe—e#i repractershalt reverencage_insectateentacteorsescat 


-)) (1) The following 
definitions apply throughout this section unless the context clearly 
requires otherwise. 

(a) "Patient" means a person who is receiving health care or 
treatment, or has received health care or treatment without a termina- 
tion of the health care provider-patient relationship. The determina- 
tion of when a person is a patient is made on a case-by-case basis 
with consideration given to a number of factors, including the nature, 
extent, and context of the professional relationship between the 
health care provider and the person. The fact that a person is not ac- 
tively receiving treatment or professional services is not the sole 
determining factor. 

(b) "Health care provider" means a person licensed or registered 
to practice under chapter 18.25 RCW. 

(c) "Key third party" means immediate family members and others 
who would be reasonably expected to play a significant role in the 
health care decisions of the patient and includes, but is not limited 
to, the spouse, domestic partner, sibling, parent, child, guardian, 
and person authorized to make health care decisions of the patient. 
(2) A health care provider shall not engage in sexual misconduct 
with a current patient or key third party. Sexual misconduct includes, 
but is not limited to: 

(a) Sexual intercourse or genital to genital contact; 

(b) Touching or exposing breasts, genitals, anus, or any sexual- 
ized body part for any purpose other than appropriate examination and 
treatment; 

(c) Rubbing against a patient or key third party for sexual grat- 
ification; 

(d) Kissing; 

(e) Examination of or touching genitals, anus, or rectum without 
using gloves; 

(£) Not allowing a patient the privacy to dress or undress; 

(q) Dressing or undressing in the presence of the patient or key 
third party; 

(h) Removing patient clothing or gown or draping without consent; 
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ient to masturbate in the presence of the 


health care provider or mast 


turbation by the health care provider whil 


e 


the patient is present; 


(4) 


Suggesting or discussing the possibility of a dating, sexual 


or romantic relationshi 


p after the professional 


relationship ends; 


(k) 


Terminal 


ting a professional 


rela 


tionship for the purpose of 


dating or pursuing a romantic or sexual 


relationship; 


(1) 


Soliciting a date with a 


patient or key third party; 


(m) 


Communicating the sexual history, 


preferences, 


opinions, 


or 


fantasies of the health care provider, 


patient or key third party; 


(a) Making statements regarding the patient or key third party's 
body, appearance, sexual history, or sexual orientation other than for 
legitimate health care purposes; 


(o) 


Sexual 


lly demeaning behavior including any verbal or physical 


contact which may reasonably b 


in 


terpreted as demeaning, humiliating, 


embarrassing, threatening, or harming a patient or key third party; 


(p) Photographing or filming the body or any body part or pose of 
a patient or key party, other than for legitimate health care purpo- 
ses; 

(q) Showing a patient or key third party sexually explicit photo- 
graphs, other than for legitimate health care purposes. 

(x) Offering to provide goods or services in exchange for sexual 
favors; 

(s) Oral to genital contact; and 

(t) Genital to anal contact or oral to anal contact. 

(3) A health care provider shall not engage in any of the conduct 


described in 


subsection 


(2) of 


this section with a former patient or 


key third party if 


the health care provider: 


(a) Uses or exploits the trust, knowledge, influence, or emotions 
derived from the professional relationship; or 

(b) Uses or exploits privileged information or access to privi- 
leged information to meet the health care provider's personal or sexu- 
al objectives. 

(4) Sexual misconduct also includes sexual contact with any per- 
son involving force, intimidation, or lack of consent, sexually har- 
assing or demeaning behavior with current or former patients or key 


third parties, 


or a conviction of a sex offen 


se as defined in RCW 


9.94A.030. 


(S) 


To determine whether a patient is a 


current patient or a for- 


mer patient, the commission will analyze each case individually, and 
will consider a number of factors including, but not limited to, the 
following: 

(a) Documentation of formal termination of professional relation- 
ship; 

(b) Transfer of the patient's care to another health care provid- 
er; 

(c) The length of time that has passed since the last health care 
services were provided to the patient; 

(d) The length of the professional relationship; 

(e) Th xtent to which the patient has confided personal or pri- 
vate information to the health care provider; 

(£) The nature of the patient's health problem; and 

(q) The degree of emotional dependence and vulnerability of the 
patient. 

(6) These rules do not prohibit: 
Certified on 7/13/2022 3] WSR Issue 22-14 - Permanent 
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Sha 


(a) Providing health care services in case of emergency where the 
services cannot or will not be provided by another health care provid- 
er; 


(b) Contact that is necessary for a legitimate health care pur- 
pose and that meets the standard of care appropriate to the chiroprac-— 
tic profession; or 

(c) Providing health care services for a legitimate health care 
purpose to a person who is in a preexisting, established personal re- 
lationship with the health care provider where there is no evidence 
of, or potential for, exploiting the patient. 

(7) It is not a defense that the patient, former patient, or key 
third party initiated or consented to the conduct, or that the conduct 
occurred outside the professional setting. 

(8) A violation of any provision of this rule shall constitute 
grounds for disciplinary action. 


[Statutory Authority: Chapter 18.25 RCW. WSR 96-16-074, § 246-808-590, 
filed 8/6/96, effective 9/6/96.] 
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(b) The level of unemployment in a particular community within a 
county, to the extent that figures are available from the Washington 
state employment security department. 

(c) The number of direct jobs and secondary or spin-off jobs ex- 
pected to be generated by the project. 

(d) The degree to which the project proposes to provide jobs for 
lower-income persons from the community. 

(e) The number of jobs created in proportion to the amount of the 
bond cap allocation. 

(£) The proportionate number of persons in relationship to the 
size of the community who will benefit from the project. 

(g) The degree to which the project provides an economic boost to 
an economically distressed community (based on the three-year unem- 
ployment figures from employment security). 

(h) The degree to which the project retains or expands the local 
tax base. 
(i) The degree to which the project reduces environmental pollu- 


tion. 
(j) The degree to which the project diverts solid waste from dis- 
posal and manufactures it into value-added products. 
(k) The degree to which the project produces energy at a lower 
cost than alternative or existing energy sources. 
(1) The environmental benefit of the project to the particular 
community, the county or the state. 
(m) The availability of bond cap from the exempt facility catego- 


Éy: 


(n) Recognize and accommodate the unique timing, and issuance 
needs of large scale projects that may require allocations in more 
than one year. 

(o) Projects that result in publicly owned facilities over pri- 
vately owned facilities. 

(2) Exempt facility applications will not be considered for allo- 
cation until: 

(a) The department receives: 

(i) A list of all permits required to complete the project and 
the date each permit application was submitted to and/or granted by 
the appropriate authority; 

(ii) A copy of any environmental impact statements; and 

(b) Significant progress is demonstrated in securing project fi- 
nancing. 

(3) The criteria in this section and other applicable criteria 
otherwise established in rule and statute shall not be considered as 
ranked in any particular order but shall be weighed and balanced for 
each application and among applications in making allocation deci- 
sions. 

(4) After July ist of each year, the department may approve an 
allocation amount prior to the issuer completing a of the criteria 
listed above. 

(5) Exempt facility projects may receive an allocation in order 
to convert taxable financing to tax-exempt financing, but only in Jan- 
uary or July of any year. The request for conversion will be compared 
against other requests for conversion and current exempt facility ap- 
plications. Projects that use the Washington economic development fi- 
nance authority to complete their financing will have priority over 
projects in obtaining future allocations to convert to tax-exempt fi- 
nancing. Conversion is only allowed within the federal guidelines of 
one year after the project comes online or two calendar years after 
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the Washington economic development finance authority financing is ap- 
proved, whichever comes first. 

(6) Exempt facility projects up to $50,000,000 may receive an al- 
location for up to ( (eRne—BRund‘eed)) 100 percent of the total project 
cost. Projects from $50,000,001 to $75,000,000 may receive an alloca- 
tion for up to ( (#iRet¥)) 90 percent of the total project cost. 
Projects from $75,000,001 to $100,000,000 may receive an allocation 
for up to ((e+eht¥)) 80 percent of the total project cost. Projects 
over $100,000,000 may receive an allocation for up to ((severnty)) 70 
percent of the total project cost. A project may obtain additional al- 
location above these percentages after July 1st of the last year of 
eligibility only if the total demand for cap is lower than the amount 
available. 


[Statutory Authority: RCW 34.05.353 (1) (b) and (d). WSR 21-15-104, $ 
365-135-070, filed 7/20/21, effective 8/20/21. Statutory Authority: 
Chapter 39.86 RCW and RCW 43.330.040 (2) (g). WSR 97-02-093, S 
365-135-070, filed 1/2/97, effective 2/2/97. Statutory Authority: 
Chapter 39.86 RCW. WSR 93-13-012 (Order 93-05), § 365-135-070, filed 
6/7/93, effective 1/1/94.] 
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WSR 22-14-011 
PERMANENT RULES 
BOARD OF 


PILOTAGE COMMISSIONERS 
[Filed June 23, 2022, 8:56 a.m., effective July 24, 2022] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: This rule making amends the types of pilotage assign- 
ments subject to the requirement for 10 hours rest with the opportuni- 
ty for eight hours of sleep after completion of an assignment. Puget 
Sound Pilots (PSP) recently approved several measures to increase dis- 
patching efficiency and pilot availability while observing state man- 
dated rest rules. One of those measures is to allow a pilot to be dis- 
patched to multiple assignments, as long as the combined duration of 
the assignments does not exceed 13 hours. The board adopted these 
changes via emergency rule at the March 17, 2022, regular monthly 
meeting. This rule-making initiative is to consider and codify that 
change. 

Citation of Rules Affected by this Order: Amending WAC 
363-116-081. 

Statutory Authority for Adoption: Chapter 88.16 RCW, Pilotage 


Act. 
Adopted under notice filed as WSR 22-09-077 on April 20, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 1, Repealed 0. 
Date Adopted: June 21, 2022. 


Jaimie C. Bever 
Executive Director 


OTS-3692.1 


AMENDATORY SECTION (Amending WSR 21-07-088, filed 3/19/21, effective 
4/19/21) 


WAC 363-116-081 Rest period. (1) Pilots shall observe rest pe- 
riod requirements as set out in RCW 88.16.103 as now or hereafter 
amended. Pilots shall have a mandatory rest period of at least ((#€#) ) 
10 hours with an opportunity for eight hours of uninterrupted sleep 
after Sh A AA oe an Lee as ia reaaee or multiple assign- 
ments 
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Check- 
In the Puget Sound Pilot- 
uget Sound pilots op- 
time to time. 
multiple assignments ( (wtehin—eharberarea 


in time occurs 


TEE A 14 ae es eae nae 


tal duration of the assignments shall 


dda 


the combined to- 


not exceed 13 hours. 


The total 


duration of multiple assignments 


shall be measured from 


the call time 


before the first 


t assignment to check-in 


time after the final assign- 


ment. 


tween 0100 and 
assignments, 
( (were) ) 


(S) 


An assignment is a night 


t assignment if any part 


0459 hours. After 
pilots shall have a 


three consecutive night 


t occurs be- 
ts with night 


mandatory rest period of at least 


12 hours, including at 


0800 hours. 


[Statutory Authority: Chapter 88.16 RCW. WSR 21 
filed 3/19/21, 


363-116-081, 


effective 4/19/21 


filed 3/28/97, 


296-1 


6-081, 


filed 4/17/79; 
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WSR 22-14-013 
PERMANENT RULES 


DEPARTMENT OF REVENUE 
[Filed June 23, 2022, 2:21 p.m., effective July 24, 2022] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 458-61A-211 Mere change 
in identity or form—Family corporations and partnerships, to incorpo- 
rate 2021 legislation, SSB 5034. The purpose of this legislation is to 
modernize the Washington Nonprofit Corporation Act by creating a new 
chapter under Title 24 RCW. 

Citation of Rules Affected by this Order: Amending WAC 
458-61A-211 Mere change in identity or form—Family corporations and 
partnerships. 

Statutory Authority for Adoption: RCW 82.32.300, 82.01.060, 
82.45.150. 

Adopted under notice filed as WSR 22-09-030 on April 12, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 23, 2022. 


Atif Aziz 


Rules Coordinator 


OTS-3697.1 


AMENDATORY SECTION (Amending WSR 10-07-133, filed 3/23/10, effective 
4/23/10) 


WAC 458-61A-211 Mere change in identity or form—Family corpora- 
tions and partnerships. (1) Introduction. A transfer of real property 
is exempt from the real estat xcise tax if it consists of a mere 
change in identity or form of ownership of an entity. This exemption 
is not limited to transfers involving corporations and partnerships, 
and includes transfers of trusts, estates, associations, limited lia- 
bility companies and other entities. If the transfer of real property 
results in the grantor(s) having a different proportional interest in 
the property after the transfer, real estat xcise tax applies. 
(2) Qualified transactions. A mere change in form or identity 
where no change in beneficial ownership has occurred includes, but is 
not limited to: 
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(a) The transfer by an individual or tenants in common of an in- 


terest in real property to a corporation, partnership, or other entity 
if the entity receiving the ownership interest receives it in the same 


pro rata shares as the individual or tenants in common held prior to 
the transfer. ((+))See also WAC 458-61A-212, Transfers where gain is 
not recognized under the Internal Revenue Code. ( (+) ) 


(b) The transfer by a corporation, partnership, or other entity 


of its interest in real property to its shareholders or partners, who 


will hold the real property either as individuals or as tenants in 
common in the same pro rata share as they owned the corporation, part- 


nership, or other entity. To 


the extent that a distribution of real 


property is disproportionate 


to the interest the grantee partner has 


in the partnership, it will be subject to real estat xcise tax. 
(c) The transfer by an entity of its interest in real property to 


its wholly owned subsidiary, 


the transfer of real property from a 


wholly owned subsidiary to its parent, or the transfer of real proper- 


ty from one wholly owned subsidiary to another. 


(d) The transfer by a corporation, partnership or other entity of 


its interest in real property 


to another corporation, partnership, or 


other entity if the grantee owner(s) receives it in the same pro rata 


shares as the grantor owner(s) held prior to the transfer. 

(e) Corporate mergers and consolidations that are accomplished by 
transfers of stock or membership, and mergers between corporations and 
limited partnerships as provided in chapters 25.10 and 24.03A RCW. 

(f£) A transfer of real property to a newly formed, beneficiary 
corporation from an incorporator to the newly formed corporation, pro- 


vided: 


(i) The proper real estat xcise tax was paid on the original 


transfer to the incorporator; 


poration during its formation 


and 


(ii) It was documented on or before the original transfer that 
the incorporator received title to the property on behalf of that cor- 


process. 


This tax exemption does not apply to a transaction in which a 


property owner acquires title 
fers title to the corporation 


(g) A transfer into any revocable trust. 


in his or her own name and later trans- 
upon its formation. 


(h) A conveyance from a trustee of a revocable trust to the orig- 


inal grantor or to a beneficiary if no valuable considerat 
or if the transaction is otherwise exempt under this chapt 
ample, a gift or inheritance). 


ion passes, 
er (for ex- 
A sale of real property by the trustee 


to a third party, or to a beneficiary for valuable consideration, is 


subject to the real estat xcise tax. 
(3) Examples. The following examples, while not exhaustive, il- 


lustrate some of the circumstances in which a grant of an interest in 
real property may or may not qualify for this exemption. These exam- 


ples should be used only as a 


general guide. The taxability of each 


transaction must be determined after a review of all the facts and 


circumstances. 


(a) Andy owns a 100% interest in real property. He transfers his 
property to his solely owned corporation. The transfer is exempt from 


real estat xcise tax becaus 


there has been no change in the benefi- 


cial ownership interest in the property. 

(b) Elizabeth owns a 100% interest in real property, and is the 
sole owner of Zippy Corporation. She transfers her property to Zippy. 
The corporation pays $5,000 to Elizabeth and agrees to make payments 


on the underlying debt on the 
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tax because ther 
(c) Jim, 


been no change in 
(d) Pat, 


& 


property to Son 
stat xcis 
terest. 


(e) 


Morgan 


has 
tax 


because ther 
property. The 


property results in 
est in the property after it is transferred. 
Morgan and Brea may be able 


( (thet) ) 
a manner 

(£) 
owner. 
th 
ch 


Dan owns 


ey form 
ange in 


toge 


Kathie, 
transfer their proper 
The transfer is exempt 


Liz, 
Dance Partnership, 
their interests in 
g & Dance Partnership. 
tax, 
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1] 


involved in the transfer, is sti 
was no change in beneficial ownersh 
and Tim own real property as jo 


exempt from 
ip. 


int tenants. They 


ty to their LLC in the same pro rata ownership. 


from real estat xcis 
beneficial ownership. 

and Erin own Stage Corporation. 
in the same pro rata ownersh 
the corporation. Stage Corporation 
The transfer is 


has been no chan 


because ther 


ange 


tax becaus 


there has 


They also own Song 
ip percentages as 


transfers real 
exempt from real 


ge in beneficial in- 


owns real property. Brea owns Sparkle Corporation. 
Morgan transfers real property to Sparkle in exch 
in the corporation. 


for an interest 


The transfer is subject to real estat xcise tax 
been a change in the beneficial interest in the real 
applies to the extent that the transfer of real 

the grantor having a different proportional inter- 


that woul 


( Heter 


to struc 


ld qu 
property as sole owner. 


Dan and Jil 
ther. 
the beneficial ownership interest in the real property. To 


Ll each 


)) 


However, 


ture their transaction in 
alify for exemption under WAC 458-61A-212. ((+)) 
Jill owns property as sole 
transfer their property to Rhyming LLC, 


which 


The transfers are taxable becaus 


the extent tha 


ransfer, it is 


qu 


(g) 
decide to 


the 
having a different proportional interest in the proper 
taxable. 
alify for an exemption 


transfer of real property results 


( (+{Nete;,)) However, ( (€#e£) ) 
under WAC 458-61A-212. ((+)) 


Fred and Steve are equal partners in Jazzy Pa 
transfer real property from the partnership 


there has been a 
in the grantor 
ty after the 

Dan and Jill may 


rtnership. They 
to themselves as 


individuals. Based on its true and fair value, the partnership trans- 
fers 60% of the real property to Fred and 40% to Steve. This distribu- 
tion is not in proportion to their ownership interest in Jazzy Part- 


the beneficial ownership interest. 
results in the grantor having a different propor- 


nership, and the tran 
change in 
transfer of property 


sfer is not exempt because ther 


TO 


(4) 


Where th 


tional interest in th 
( (4Nete;)) However, 
tion un 


e property after the transfer, 


( (that) ) 


Disparate treatment of ownership interests. 


(a) 


cial accounting purposes than for federal tax purposes, 


the extent that 


has been a 


the 


it is taxable. 
Fred and Steve may qualify for an exemp- 
der WAC 458-61A-212. ((+)) 


ownership of real property is different for finan- 


ownersh 
the own 
tity th 


ip in 


at is 


te excise 
(b) 


ta tax. 


through a 
a "synthe 
terms of 
property, 


nancial accounting purposes, 


For example, 
identifies some real property, 
normal loan. 
tic lease" 
the synthetic 
and Giant Company will lease it from Mega Loans. 
excise tax is paid 


terest in the real property is deemed th 


th 
ci 


e beneficial 
ty which is 


er for financial accounting purposes. Any transfer 
the owner for federal tax purposes to the own 


n 
from the en- 
er for fi- 


or vice versa, is subjec 


but 
It contrac 
the purchase of 


for 


Giant Company wants to expand its b 
is unable to finance th 
ts with Mega Loans Inc. 
the real property. 


to the real es- 


Siness. It 
e purchase 
to enter into 
Under the 


U 


lease, Mega Loans will take ti 


on the purchase of the real proper 


to the real 
Real estate 
ty by Mega Loans. 


tle 


The terms of the lease also provide that Giant Company will be the 


owner for federal 
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xcise tax. 


subject to real es 
(5) 


exemption applies 


Family corporations, partnerships, or other entities. 
to transfers to an entity that 


the transferor and/or 
tic partner, children, 


regardless of whether 


the transferor's spouse, 
or stat 
the 


the lease agreement, 
title to the real property to Giant 


after a speci- 
to Giant Company is 
This 


is wholly owned by 
tate registered domes- 


S 


registered domestic partner's children 
transfer results in a change in 


the benefi- 


cial ownership interes 


However, 


real 


stat xcis 


taxes will become 


due and payable on the original transfer as otherwise provided by law 


if: 

(a) The partnership or corporation thereafter voluntarily trans- 
fers the property; or 

(b) The transferor, spouse, state registered domestic partner, 
children, or state registered domestic partner's children voluntarily 
transfer stock in the corporation, or interest in the partnership cap- 
ital to other than: 

(i) The transferor and/or the transferor's spouse, state regis- 
tered domestic partner, children, or state registered domestic part- 


ner's children; 
(ii) A 


trust having the tran 


spouse, stat 
tered domestic partner 


registered domestic partn 
as 


"s children 


time of transfer to 
(iii) 


the trust; 
A corporation or partn 


or 


transferor and/or the 
partner, children, or 
within three years of 
applies, 
( (Sixty) ) 


For example, 


empt from tax, 
grantor's spouse, stat 


stat 
the original 
and the tax on the subsequent transfer is no 
60 days of becoming due. 
parents own real 
ate an LLC that is owned by themselves and 
parents transfer the real property to the LLC. 
there was a change in beneficial ownership interest, 
because the LLC is owned by 


transferor's 


ership who 


er, children, 


th 


spou tat 


red 


se, s 


regist 


red 


state registered domest 
(6) 


ownership of an entity. 


property when 
For example, 


the grant 
John 


regist 


This exempt 
tor and grant 


tic partner's ch 
Transfers when there is not a change in identity or form of 
to transfers of real 


transfer to which 


property as individuals. 


it 


their three children. 
Despite the fact that 
is still 


sferor and/or the transferor's 
or state regis- 
e only beneficiaries at the 


lly owned by the original 
registered domestic 
domestic partner's children 
this exemption 
t paid within 


They cre- 
The 


ex- 


domestic partner, 
ildren. 


tion 


applies 
are th 


sam 


the grantor and/or 
children, 


the 
or 


and Megan own real property as tenants in com- 


mon. They decide that they prefer to hold the property as joint ten- 
ants with rights of survivorship. John and Megan, as tenants in com- 
mon, convey the property to John and Megan as joint tenants with 
rights of survivorship. The transfer is exempt from real estat xcis 
tax. 

[Statutory Authority: 2009 c 521. WSR 10-07-133, § 458-61A-211, filed 
3/23/10, effective 4/23/10. Statutory Authority: RCW 82.32.300, 
82.04.150, and 82.01.060(2). WSR 06-20-036, § 458-61A-211, filed 
9/25/06, effective 10/26/06. Statutory Authority: RCW 82.32.300, 
82.01.060(2), and 82.45.150. WSR 05-23-093, § 458-61A-211, filed 
11/16/05, effective 12/17/05.] 

Certified on 7/13/2022 [ 13 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-014 


WSR 22-14-014 
PERMANENT RULES 


DEPARTMENT OF REVENUE 
[Filed June 23, 2022, 2:24 p.m., effective July 24, 2022] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 458-20-119, 458-20-124, 
458-20-168, 458-20-169, 458-20-244, and 458-20-249 to account for gen- 
eral updates, including readability, and to incorporate the following 
legislation: SSB 5034 (2021); HB 1296 (2021); HB 2390 (2020); and SHB 
2246 (2020). 

Citation of Rules Affected by this Order: Amending WAC 
458-20-119, 458-20-124, 458-20-168, 458-20-169, 458-20-244, and 
458-20-249. 
Statutory Authority for Adoption: RCW 82.32.300 and 82.01.060. 
Adopted under notice filed as WSR 22-09-029 on April 12, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 6, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 23, 2022. 


Atif Aziz 
Rules Coordinator 


OTS-3696.2 


AMENDATORY SECTION (Amending WSR 12-07-060, filed 3/19/12, effective 
4/19/12) 


WAC 458-20-119 Sales by caterers and food service contractors. 
(1) Introduction. This ((seetten)) rule explains Washington's business 
and occupation (B&O) tax and retail sales tax applications for sales 
by caterers and food service contractors. 

(a) Examples. This ((seeéien)) rule contains examples that iden- 
tify a number of facts and then state a conclusion. These examples 
should be used only as a general guide. The tax results of other sit- 
uations must be determined after a review of all facts and circumstan- 


ces. 

(b) ( (What—ether seetions might apply?) ) Other rules that may ap- 
ply. The following ((seettens)) rules may contain additional relevant 
information: 


((*)) (i) WAC 458-20-107 Requirement to separately state sales 
tax—Advertised prices including sales tax. 
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((*)) (ii) WAC 458-20-124 Restaurants, cocktail bars, taverns and 
Similar businesses. 
((*)) (iii) WAC 458-20-166 Hotels, motels, boarding houses, room- 
ing houses, resorts, ((Summesr-eamps)) hostels, trailer camps, ((e#€)) 
short-term rentals and similar lodging businesses. 
((*)) (iv) WAC 458-20-167 Educational institutions, school dis- 
tricts, student organizations, and private schools. 
((*)) (v) WAC 458-20-168 Hospitals, nursing homes, ( (beardine 
hemes) ) assisted living facilities, adult family homes and similar 
health care facilities. 

((*)) (wi) WAC 458-20-175 Persons engaged in the business of op- 
erating as a private or common carrier by air, rail or water in inter- 
state or foreign commerce. 

((*)) (wii) WAC 458-20-189 Sales to and by the state of Washing- 
ton((+)) and municipal corporations, including counties, cities, 
towns, school districts, and fire districts. 

((*)) (viii) WAC 458-20-190 Sales to and by the United States and 
certain entities created by the United States—Doing business on fed- 
eral reservations—Sales to foreign governments. 

((*)) (ix) WAC 458-20-244 Food and food ingredients. 

(2) Sales by caterers. Sales of meals and prepared food by ca- 
terers are subject to the retailing B&O and retail sales taxes when 
sold to consumers. "Caterer" means a person who provides, prepares, 
and serves meals for immediate consumption at a location selected by 
the customer. The tax liability is the same whether the meals are pre- 
pared at the customer's site or the caterer's site. The retailing B&O 
and retail sales taxes also apply when caterers prepare and serve 
meals using ingredients provided by the customer. 

(3) Food service contractors. The term "food service contractor" 
means a person who operates a food service at a kitchen, cafeteria, 
dining room, or similar facility owned by an institution or business. 
Food service contractors may manage the food service operation on be- 
half of the institution or business, or may actually make sales of 
meals or prepared foods. 

(a) Sales of meals. Food service contractors who sell meals or 
prepared foods to consumers are subject to the retailing B&O and re- 
tail sales taxes on their gross proceeds of sales. For example, the 
operation of a cafeteria which provides meals to employees of a manu- 
facturing or financial business is generally a retail activity. The 
food service contractor is considered to be making retail sales of 
meals, whether payment for the meal is made by the employees or the 
business, unless the business itself is reselling the meals to the em- 
ployees. 
In all cases where the meals are prepared at off-site facilities 
not owned by the institution or business, the food service contractor 
is considered to be making sales of meals and the retailing B&O and 
retail sales taxes apply to the gross proceeds of sale, or gross in- 
come for sales to consumers. 

(b) Food service management. The gross proceeds derived from the 
management of a food service operation are subject to the service and 
other business activities B&O tax. These tax reporting provisions ap- 
ply whether the staff actually preparing the meals or prepared foods 
is employed by the institution or business hiring the food service 
contractor, or by the food service contractor itself. If the food 
service contractor merely manages the food service operation on behalf 
of an institution or business, that institution or business is consid- 
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lowing activities: 

(i) Food service contractors operatin 


rmine their B&O 


C tax 


rule to det 


Cal Le 
guests of a business, but only where th 
cility is the one actually selling the meals 
(ii) Food service contractors managing ( 
cafeteria, lunch room, or similar facility for 
students or faculty at an educational 
The educational institution or private sch 
the studen 
food service con 
of the institution, and is not making retail sales 
students, faculty, or institution. 
guests in such areas are, however, 
retail sales taxes. 
(iii) Food service contractors managing 
the dietary facilities of a hospital, 
tution, 
patients or residents ( (#herec#)). 
tients or residents by the hospital, 
tion as a part of th 
service contrac 


nursing home, 


nursing home, 


the institution, and is not considered 
meals to the patients, residents, or institution. 
doctors, nurses, visitors, 
Similar facility are, however, subject to 
sales taxes. 
(c) Examples. 
(i) Example 1. GC Inc. 


operating an on-site cafeteria for B College. 


Issue 22-14 


services rendered by the institution. 
tor is managing a food service operation on behalf of 
to be making retail sa 
Sales of meals to 

and other employees through a cafeteria or 


Th 


(4) and 


but is not limited to, 


ty which provides meals and prepared food for employees ( 


or ope 
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to be selling meals or providing the meals as a part of the serv- 
the institution or business renders to its customers. 
tions and businesses should refer to subsections 


ese in- 
(5) in 


and retail sales tax 


the fol- 


g a cafeteria or similar fa- 


(and/ex) ) 


e business owning the fa- 
to its employees. 

(andres) ) 
the exclusive use of 
institution or private school. 
ool provides thes 


rating a 


meals to 


ts and faculty as a part of its educational services. 
tractor is managing a food service operation on behalf 
to the 


of meals 


or op 
or simila 


The 


Sales of meals or prepared foods to 
subject to the retailing B&O and 


( (andrer) ) 


erating 
r insti- 


or similar 


for the purpose of providing meals or prepared foods to its 
These meals are provided to the pa- 


institu- 


T 


he food 


les of 


the retailing B&O and retail 


is a food service contractor managing and 
This cafeteria is oper- 


ated for the exclusive use of students and faculty. Guests of students 


or faculty members, however, are allowed to use 


moneys collected in 


the facilitie 
the cafeteria are retained by B Col 


lege. 


pays GC's direct costs for managing and operating 
cluding the costs of the unprepared food products, 
and overhead expenses. 

GC Inc. is managing a food service operation. 
is the gross proceeds received from B College. 
deduction on account of cost of materials, 
pense. GC Inc.'s proceeds are subject to the 
ties B&O tax classification. B College is 
tail sales of meals to the guests and must 
sales tax on the gross proceeds of these sales. 


collect 
B 


the 


GC Inc. 
salaries, 
service and oth 
considered to be making re- 


College sh 


cafeter 
employee s 


GC also receives a management fee. 


The measu 
may n 
or any 


r 
(©) 
e 
a 


and remit 


O 


to WAC 458-20-167 to determine whether the r 
(ii) Example 2. 

age and operate Hospital A's dietary and cafeteria 
to receive a per meal f for meals provided 


nurses, and visitors in the cafeteria. 
The gross proceeds received from Hospital A 


tailing B&0 
DF Food Service contracts with Hospit 


to Hospital 


tax 


facilities 


( (+ ¥egerds—_te) ) 


ot 


tal A 


s. Al 
B College 
ia, in- 
alaries, 


e of tax 
claim a 
ther ex- 
r activi- 


retail 
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applies. 
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L A's patients. 
DF Food Service retains all proceeds for sales of meals to physicians, 


rez 


garding the meals provided to the patients are derived from the man- 
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agement of a food service operation. These proceeds are subject to the 
service and other activities B&O tax classification. DF, however, is 
making retail sales of meals to physicians, nurses, and visitors in 
the cafeteria. DF Food Service must pay retailing B&O tax, and collect 
and remit retail sales tax, on the gross proceeds derived from the 
cafeteria sales. 

(4) Retailing B&O and retail sales taxes. The sales of meals to 
consumers are subject to the retailing B&O tax and generally subject 
to retail sales tax. However, a retail sales tax exemption is availa- 
ble for the following sales of meals: 

(a) Prepared meals sold under a state-administered nutrition pro- 
gram for the aged as provided for in the Older Americans Act (Public 
Law 95-478 Title III) and RCW 74.38.040(6) ((+))é 

(b) Prepared meals sold to or for senior citizens, disabled per- 
sons, or low-income persons by a ( (Ret—fer-peeofit)) nonprofit organi- 
zation organized under chapter 24.03A or 24.12 RCW. However, this ex- 
emption does not apply to purchases of prepared meals by ( (Ret—fer- 
prefit)) nonprofit organizations, such as hospitals, which provide the 
meals to patients as a part of the services they render((+)); and 

(c) Prepared meals sold to the federal government. ((+See)) WAC 
458-20-190.((+)) However, meals sold to federal employees are taxable, 
even if the federal employee will be reimbursed for the cost of the 
meals by the federal government. 

(5) Wholesale sales of prepared meals. Persons making sales of 
prepared meals to persons who will be reselling the meals are subject 
to the wholesaling B&O tax classification. Sellers must obtain ((¥e- 


sate—eertitficates—_fersates—made before tantrasry 1 644,—6#)) a re- 
seller permit((s)) for sales ( (meéde—en—eo+ after antes; hH) ) 


from their customers to document the wholesale nature of any sale as 
provided in ( (WAC—458-20-102A—_(Resate—eertificates} and) ) WAC 
es 23 102 IEA eSS aa Be Sete ee ee 


(6) ((When—is)) Deferred sales or use tax ((due?)). If the seller 
fails to collect the appropriate retail sales tax, the purchaser is 
required to pay the deferred sales or use tax directly to the depart- 
ment((+)) for many catering and food service items, as follows: 

(a) Purchases of dishes, kitchen utensils, linens, and items 
which do not become an ingredient of the meal, are subject to retail 
sales tax. 

(b) Retail sales tax or use tax applies to purchases of equip- 
ment, repairs, appliances, and construction. 

(c) ((#Re)) Retail sales tax or use tax does not apply to purcha- 
ses of food or beverage products ( (whteH)) that are ingredients of 
meals being sold at retail or wholesale. 

(d) Purchases of food products and prepared meals by persons who 
are not in the business of selling meals at retail or wholesale are 
subject to the retail sales tax. However, certain food products are 

)) exempt ((e£)) from retail sales or use tax. ((+))See 
WAC 458-20-244. ( (+) ) 


[Statutory Authority: RCW 82.32.300, 82.01.060(2), and 2011 c 55. WSR 
12-07-060, § 458-20-119, filed 3/19/12, effective 4/19/12. Statutory 

Authority: RCW 82.32.300, 82.01.060(2), chapters 82.04, 82.08, 82.12 

and 82.32 RCW. WSR 10-06-069, § 458-20-119, filed 2/25/10, effective 

3/28/10. Statutory Authority: RCW 82.32.300. WSR 99-11-107, § 
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458-20-119, filed 5/19/99, effective 6/19/99; WSR 93-23-019, § 
458-20-119, filed 11/8/93, effective 12/9/93; WSR 86-03-016 (Order ET 
86-1), § 458-20-119, filed 1/7/86; WSR 82-16-061 (Order ET 82-7), § 
458-20-119, filed 7/30/82. Statutory Authority: RCW 82.01.060(2) and 
82.32.300. WSR 78-07-045 (Order ET 78-4), § 458-20-119, filed 6/27/78; 
Order ET 74-1, § 458-20-119, filed 5/7/74; Order ET 70-3, § 458-20-119 
(Rule 119), filed 5/29/70, effective 7/1/70.] 


AMENDATORY SECTION (Amending WSR 15-21-092, filed 10/21/15, effective 
11/21/15) 


WAC 458-20-124 Restaurants, cocktail bars, taverns and similar 
businesses. (1) Introduction. This rule explains how Washington's 
business and occupation (B&O) tax and retail sales tax apply to sales 
by restaurants, cocktail bars, taverns, and similar businesses. It 
discusses sales of meals, beverages, and foods at prices ( (+Retesive 
eftRe)) that include retail sales tax. This rule also explains how 
discounted and promotional meals are taxed. Caterers and persons who 
merely manage the operations of a restaurant or similar business 
should refer to WAC 458-20-119 Sales by caterers and food service con- 
tractors, to determine their tax liability. 

(a) Definition. Restaurants, cocktail bars, and taverns. The term 
"restaurants, cocktail bars, taverns, and similar businesses" means 
every place where prepared foods and beverages are sold and served to 
individuals, generally for consumption on the premises where sold. 

(b) Examples. This rule contains examples that identify a number 
of facts and then state a conclusion. These examples should be used 
only as a general guide. The tax results of other situations must be 
determined after a review of all facts and circumstances. 


(c) ee 


beverage—sates;)) Other rules that may apply. The for lowing rules may 


contain other relevant information: 
((*)) (i) WAC 458-20-107 Requirement to separately state sales 
tax—Advertised prices including sales tax. 
((*)) (ii) WAC 458-20-119 Sales by caterers and food service con- 
tractors. 
((*)) (iii) WAC 458-20-131 Gambling activities. 


((*)) (iv) WAC 458-20-183 ( (Amusement, reecreation,—and physteat 
fitress—_serviees)) Recreational services and activities. 


((*)) (v WAC 458- 20- ae Tax E ot ( (BEeeSERS—OoWwRing 


eines) ) Pendang maen nE owners and operators. 
((*)) (wi) WAC 458-20-189 Sales to and by the state of Washington 


and municipal corporations, including counties, cities, towns, school 
districts, and fire districts. 
((+)) (wii) WAC 458-20-190 Sales to and by the United States and 
certain entities created by the United States—Doing business on fed- 
eral reservations—Sales to foreign governments. 

((*)) (viii) WAC 458-20-243 Litter tax. 

((*)) (ix) WAC 458-20-244 Food and food ingredients. 

(2) Retailing B&O and retail sales taxes. Sales of meals and pre- 
pared foods to consumers by restaurants, cocktail bars, taverns, and 
Similar businesses are subject to ((##e)) retailing B&O tax ( (etessi- 
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(4) Service and other business activities B&O tax. Compensation 
received from owners of vending machines for allowing the placement of 
those machines at the restaurant, cocktail bar, tavern, or similar 
business is subject to the service and other business activities tax. 
WAC 458-20-187. Persons operating ((games)) contests of chance should 


refer to WAC 458-20-131. 
(5) ( (Bxemptions._Efftective Ceteoser 1, 2013, Rew 82,08. 210 pro- 


+6}+)) Deferred sales or use tax. If the seller fails to collect 


the appropriate retail sales tax, the purchaser is required to pay the 
deferred sales or use tax directly to the department. 

(a) Retail sales tax or use tax applies to purchases of dishes, 
kitchen utensils, linens, and items that do not become an ingredient 
of the meal. 

(b) Retail sales tax or use tax applies to purchases of equip- 
ment, repairs, appliances, and construction. 

(c) Retail sales tax or use tax does not apply to purchases of 
food or beverage products that are ingredients of the meals being 
sold. 

(d) Retail sales tax or use tax does not apply to purchases of 
paper plates, paper cups, paper napkins, toothpicks, or any other ar- 


ticles that are furnished to customers, the first actual use of which 
renders such articles unfit for further use, when purchased by restau- 
rants and similar businesses making actual sales of meals. 
((+4)) (©) Combination business. Persons operating a combination 
of two kinds of food sales, of which one is the sale of prepared food 
(i.e., an establishment, such as a deli, selling food products ready 
for consumption and in bulk quantities), should refer to WAC 
458-20-244 for taxability information. 

((+8+)) (7) Discounted meals, promotional meals, and meals given 
away. Persons who sell meals on a "two for one" or similar basis are 
not giving away a free meal, but rather are selling two meals at a 
discounted price. Both the retailing B&O and retail sales taxes are 
calculated on the reduced price actually received by the seller. 

Persons who provide meals free of charge to persons other than 
their employees are consumers of those meals. Persons operating res- 
taurants or similar businesses are not required to report use tax on 
food and food ingredients given away, even if the food or food ingre- 
dients are part of prepared meals. For example, a restaurant providing 
meals to the homeless or hot dogs free of charge to a little league 
team will not incur a retail sales or use tax liability with respect 
to these items given away. A sale has not occurred, and the food and 
food ingredients exemption applies. Should the restaurant provide the 
little league team with soft drinks free of charge, the restaurant 
will incur a deferred retail sales or use tax liability with respect 
to those soft drinks. Soft drinks are excluded from the exemption for 
food and food ingredients. ((+See)) WAC 458-20-244. ( (+)) 
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as a general guide. The tax results of other situations must be deter- 
mined after a review of all of the facts and circumstances. 


(b) ( (What—othex—rules_might_apply?_the_department_of revenue 


efheattheare-)) Other rules that may apply. Readers may want to re- 
fer to the rules in the following list for additional information: 

(i) WAC 458-20-102 Reseller permits. 

(ii) WAC 458-20-111 Advances and reimbursements. 

(iii) WAC 458-20-150 Optometrists, ophthalmologists, and opti- 
cians. 

(iv) WAC 458-20-151 Dentists, audiologists, and other health care 
providers ((+,))—Dental laboratories((7)) and dental technicians. 

(v) WAC 458-20-169 Nonprofit organizations. 

(vi) WAC 458-20-178 Use tax and the use of tangible personal 
property. 

(vii) WAC 458-20-18801 Medical substances, devices, and supplies 
for humans—Drugs prescribed for human use—Medically prescribed oxygen 
—Prosthetic devices—Mobility enhancing equipment—Durable medical 
equipment. 

(viii) WAC 458-20-233 Tax liability of medical and hospital serv- 
ice bureaus and associations and similar health care organizations. 

(2) Personal and professional services of hospitals. For ( (he) ) 
urposes of this ( (stbsecticn)) rule, the following definitions apply: 
e "Hospital" - The term hospital is as defined in RCW 70.41.020. 
t includes hospitals that come within the scope of chapter 71.12 RCW, 
ut only if they are also licensed under chapter 70.41 RCW. 

e "Public hospital" or "nonprofit hospital" - Public or nonprofit 
ospitals are hospitals operated by the state or any of its political 
ubdivisions or operated as nonprofit corporations. 

(a) Hospital services to patients. Gross income earned by hospi- 
tals for providing personal or professional services to patients is 
subject to B&O tax as shown ((68)) in the table below. RCW 82.04.260. 


ae) 


WIS. OW 


« ar Tine Time 
dab oe From Providing Personal Pri May-4-2010 May 4,2010-and Af 
; : ; 
For profit hospitals er mer o ata ae 
- r 
Publie-and nonprofit hospitals } aN S enti rofit hospitals B&O ra e 


Report Income From 
Providing Personal or 


Professional Services Reporting Classification 
For profit hospitals For profit hospitals B&O 
tax classification 
Public and nonprofit Public or nonprofit 
hospitals hospitals B&O tax 


classification 


Gross income earned for providing nonmedical services, interest 
received on patient accounts receivable, and amounts earned for pro- 
viding transcribing services to physicians are subject to service and 
other activities B&O tax. 

(b) Clinics and departments operated by hospitals. Gross income 
earned by medical clinics and departments providing services to pa- 
tients and operated by a hospital is subject to B&O tax as shown in 
( (he +t abl i#)) subsection (2) (a) of this rule, where the operation 
of a medical clinic or department is covered by the hospital's li- 
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cense. If the clinic or department is not covered by the hospital's 
license, the gross income earned by a medical clinic or department 
providing services to patients is subject to B&O tax under the servic 
and other activities B&O tax classification. 

(i) Example 1. Acme Hospital is a nonprofit hospital that has a 
medical clinic that is physically located within the hospital. The 
clinic is open only during ( (¥egeterbusiness)) the hours of ((+)) 8:00 
a.m. to 5:00 p.m. ((}+)), and provides no domiciliary care or overnight 
facilities to its patients. The medical clinic is covered under Acme 
Hospital's hospital license. Gross income earned by the medical clinic 
for providing patient care is subject to the Public and Nonprofit Hos- 
pital B&O Tax Classification because the clinic is covered under the 
hospital license. 

(ii) Example 2. Mountain Hospital is a for profit hospital with a 
cancer treatment facility that is located one mile from the hospital 
campus. The cancer treatment facility provides the type of services 
normally provided by hospitals to cancer patients but only during reg- 
ular business hours. The cancer treatment facility is covered under 
the hospital's license. Gross income earned by the cancer treatment 
facility is subject to the For Profit Hospitals B&O tax ( (as—shewR—is 
j j j )) classification because 
the facility is covered under the hospital's license. 
(c) Educational programs and services. Amounts earned by public 
or nonprofit hospitals for providing educational programs and services 
to the general public are subject to B&O tax under the public or non- 
profit hospitals classification if the educational programs and serv- 
ices are an integral, interrelated, and essential part of the hospi- 
tal. Otherwise, such amounts are subject to B&O tax under the servic 
and other activities ((#a@<)) classification. Educational services ar 
considered an integral, interrelated, and essential part of the hospi- 
tal only if they are unique and incidental to the provision of hospi- 
talization services. Only those educational programs and services of- 
fered by a hospital that would be very difficult or impossible to du- 
plicate by a person other than a hospital because of the specialized 
body of knowledge, facilities, and equipment required are unique and 
incidental to the provision of hospitalization services. Amounts re- 
ceived from educational programs and services are subject to the serv- 
ice and other activities B&O tax when the educational programs or 
services could be provided by any physician, clinic, or trained lay 
person. 

(3) Personal and professional services from other medical clin- 
ics, nursing homes, and similar health care facilities. Gross income 
earned by medical clinics, nursing homes, and similar health care fa- 
cilities for providing personal and professional services is subject 
to service and other activities B&O tax. Physicians performing these 
services are also subject to service and other activities B&O tax on 
gross incom arned. Services provided are ones not integral, interre- 
lated, and an essential part of a hospital operation. 

(4) Assisted living facilities and domiciliary care. For the pur- 
pose of this rule, "assisted living facilities" and "domiciliary care" 
have the same meaning as found in RCW 18.20.020. A preferential B&O 
tax rate is provided by RCW 82.04.2908 to persons operating assisted 
living facilities licensed under chapter 18.20 RCW. Persons operating 
licensed assisted living facilities should report their gross income 
derived from providing room and domiciliary care to residents under 
the licensed assisted living facilities B&O tax classification. Refer 
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Hospitals, nursing homes, assisted living facilities, and similar 
health care facilities may have restaurants, cafeterias, or other din- 
ing facilities where meals are sold to doctors, employees, and visi- 
tors. These sales of meals are subject to retailing B&O and retail 
sales taxes. For additional information regarding the sale of meals, 
including meals furnished to employees, refer to WAC 458-20-124. 

(8) Industry reporting. This subsection discusses common report- 
ing issues affecting persons operating medical or other health care 
facilities. 

(a) Adjustments to revenues. Many hospitals provide medical care 
without charge or where some portion of the charge will be canceled. 
In other cases, medical care is billed to patients at "standard" rates 
but is later adjusted to reduce the charges to the rates established 
by contract with medicare, medicaid, or private insurers. In these 
Situations, the hospital must initially include the total charges as 
billed to the patient as gross income unless the hospital's records 
clearly indicate the amount of income to which it will be entitled un- 
der its contracts with insurance carriers. Where tax returns are ini- 
tially filed based on gross charges, an adjustment may be taken on fu- 
ture tax returns after the hospital has adjusted its records to re- 
flect the actual amounts collected. In no event may the hospital re- 
duce the amount of its current gross income by amounts that were not 
previously reported on its excise tax return. If the tax rate changes 
from the time the B&O tax was first paid on the gross charges and the 
time of the adjustment, the hospital must file amended tax returns to 
report the B&O tax on the transaction as finally completed at the rate 
in effect when the service was performed. 

(b) ( (What—are—the)) Tax consequences ((when)) if a hospital con- 
tracts with an independent contractor to provide medical services at 
the hospital((?)). When a hospital contracts with an independent con- 
tractor (service provider) to provide medical services, such as manag- 
ing and staffing the hospital's emergency department, the hospital may 
not deduct the amount paid to the service provider from its gross in- 
come. If, however, the patients are alone liable for paying the serv- 
ice provider, and the hospital has no personal liability, either pri- 
marily or secondarily, for paying the service provider, other than as 
agent for the patients, then the hospital may deduct from its gross 
income the amount it receives and pays to the service provider. 

In addition, the service provider is subject to service and other 
activities B&O tax on the amount earned from the hospital for provid- 
ing these services for the hospital. If the service provider subcon- 
tracts with a third party, such as a physician or nurse, to help pro- 
vide medical services as an independent contractor, the service pro- 


vider may not deduct from its gross income amounts paid to the subcon- 
tractor where the service provider is personally liable, either pri- 

marily or secondarily, for paying the subcontractor. If, however, the 
hospital is alone liable for paying the subcontractor, and the service 


provider has no personal liability, either primarily or secondarily, 
other than as agent for the hospital, then the service provider may 
deduct from its gross income the amount it receives from the hospital 
and pays to the subcontractor. For additional information regarding 
deductible advances and reimbursements, refer to WAC 458-20-111. 

(c) ((May¥)) Nursing homes and assisted living facilities may not 
claim a B&O tax exemption for the rental of real estate. ((2-Ne-)) The 
purpose of nursing homes is to provide medical care to their resi- 
dents. The purpose of assisted living facilities is to assume general 
responsibility for the safety and well-being of their residents and to 
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assist alcoholics in recovery and rehabilitation. Nursing homes and 

homes for unwed mothers operated by governmental entities, including 
public hospital districts, do not qualify for the B&O tax exemption 

provided in RCW 82.04.4289. 

(e) Government payments made to health or social welfare organi- 
zations. RCW 82.04.4297 provides a B&O tax deduction to health or so- 
cial welfare organizations, as defined in RCW 82.04.431, for amounts 
earned directly from the United States, any instrumentality of the 
United States, the state of Washington, or any municipal corporation 
or political subdivision of the state of Washington as compensation 
for health or social welfare services. 

( (Effective August t+,2641,)) RCW 82.04.4275 provides a B&O tax 
deduction for amounts health or social welfare organizations receive 
as compensation for providing child welfare services under a govern- 
ment-funded program. 

A deduction is not allowed, however, for amounts that are re- 
ceived under an employee benefit plan. For purposes of the deduction 
provided by RCW 82.04.4297, “employee benefit plan" includes any plan, 
trust, commingled employee benefit trust, or custodial arrangement 
that is subject to the Employ Retirement Income Security Act of 
1974, as amended, 29 U.S.C. Sec. 1001 et seq., or that is described in 
sections 125, 401, 403, 408, 457, and 501(c) (9) and (17) through (23) 
of the Internal Revenue Code of 1986, as amended, or a similar plan 
maintained by a state or local government, or a plan, trust, or custo- 
dial arrangement established to self-insure benefits required by fed- 
eral, state, or local law. 

(f) Amounts earned under a health service program subsidized by 
federal or state government. RCW 82.04.4311 provides a B&O tax deduc- 
tion to: 

e A public hospital that is owned by a municipal corporation or 
political subdivision; or 

e A nonprofit hospital; or 

e A nonprofit community health center; or 

e A network of nonprofit community health centers, that qualifies 
as a health and social welfare organization as defined in RCW 
82.04.431, for amounts earned as compensation for health care services 
covered under the federal medicare program authorized under Title 
XVIII of the federal Social Security Act; medical assistance, child- 
ren's health, or other program under chapter 74.09 RCW; or for the 
state of Washington basic health plan under chapter 70.47 RCW. This 
deduction applies to amounts received directly or through a third par- 
ty from the qualified programs or plans. However, it does not apply to 
amounts received from patient copayments or patient deductibles. For 
purposes of the deduction provided by RCW 82.04.4311, "community 
health center" means a federally qualified health center as defined in 
42 U.S.C. Sec. 1396d as existed on August 1, 2005. 

Example 3. Acme Hospital isa nonprofit hospital that qualifies 
as a health and social welfare organization as defined in RCW 
82.04.431. Acme receives $1,000 for providing health care services to 
Jane, who qualifies for the federal medicare program authorized under 
Title XVIII of the federal Social Security Act. Jane is covered ina 
health care plan that is a combination of medicare, which is B&O tax 
deductible by Acme, and a medicare plus plan, which is paid for by 
Jane and is not B&O tax deductible by Acme. Jane pays $20 to Acme as 
patient copayments. Medicare pays $600 to Acme for the health care 
services, and the medicare plus plan pays $380. Acme may deduct only 
the $600 received from medicare. 
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(g) Blood and tissue banks. Except as otherwise provided, RCW 
82.04.324 provides a B&O tax exemption for amounts earned by a quali- 
fying blood bank, a qualifying tissue bank, or a qualifying blood and 
tissue bank to the extent such amounts are exempt from federal income 


tax. 


For the purposes of this exemption, the following definitions ap- 


(1) Qualifying blood bank. "Qualifying blood bank" means a blood 
bank that qualifies as an exempt organization under 26 U.S.C. 
501 (c) (3) as existing on June 10, 2004, that is registered under 21 
C.F.R., Part 607 as existing on June 10, 2004, and whose primary busi- 
ness purpose is the collection, preparation, and processing of blood. 


expire—Fine30,—264¢-) ) "Qualifying “blood Dank" does not include a 


comprehensive cancer center that is recognized as such by the National 
Cancer Institute. 

(ii) Qualifying tissue bank. "Qualifying tissue bank" means a 
tissue bank that qualifies as an exempt organization under 26 U.S.C. 
501(c) (3) as existing on June 10, 2004, is registered under 21 C.F.R., 
Part 1271 as existing on June 10, 2004, and whose primary business 
purpose is the recovery, processing, storage, labeling, packaging, or 
distribution of human bone tissue, ligament tissue and similar muscu- 


loskeletal tissues, skin tissue, heart valve tissue, or human eye tis- 
sue. "Qualifying tissue bank" does not include a comprehensive cancer 
center that is recognized as such by the National Cancer Institute. 


(111) Qualifying blood and tissue bank. "Qualifying blood and 
tissue bank" means a bank that qualifies as an exempt organization un- 
der 26 U.S.C. 501(c) (3) as existing on June 10, 2004, is registered 
under 21 C.F.R., Parts 607 and 1271 as existing on June 10, 2004, and 
whose primary business purpose is the collection, preparation, and 
processing of blood, and the recovery, processing, storage, labeling, 
packaging, or distribution of human bone tissue, ligament tissue and 
Similar musculoskeletal tissues, skin tissue, and heart valve tissue. 


sue—bank-) ) Bonet eving Blood and tissue bank" bes not o ude a com- 
prehensive cancer center that is recognized as such by the National 
Cancer Institute. ( (PRis—definitieon is _sehedited teo—expitre—_tine 30, 
204¢-) ) 
(h) Assisted living facilities. RCW 82.04.4337 provides a B&O tax 
deduction to licensed assisted living facility operators for amounts 
earned as compensation for providing adult residential care, enhanced 
adult residential care, or assisted living services under contract 
with the department of social and health services authorized by chap- 
ter 74.39A RCW to residents who are medicaid recipients. For the pur- 
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ing, packaging, distributing, or using blood, bone, or tissue. The 
term includes tangible personal property used to: 

(A) Provide preparatory treatment of blood, bone, or tissue; 

(B) Control, guide, measure, tune, verify, align, regulate, test, 
or physically support blood, bone, or tissue; and 

(C) Protect the health and safety of employees or others present 
during research on, procuring, testing, processing, storing, packag- 
ing, distributing, or using blood, bone, or tissue. 

(iv) "Research" means basic and applied research that has as its 
objective the design, development, refinement, testing, marketing, or 
commercialization of a product, service, or process. 

(b) Temporary medical housing provided by a health or social wel- 
fare organization. RCW 82.08.997 provides an exemption from state and 
local retail sales taxes and lodging taxes for temporary medical hous- 
ing provided by a health or social welfare organization. The term 
"health or social welfare organization" is defined in RCW 82. 04.431. 
"Temporary medical housing" means transient lodging and related serv- 
ices provided to a patient or the patient's immediate family, legal 
guardian, or other persons necessary to the patient's mental or physi- 
cal well-being. 

(i) The exemption applies to the following taxes: 

(A) Retail sales tax levied under RCW 82.08.020; 

(B) Lodging taxes levied under chapter 67.28 RCW; 

(C) Convention and trade center tax levied under chapter 36.100 
RCW; 

(D) Public facilities tax levied under RCW 36.100.040; and 

(E) Tourism promotion areas tax levied under RCW 35.101.050. 

(ii) The exemptions in this subsection apply to charges made for 


"temporary medical housing" only: 
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tal required to be licensed under RCW 70.41. 
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2/18/87; WSR 83-07-033 (Order ET 83-16), § 458-20-168, filed 3/15/83. 
Statutory Authority: RCW 82.01.060(2) and 82.32.300. WSR 78-07-045 
(Order ET 78-4), § 458-20-168, filed 6/27/78; Order ET 74-2, § 
458-20-168, filed 6/24/74; Order ET 70-3, § 458-20-168 (Rule 168), 
filed 5/29/70, effective 7/1/70.] 


AMENDATORY SECTION (Amending WSR 20-21-104, filed 10/21/20, effective 
11/21/20) 


WAC 458-20-169 Nonprofit organizations. (1) Introduction. Un- 
like the tax systems of most states and the federal government, Wash- 
ington's tax system, including its primary business tax, applies to 


the activities of nonprofit organizations. Washington's business and 
occupation (B&O) tax is imposed on all entities that generate gross 
receipts or proceeds, unless there is a specific statutory exemption 
or deduction. This rule explains how the B&O, retail sales, and use 
taxes apply to activities often performed by nonprofit organizations. 
Although some nonprofit organizations may be subject to other taxes 
((te-6.7)) such as the public utility tax or insurance premium taxes 
on income from utility or insurance activities((+)), these taxes ar 
not discussed in this rule. The rule describes the most common B&O, 
retail sales, and use tax exemptions and deductions that are specifi- 
cally provided to nonprofit organizations by state law. Other exemp- 
tions or deductions not specific to nonprofit organizations may also 
apply 


(a) Examples. This rule contains examples that identify a number 
of facts and then state a conclusion. These examples should be used 
only as a general guide. The tax results of other situations must be 
determined after a review of all facts and circumstances. 

(b) Other rules that may ((be—retevant)) apply. Rules in the fol- 
lowing list may contain additional ( (¥etever+)) information for non- 
profit organizations: 

(i) WAC 458-20-101 Tax registration and tax reporting. 

(ii) WAC 458-20-167 Educational institutions, school districts, 
student organizations, and private schools ( (+ 

ee eS 
(iii) WAC 458-20-168 Hospitals, nursing homes, assisted living 
facilities, adult family homes and similar health care facilities ((+ 


4444+) ). 
(iv) WAC 458-20-183 ( (Amusement, reereatieon,—and physieat _ fitress 
serviecs+ 


++7})) Recreational services and activities. 

(v) WAC 458-20-249 Artistic or cultural organizations ( (+—eard 

++) ) a 

(vi) WAC 458-20-256 Trade shows, conventions and seminars. 

(2) Registration and reporting requirements. Nonprofit organiza- 
tions ( (wtth $12,000-6+ mere per year—_in_gress receipts _ from sates; 


are subject to the registration and reporting requirements as descri- 
bed in WAC 458-20-101. Whether registering and reporting are required 
depends upon the level and type of taxes the nonprofit organization is 


required to collect or pay to the department of revenue (department) 
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)). 


(3) Filing combined excise tax returns. Nonprofit organizations 


making retail sales that require the collection of retail sales tax 
must file an excise tax return, regardless of the annual level of 
gross receipts or gross income and whether or not any B&O tax is due. 
For information on when a taxpayer may qualify for a small business 


B&O tax credit, see WAC 458-20-104 Small business tax relief based on 
income of business. The excise tax return with payment is generally 

filed on a monthly basis. Under certain conditions the department may 
authorize taxpayers to file and remit payment on either a quarterly or 
an annual basis or be placed on an "active nonreporting" status by the 
department. For information on how reporting frequencies are assigned 


to taxpayers, see WAC 458-20-22801 Tax reporting frequency, and WAC 
458-20-101. 


458-290-164) ) 

(4) General tax reporting responsibilities. While Washington 
state law provides some tax exemptions and deductions specifically for 
nonprofit organizations, these organizations otherwise have the sam 
tax-reporting responsibilities as for-profit organizations. 

(a) Business and occupation tax. Chapter 82.04 RCW imposes a B&O 
tax on every person with substantial nexus in Washington ( (+see—-RCcH 
$2.04064+)) engaged in business activities within this state, unless 
the income is specifically exempt or deductible under state law. RCW 
82.04.067. The B&O tax applies to the value of products, gross pro- 
ceeds of sales, or gross income of the business, as the case may be. 
RCW 82.04.220. 

(i) Common B&O tax classifications. Chapter 82.04 RCW provides a 
umber of classifications that apply to specific activities. The most 
ommon B&O tax classifications applying to income received by nonprof- 
t organizations are the retailing, wholesaling, and service and other 
ctivities classifications. RCW 82.04.250, 82.04.270, and 82.04.290. 

f an organization engages in more than one kind of business activity, 
t must report the gross income from each activity under the appropri- 
te tax classification. RCW 82.04.440(1). 

(ii) Measure of tax. The most common measures of the B&O tax are 
"gross proceeds of sales" and "gross income of the business." RCW 
82.04.070 and 82.04.080, respectively. These measures include the val- 
ue proceeding or accruing from the sale of tangible personal property 
or services rendered without any deduction for the cost of property 
sold, cost of materials used, labor costs, discounts paid, delivery 
costs, taxes, losses, or any other expenses. 

(b) Retail sales tax. A nonprofit organization must collect and 
remit retail sales tax on all retail sales, unless the sale is specif- 
ically exempt by statute. Examples of retail sales tax exemptions that 
may apply to nonprofit organizations are those for: 

(i) Sales of certain food products, ((+see)) WAC 458-20-244 ( (+) ) 
Food and food ingredients ((+>))z 


MrRHOMFH-A SD 
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fare organization for new construction of alternative housing to be 
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licensed as a family foster home for youth in crisis. ((+see)) RCW 
New construction includes renovating an existing 
and 


structure to provide new housing for youth in crisis; 


(iii) Fund-raising activities ((+see)) in subsection (5) (g) of 


th 


ch 
th 


subject 
copy of 


reseller permits see WAC 458-20-102 
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(c) 


S 
ute. The use 
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nonprofit organizations, 
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to the retail sal 
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rate 


if 
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purchases at 
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The reseller permit 


( 
=) ) 


Reseller permits. 
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s tax when it pur- 


unless 


Items purchased for 
wholesale and are not 


the buyer a 
documents the 
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including 
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unless s 
tax applies only 
the i 
tax rate that applies a 
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s 
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For 
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properti 


collect 


use tax occurs when items are p 
te seller who has no presence in Washington. 
ller does not 
uyer is statutorily required to remit use 


Washington' 
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retail sales tax has not previously 
the retail 


sales 
is first 
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s retail 


tax 


more information on use tax and the 


ty, see WAC 458-20-178 Use tax and the 


ty. 


Except for fund-raising, 


to retail sales tax exemptions. 


construction materials acquired by a health or social wel 


use tax exemptions general] 


For example, the use tax 


ly correspond 
exemption for 


lfare organi- 


zation for new construction of alternative housing for youth in cri- 


sis, 
82.12 


scribed in subsection 
tion materials. 

Use tax exemption for donated items. RCW 82.12.02595 provides 
tion for personal property donated to a nonprofit char- 
This exemption: 


struc 

(i) 
a 
i 


use tax exempti 
table organization. 


to be licensed as a family foster home 
.02915((+)), corresponds wi 
(4) (b) 


‘ong 


((4)) in RCW 


th 
this rule for purchasing 


the retail sales tax exemption de- 


these con- 


(A) Is available for the nonprofit charitable organization and 


the donor, if 
as a consumer ( 


ing the propert 


property for no charge ( (+ 


Fhe—exempticon aise) ); 
(C) Applies to another person usin 
to a charitable nonprofit organiza 
that person by the charit 
ded that person uses the property in fu 


bailed to 


the donor did not previou 
(Ha tse) ); or 
(B) Applies to the use of property by a donor who is incorporat- 


ty into a nonprofit organ 


or 


ization's real or 


tion 


sly use the personal property 


personal 


g property originally donated 
that is subsequently donated or 
table nonprofit organization, 


provi- 


rtherance of the charitable 


purpose for which the property was originally donated to the charita- 


( (Fex—exampte;) ) 


ble nonprofit organization. 
Example 1. 


(I) 
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community center bails this washer to people enrolled in its neighbor- 
hood improvement group for neighborhood clean-up projects. No use tax 
is due from any of the participants in these transactions. ( (ARn-exeam- 


)) 


(IT) Example 2. A car is donated to a church for its staff and 
the church gives that car to its pastor. The pastor must pay use tax 
on the car because it serves multiple purposes. It serves the church's 


is available for the pastor's personal use, so the gif 


charitable purpose, but it also acts as compensation to the pastor and 
t of the car 


would not gualify for the exemption as a gift of donated items. The 


subsequent donation of property from the charity to another person 


must be solely for a charitable purpose. If the propert 


bailed to the third party for a charitable purpose in 


nonprofit organization's charitable activities, general 


ty is donated or 
line with the 


lly((+)) no ad- 


ditional proof is required that this was the charitable purpose for 


which the property was originally donated. 


(ii) Use tax implications with respect to fund-raising activi- 
ties. Subsection (5) (g) of this rule explains that a retail sales tax 


exemption is available for certain fund-raising sales. 
is usually no comparable use tax exemption provided to 


However, there 


the ( (buyer 


ase*)) buyer or user of property purchased at these fund-raising 
sales. While the nonprofit organization is not obligated to collect 


use tax from the buyer, the organization is encouraged 
buyer of the buyer's possible use tax obligation. 


tion for the use of any article of personal property, 


under RCW 82.04.3651. 


to inform the 


(iii) Contests of chance. RCW 82.12.225 provides a use tax exemp- 
purchased or re- 
ceived as a prize in a contest of chance, as defined in RCW 82.04.285, 
from a nonprofit organization or a library, if the value is less than 
the current value limit. This exemption only applies if the gross in- 
come from the sale by the nonprofit organization or library is exempt 


(A) The current value limit is ( (4wetve-theuseand dettess) ) 
$12,000. Beginning in 2020, the value limit must be adjusted annually 
each December for inflation. The department will calculate an adjusted 
value limit for use in the next calendar year, using the consumer 
price index for the Seattle area. Adjusted value limits may not de- 


crease from one year to the next. If an adjusted value 


limit calcula- 


tion based on the consumer price index results in less 


than the cur- 


the following calendar year. Adjusted value limits are 


year. 


rent year's value limit, the current year's value limit will apply in 


published on 


the department's website and take effect January 1st for the following 


(B) The following definitions apply to (c) (iii) of this subsec- 


tion unless the context clearly requires otherwise: 


Bureau of Labor Statistics or successor agency. 


cludes Seattle and surrounding areas. 


(I) "Consumer price index" means the consumer price index for all 
urban consumers, all items, (CPI-U) as calculated by the United States 


(II) "Seattle area" means the geographic area sample that in- 


(5) Exemptions. The following sources of income are specifically 
exempt from tax. As such, they should not be included or reported as 


gross income if the organization is required to file an excise tax re- 


turn. 


and health services. 


(a) Adult family homes. RCW 82.04.327 exempts from B&O tax 
amounts received by licensed adult family homes or adult family homes 
that are exempt from licensing under rules of the department of social 
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(b) Nonprofit assisted living facilities. RCW 82.04.4264 exempts 
from B&O tax amounts received by a nonprofit assisted living facility 
licensed under chapter 18.20 RCW for providing room and domiciliary 
care to residents of the assisted living facility. ( (Nenprefit—assis-— 


ted Hiving feeitties—were_ fermerth;rewn—asenprefi+ _bearding 
homes —+n—the—statete—)) For the purposes of this exemption, the 
terms: 

(i) "Domiciliary care" has the meaning provided in RCW 18.20.020; 


and 
(ii) "Nonprofit assisted living facility" means an assisted liv- 
ing facility that is operated as a religious or charitable organiza- 
tion, is exempt from federal income tax under 26 U.S.C. Sec. 
501i (c) (3), is incorporated under chapter 24.03A RCW, is operated as 
part of a nonprofit hospital, or is operated as part of a public hos- 
pital district. 
(c) Camp or conference centers. RCW 82.04.363 and 82.08.830, re- 
spectively, exempt from B&O tax and retail sales tax amounts received 
by a nonprofit organization from the sale or furnishing of certain 
items or services at a camp or conference center conducted on property 
exempt from the property tax under RCW 84.36.030 (1), (2), or (3). For 
information about property tax exemptions that may apply see: WAC 
458-16-210 ((+4))Nonprofit organizations or associations organized and 


conducted for nonsectarian purposes ((+)); WAC 458-16-220 ((+4))Church 
camps ((+)); and WAC 458-16-230 ((+4))Character building organiza- 
tions ((+)). 


Amounts received from the sale of the following items and serv- 
ices are exempt: 

(i) Lodging, conference and meeting rooms, camping facilities, 
parking, and similar licenses to use real property; 

(ii) Food and meals; 

(iii) Books, tapes, and other products, including electronically 
transferred items, available exclusively to the participants at the 
camp, conference, or meeting and not available to the public at large. 

(d) Child care resource and referral services. RCW 82.04.3395 ex- 
empts from B&O tax amounts received by nonprofit organizations for 
providing child care resource and referral services. Child care re- 
source and referral services do not include child care services provi- 
ded directly to children. 

(e) Credit and debt services. RCW 82.04.368 exempts from B&O tax 
amounts received by nonprofit organizations for providing specialized 
credit and debt services. These services include: 

(i) Presenting individual and community credit education programs 
including credit and debt counseling; 

(ii) Obtaining creditor cooperation allowing a debtor to repay 
debt in an orderly manner; 

(iii) Establishing and administering negotiated repayment pro- 
grams for debtors; and 

(iv) Providing advice or assistance to a debtor with regard to 
(1), (i131), or (i111) of this subsection. 

(f) Day care provided by churches. RCW 82.04.339 exempts from B&O 
tax amounts received by a church for the care of children of any age 
for periods of less than ( (4wenty-feus)) 24 hours, provided the church 
is exempt from property tax under RCW 84.36.020. 

(g) Fund-raising. RCW 82.04.3651 and 82.08.02573, respectively, 
exempt from B&O tax and retail sales tax amounts received from certain 
fund-raising activities. 
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Nonprofit organizations that qualify for 


are: 

(A) 
501(c) (3) (educational and charitable), 5 
501(c) (10) (fraternal societies operating 
Revenue Code; or 

(B) A nonprofit organization that wo 
under section 501(c) (3), (4), or (10) 
as a nonprofit corporation; or 

(C) A nonprofit organization that do 
stockholders, officers, directors, 
gross income, except as payment for servic 
more than reasonable compensation 


and does not engage in a substantial amount of political 
is not limited to, 


litical activity includes, but 


nonprofit organizations ( (qualify?) ). 


this exemption are those that 


A tax-exempt nonprofit organization described by section 


Ol (c) (4) 


as lodges) 


(social welfare), 
of the Internal 


Om 


uld qualify for tax exemption 


except that it is not organized 


es not pay its members, 


or trustees any amounts from its 


s rendered, does not pay 
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activity. Po- 
influencing legisla- 


tion and participating in any campaign on behalf of any candidate for 


political office. 
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tributions of money or 
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raising activities even though amounts raised from the concessions may 
be used to further the nonprofit purpose of that group. 


(D) Example 9. A nonprofit student group((+;)) that raises money 
for scholarships and other educational needs ((+)) sets up an espresso 
stand that is open for two hours every morning during the school year. 


The espresso stand is a regular place of business with regular hours 
for that type of business. The money earned from the espresso stand is 
not exempt, even though the amounts are raised to further the student 
group's nonprofit purpose. 

(v) Fund-raising sales by libraries. RCW 82.04.3651 provides that 
( (the—sate—e£€)) selling used books, used videos, used sound record- 
ings, or similar used information products ina library is not ((#he 
eperatien e£)) operating a regular place of business, if the proceeds 
are used solely to support the library. The library must be a free 
public library supported in whole or in part with money derived from 
taxes. RCW 27.12.010. In addition to the B&O tax exemption under RCW 
82.04.3651, RCW 82.08.02573 provides a comparable retail sales tax ex- 
emption for the same sales made by a library. 

(h) Group training homes. RCW 82.04.385 exempts from B&O tax 
amounts received from the department of social and health services for 
operating a nonprofit group training home. The amounts excluded from 
gross income must be used for the cost of care, maintenance, support, 
and training of developmentally disabled individuals. As defined in 
RCW 71A.22.020, a nonprofit group training home is an approved facili- 
ty equipped, supervised, managed, and operated on a full-time nonprof- 
it basis for the full-time care, treatment, training, and maintenance 
of individuals with developmental disabilities. 

(i) Sheltered workshops. RCW 82.04.385 also exempts from B&O tax 
amounts received by a nonprofit organization for operating a sheltered 
workshop. 

(i) ((What—is)) Definition of a sheltered workshop((?)). A shel- 
tered workshop is that part of the nonprofit organization engaged in 
business activities that are performed primarily to provide evaluation 
and work ( (ad}usted)) adjustment services for ((a@handicapeped)) per- 
sons with disabilities or to provide gainful employment or rehabilita- 
tion services to ((a@hardiecaprped)) persons with disabilities. The 
sheltered workshop ((¢€aR)) may be maintained on or off the premises of 
the nonprofit organization. 


(ii) ( (What—is—meant—by—") )Gainful employment or rehabilitation 
services to ((a—handieappedpersen"?)) persons with disabilities. 


Gainful employment or rehabilitation services must be an interim step 
in the rehabilitation process that is provided because the person can- 
not be readily absorbed into the competitive labor market or because 
employment opportunities for the person do not exist during that time 
in the competitive labor market. 
( (tHHendiecapped-")) "Persons with disabilities," for the purposes 
of this exemption, means persons with a physical or mental disability 
that restricts normal achievement, including medically recognized ad- 


dictions and learning disabilities. However, this term does not in- 
clude social or economic disadvantages that restrict normal achieve- 
ment ((+te-¢)), such as having a prior criminal history or low-income 


status ((+)). 
(j) Student loan services. RCW 82.04.367 exempts from B&O tax 
amounts received by nonprofit organizations that are exempt from fed- 
eral income tax under section 501(c) (3) of the Internal Revenue Cod 
that: 
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(i) Are guarantee agencies under the federal guaranteed student 
loan program or that issue debt to provide or acquire student loans; 
or 


(ii) Provide guarantees for student loans made through programs 
other than the federal guaranteed student loan program. 
(k) Grants received to fund education programs pertaining to lit- 


ter control, waste reduction, recycling, and composting. ( (Hffective 
dot; 24,4645) ) RCW 82.04.755 provides a B&O tax exemption for grants 


received by a nonprofit organization from the matching fund competi- 
tive grant program established in RCW ( (70,93.48¢0444544+4)) ) 
7TOA.200.140 (1) (b)(ii). This program provides funding for local or 
statewide education programs designed to help the public with litter 
control, waste reduction, recycling, and composting of primarily prod- 
ucts upon which litter tax is imposed. For information on the state 
litter tax program, see chapter 82.19 RCW. The requirements for the 
grants are listed in RCW ( (40-93-4+80—-+4-46444+>—_Ghapter1,_taws—of 
2645—{ESHE—1+6604)) 7OA.200.140 (1) (b)(ii). 

(6) B&O tax deduction of payments made to health or social wel- 
fare organizations. 

(a) Compensation from public entities. RCW 82.04.4297 provides a 
B&O tax deduction to health or social welfare organizations for 
amounts received from the United States, any instrumentality of the 
United States, the state of Washington, or any municipal corporation 
or political subdivision of the state of Washington as compensation 
for or to support health or social welfare services, rendered by a 
health or social welfare organization, as defined in RCW 82.04.431, or 
by a municipal corporation or political subdivision. These deductible 
amounts should be included in the gross income reported on the excise 
tax return, entered on the deduction page, and then deducted on the 
return when determining the amount of the organization's taxable in- 
come. A deduction is not allowed, however, for amounts that are re- 
ceived under an employee benefit plan. 

(b) Mental health services or ((ehemieal—dependeney)) substance 
use disorder treatment services under a government-funded program. 
( (RCW 82.04.4277)) Effective April 26, 2021, RCW 82.04.4290 provides a 
B&O tax deduction for health or social welfare organizations for 
amounts received as compensation for providing mental health services 
or ((ebemteat dependeney)) substance use disorder treatment services 
under a government-funded program. During the period August 24, 2011, 
to December 31, 2019, RCW 82.04.4277 provided a similar B&O tax deduc- 
tion for mental health services and chemical dependency services under 
a_government-funded program. This rule explains the B&O tax deduction 
in RCW 82.04.4290. 

A behavioral health administrative services organization may de- 
duct from the measure of tax amounts received from the state of Wash- 
ington for distribution to a health or social welfare organization 
that is eligible to deduct the distribution for providing mental 
health services of substance use disorder treatment services under a 
government-funded program. 

(i) The following definitions apply to (b) of this subsection un- 
less the context clearly requires otherwise: 

(A) ( (“Chemical dependency" Ras the same meaning as provided th 
RCW -H0-944.020+)) "Behavioral health administrative services organiza- 
tion" has the same meaning as provided in RCW 71.24.025; 

(B) "Health and social welfare organization" has the meaning pro- 
vided in RCW 82.04.431; ((aRé)) 
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(C) "Mental health services" ( (and behavioral featth organiza- 


has the same meaning provided in 


tien" have—the meanings) ) 


( (REW 


4>) ) chapter 71.24 RCW; 


and 


(D) 


"Substance use disorder treatment services" 


means substance 


use disorder treatment services as described in ch 


apter 71.24 RCW. 


(ii) Persons claiming a deduction ((s) ) 


82.04.4290 must 
ment. 


file an annual 


reports for certain tax preferences, 


under 


Refer to RCW 82.32.534 and WAC 458-20-267 An 


RCW 
tax performance report with the depart- 


( (82.04.4277) ) 


an annual tax performance report. 


( (447+ -Frese—dedrettieorns—are) ) 
032. 


(iii) This dedu 


ction is schedul 


nual tax performance 
for information regarding fili 


ing 


ed 


to expire January 1, 
(c) 


( (202 )) 2 
Child welfare services. 


RCW 82.04.4275 provides a B&O tax de- 


duction for health or social welfare organizations for amounts re- 


ceived as compensation for providing chi 
Persons may al 


government-funded program. 
tax amounts received from the sta 
health or social welfare organiza 
bution under RCW 82.04.4275 (1). 
(d) 


ld welfar 


services under a 


tions e] e 


igibl 


tion, 
Cial welfare services as defined 
( (#tte)) subsection. 
must satisfy all of the following 

(1) 


or foreign 


( (REt—-fer-prefit) ) 


in 


conditions: 


lso deduct from 
te of Washington for distribution to 
to deduct the distri- 


the measure of 


( (What—is—a)) Definition of health or social welfare organi- 
zation((?)). A health or social welfare organizat 
including any community action council, 
( (subsection {6}) ) 

To be exempt under RCW 82.04.4297, 


tion is an organiza- 
providing health or so- 


(e) of this 
a corporation 


Be a corporation sole under chapter 24.12 RCW or a domestic 
nonprofit corporation under chapter 


24.03A RCW. A corporation providing professional services as author- 


ized under chapter 18.10 
welfare organization; 
(ii) Be governed by 


a board of not less than eight 


who are not paid corporate employ 


fex—-prefit)) nonprofit corporation; 
(iii) Not pay any part of i 


rectly to its members, stockhol 


ts corporat 
ders, 


s when th 


officers, 


organization is a 


0 RCW does not qualify as a health or social 


individuals 
( (HOE 


te income directly or indi- 
directors, 


or trustees 


except as executive or officer compensation or as services rendered by 
the corporation in accordance with its purposes and bylaws to a mem- 


ber, stockholder, 
(iv) 
for actual 


officer, 
Only pay compensation 


or director or as an individual; 
to corporate officers and executives 
services rendered. This compensation must be at a level 


comparable to like public service positions within Washington; 


(v) 
social welfare activities. 
abandonment, any distribution or 
inure directly or indirectly to 
al, except for another health or 

(vi) Be duly licensed or cert 


tion; 
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lfare organization; 
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(vil) Use government payments to provide health or social welfare 
services; 

(viii) Make its services available regardless of race, color, na- 
tional origin, or ancestry; and 

(ix) Provide access to the corporation's books and records to the 
department's authorized agents upon request. 

(e) Qualifying health or welfare services. The term "health or 
social welfare services" includes, and is limited to: 

(i) Mental health, drug, or alcoholism counseling or treatment; 

(ii) Family counseling; 

(iii) Health care services; 

(iv) Therapeutic, diagnostic, rehabilitative, or restorative 
services for the care of the sick, aged, physically disabled, develop- 
mentally disabled, or emotionally disabled individuals; 

(v) Activities, including recreational activities, intended to 
prevent or ameliorate juvenile delinquency or child abuse; 

(vi) Care of orphans or foster children; 

(vii) Day care of children; 

(viii) Employment development, training, and placement; 

(ix) Legal services to the indigent; 

(x) Weatherization assistance or minor home repairs for low-in- 
come homeowners or renters; 

(xi) Assistance to low-income homeowners and renters to offset 
the cost of home heating energy, through direct benefits to eligible 
households or to fuel vendors on behalf of eligible households; 
( (and) ) 

(xii) Community services to low-income individuals, families and 
groups that are designed to have a measurable and potentially major 
impact on causes of poverty in communities of the state of Washington; 
and 


(xiii) Temporary medical housing, as defined in RCW 82.08.997, if 
the housing is provided only: 
(A) While the patient is receiving medical treatment at a hospi- 
tal required to be licensed under RCW 70.41.090 or at an outpatient 
clinic associated with such hospital, including any period of recuper- 
ation or observation immediately following such medical treatment; and 
(B) By a person that does not furnish lodging or related services 
to the general public. 


[Statutory Authority: RCW 82.32.300 and 82.01.060. WSR 20-21-104, § 
458-20-169, filed 10/21/20, effective 11/21/20. Statutory Authority: 
RCW 82.32.300, 82.01.060(2), 82.32.534, 82.32.585, 82.32.590, 
82.32.600, 82.32.6005, 82.32.607, 82.32.7100, 82.32.790, 82.32.808, 
82.04.240, 82.04.2404, 82.04.260, 82.04.2909, 82.04.426, 82.04.4277, 
82.04.4461, 82.04.4463, 82.04.448, 82.04.4481, 82.04.4483, 82.04.449, 
5, 82.08.965, 82.08.9651, 82.08.970, 82.08.980, 82.08.986, 
022, 82.12.025651, 82.12.805, 82.12.965, 82.12.9651, 82.12.970, 
82.12.980, 82.16.0421, 82.29A.137, 82.60.070, 82.63.020, 82.63.045, 
0, 
5, 
e 


82.74.050, 82.75.040, 82.75.070, 82.82.020, 82.82.040, 
and 84.36.655. WSR 18-13-094, S 458-20-169, filed 6/19/18, 
7/20/18. Statutory Authority: RCW 82.32.300, 82.01.060 (2), 
and 82.04[.]4277. WSR 16-20-011, $ 458-20-169, filed 9/23/16, effec- 
tive 10/24/16. Statutory Authority: RCW 82.32.300 and 82.01.060 (2). 
WSR 16-07-047, § 458-20-169, filed 3/14/16, effective 4/14/16; WSR 
14-13-105, S 458-20-169, filed 6/17/14, effective 7/18/14. Statutory 
Authority: RCW 82.32.300, 62.01. 06012). chapters 82.04, 82.08, 82.12 
and 82.32 RCW. WSR 10-06-070, § 458-20-169, filed 2/25/10, effective 
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3/28/10. Statutory Authority: RCW 82.32.300. WSR 01-09-066, § 
458-20-169, filed 4/16/01, effective 5/17/01; WSR 91-21-001, § 
458-20-169, filed 10/3/91, effective 11/3/91; WSR 88-21-014 (Order 
88-7), § 458-20-169, filed 10/7/88; WSR 86-02-039 (Order ET 85-8), § 
458-20-169, filed 12/31/85; WSR 83-07-033 (Order ET 83-16), S$ 
458-20-169, filed 3/15/83. Statutory Authority: RCW 82.01.060(2) and 
82.32.300. WSR 78-07-045 (Order ET 78-4), § 458-20-169, filed 6/27/78; 
Order ET 70-3, § 458-20-169 (Rule 169), filed 5/29/70, effective 
7/1/70. ] 
AMENDATORY SECTION (Amending WSR 19-20-061, filed 9/26/19, effective 


10/27/11 


Th 
en 


th 


9) 


WAC 458-20-244 


ts qualify for the retail sal 
82.08.0293 and 82.12.0293 
e "exemptions"). 

There is no corresponding business and occupation 


emption 


tax. 
(2 


contain additional 
) WAC 458-20-11 


(a 
tors; 
(b 


Food and food ingredients. 
is rule provides guidelines for determining if food or food ingredi- 
les tax and use tax exemptions under RCW 


(coll 


ctively referred 


(1) Introduction. 


to in this rule as 


(B&O) tax ex- 


. Even if a sale of food or food ingredients is exempt from re- 


tail sales tax or use tax under the exemptions, 
sales of food or food ingredients remain subject 


gross proceeds from 
to the retailing B&O 


) Other rules that may apply. Rules in the following list may 


relevant information: 


) WAC 458-20-124 Restaurants, 


lar businesses; 


) ( (AC+456-20-42401 Speetat stadium sates—andiase tay 


(c 


+d) ) 


houses, 


reso 


( e>) ) 


WAC 458-20-166 Hotels, 
hostels, 
lar lodging businesses; 
(d) WAC 458-2 


rts, 


tricts, 


ties; 


ents. 
concent 


for ingest 


nutriti 


student organizati 
((4£}+)) (e) WAC 458-2 


living facilities, 


) In general. 
"Food and food ingredient 
solid, 


rated 


onal 


(£) WAC 458-2 
(g) WAC 458-2 
(h) WAC 458-2 


motels, 
camps, 


trailer 


167 Educa 


short- 


tional 


cocktail bars, 


boarding houses, 
term rentals and simi- 


9 Sales by caterers and food service contrac- 


taverns and simi- 


rooming 


insi 


school dis- 


ns, and 
168 Hospitals, 


adult f 


29 Refunds; 


>O © 


ç 


ms qualifying for the exemptions. 


A 


value 


are common] 
tional value but 


ally tr 
presume 


painted or is ot 


consump 


rated pumpkin for carving and display 
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(b) Items not used solely for ingestion or chewing. Items 
ly ingested or chewed by humans for their taste or nutri- 
t which may also be used for other purposes ar 
food or food ingredients. 
to be a food or food ingredient unless the pumpkin is sold 
herwise clearly for decorative purposes rather than 
the purchaser may use an undeco- 
rather than for eating. 


For example, 


WSR 


titutions, 


private schools; 
nursing homes, 
amily homes and similar health care facili- 


assisted 


169 Nonprofit organizations; 
and 
-243 Litter tax. 


The exemptions apply to food and food ingredi- 
ts" means substances, 
or dehydrated form, 
tion or chewing by humans and are consumed for 


whether in liquid, 
that are sold 
their taste or 


that 


gener- 
pumpkins are 
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(4) Items not qualifying for the exemptions. 
which are not considered 


not apply to the following items 


food ingredients" or which are otherwis 


1 


the exemptions: 


(a) Items sold for medical or hygiene purposes. 


The exemptions do 
"food or 
specifically excluded from 


Items commonly 


used for medical or hygiene purposes, such as cough drops, breath 
ingested for taste or nutrition and 
are not considered a food or food ingredient. In contrast, breath 


sprays, toothpaste, etc., are not 


mints are commonly ingested for 
food ingredient. 


taste and are con 


sidered a food or 


(b) Bulk sales of ice. Ice sold in bags, containers, or units of 


greater than ((#e8)) 10 pounds and blocks of ice 


of any weight are not 


considered a food or food ingredient. Ice sold in cubed, shaved, or 
crushed form in packages or quantities of ((#e8)) 10 pounds or less is 
considered a food or food ingredient. Refer to WAC 458-20-120, Sales 


of ice, for additional guidance on 


(c) Alcoholic beverages. Al 


the sale of ice. 


coholic beverages ar xcluded from 


the definition of food and food 


one-half of one percent or more 


(d) Tobacco. Tobacco is excluded from 


ingredients. 
means beverages that are suitable for human 


of alcohol by volume. 


"Alcoholic beverages" 
consumption and contain 


the definition of food and 


food ingredients. "Tobacco" includes cigarettes, cigars, chewing or 
pipe tobacco, or any other item((s)) that contains tobacco. 


(e) Marijuana. Marijuana, useable marijuana, 
trates, or marijuana-infused products, 


marijuana concen- 
as defined in RCW 69.50.101, 


are excluded from the definition of food and food ingredients. "Mari- 
juana" means all parts of the plant Cannabis, whether growing 
with a THC concentration greater than 0.3 percent on a dry weight ba- 


Sis. 


or not, 


(£) Bottled water. Bottled water is excluded from the exemptions 
for food and food ingredients. "Bottled water" means water that is 
placed in a safety sealed container or package for human consumption. 


(1) Bottled water is calorie free and does not cont 


or other additives except that i 
(A) Antimicrobial agents; 


spice or fruit. 
(ii) Exemptions for tax on 


to patients for use in the cure, 


issued in any form of oral, writ 
transmission, by a licensed prac 
to prescribe. 
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(B) Fluoride; 

(C) Carbonation; 

(D) Vitamins, minerals, and electrolytes; 

(E) Oxygen; 

(F) Preservatives; and 

(G) Only those flavors, extracts, or essences derived from a 


bottled water. There are limited re- 


tail sales tax exemptions on bottled water. Sellers must collect the 
retail sales tax on all sales of bottled water, unless the bot 
ter is delivered to the buyer as described in (f) (ii) (C) of this sub- 
section. Any buyer that has paid at least 
$25.00 in state and local taxes on purchases of bottled water 
to the exemptions described in (f) (ii) (A) and (B) of this subsection 
may apply for a refund of the taxes directly from the department. 

(A) Prescription issued bottled water. Bot 


ttled wa- 


( ($wenty-fivedetteass) ) 


subject 


ttled water prescribed 


mitigation, treatment, or prevention 
of disease or other medical condition is exempt. RCW 82.08.9994. The 
bottled water must be prescribed, 


oad 
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(B) ((Petable—watex—net—readily—available-)) Primary water source 


unsafe. Bottled water for human use by persons whose primary source of 
drinking water is unsafe is exempt. RCW 82.08.99941. A person's pri- 
mary source of drinking water is unsafe if: 

(I) The public water system providing the drinking water has is- 
sued a public notification that the drinking water may pose a health 
risk, and the notification is still in effect on the date that the 
bottled water was purchased; 

(II) Test results on the person's drinking water, which are no 
more than ( (#wetve)) 12 months old, from a laboratory certified to 
perform drinking water testing show that the person's drinking water 
does not meet safe drinking water standards applicable to public water 
systems; or 

(III) The person otherwise establishes, to the department's sat- 
isfaction, that the person's drinking water does not meet safe drink- 
ing water standards applicable to public water systems. 

(C) Bottled water delivered to the buyer in a reusable container 
not sold with the water. Buyers claiming an exemption listed in 
(£) (11) (A) or (B) of this subsection that have the qualifying water 
delivered in a reusable container that is not sold with the water must 
complete a retail sales exemption certificate and provide it to the 
seller. The seller must retain a copy of the certificate. 
(iii) For information regarding exemption certificates and refund 
requests, visit dor.wa.gov. 

(g) Soft drinks. Soft drinks are excluded from the exemptions for 
food and food ingredients. "Soft drinks" means any nonalcoholic bever- 
age that contains natural or artificial sweeteners, except beverages 
that contain: 

(i) Milk or milk products; 

(ii) Soy, rice, or similar milk substitutes; or 

(iii) More than ( (#+€#¥)) 50 percent by volume of vegetable or 
fruit juice. 

For example, sweetened sports beverages are considered "soft 
drinks," but a sweetened soy beverage is a food or food ingredient. 

Beverage mixes that are not sold in liquid form are not soft 
drinks even though they are intended to be made into a beverage by the 
customer. Examples include powdered fruit drinks, powdered tea or cof- 
fee drinks, and frozen concentrates. These items are food or food in- 
gredients and are not subject to retail sales tax. 

(h) Dietary supplements. Dietary supplements are excluded from 
the exemptions for food and food ingredients. "Dietary supplement" 
means any product intended to supplement the diet, other than tobacco, 
which meets all of the following requirements: 

(i) Contains a vitamin; mineral; herb or other botanical; an ami- 
no acid; a substance for use by humans to increase total dietary in- 
take; or a concentrate, metabolite, constituent, extract; or a combi- 
nation of any of ((#khem)) these ingredients; 

(ii) Is intended for ingestion in tablet, capsule, powder, soft 
gel, gelcap, or liquid form, or if not intended for ingestion in such 
a form, is not represented as conventional food and is not represented 
for use as a sole item of a meal or of the diet; and 

(iii) Is required to be labeled with a Food and Drug Administra- 
tion "supplement facts" box. If a product is otherwise considered a 
food or food ingredient and labeled with both a "supplement facts" box 
and "nutrition facts" box, the product is treated as a food or food 
ingredient. 
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as described in more detail 

Items designated as prepared foods. 
if any one of the following is true: 
ts are 


Refer 


tion. 


or foods sol 


in subsec 


Food or food ingredien 


ted state or are heated by th 
include bread, 
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and tortillas. 
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by 
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tablishment. 
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if 
mixed or combined by 


Combined foods. 


the sel 
food or food ingredients are 
(defined in 


Food or food ingredients are 
the item sold consists of two or more foods or food ingredients 
ler for sale as a single item, 
any of the following: 
of this subsection); 
repackages, 


(a) 
er only cuts, 


(i) Bakery items 
(ii) Items that the se 
(iii) Items that 

or undercooked s 


Food and Drug Adminis 
Code, published by the 
numbered as 

(iv) I 


contain eggs, 
tate requiring cooking as recommen 
tration in chapter 3, 
g Administra 
as to prevent 

state as a sin 


of January 1, 
tems sold in an unhea 


Food and Dru 
2003, so 
ted 


that varies based on weight or volume. 


(c) 
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seller. U 
napkins, 


LS: AEG 


and straws. 


Lf 
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food ingredient 


is 
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part of the sales transaction. 
packaged with a utensil, the sel 


delivered a utensil 
prepackaged together 
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CO 


by 


a food manufactu 


Examples of utensils 
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or food ingredient items are "sold with 
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or food ingredient and the seller makes 


its customers. 
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to provide balanced nutrition as a 
t are considered a food or food in- 
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(5) of this rule. 
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the food 
the air tempera 
ted state 


seller provides 


hea 


ller, except bakery 
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seller, 
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part 40 
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Food sold with utensils provided by the seller. 
"prepared foods" 
tensils include plates, 
A plate does n 


sold with uten 
forks, 
ot include a con 


Utensils are customarily provided by the seller. 
"sold with utensils provided by 
ice for that item is to physically deliver or 
tomer with the food or food ingredient as 

If the food or food ingredient is pre- 
ler is considered to have physically 
the customer unless the food and utensil are 
rer classified under sector 
provided by such manufacturers 
th drinking straws, 
wooden or plastic spoons. 
Utensils are necessary to receive the food. 
utensils provided by the sell- 
ecessary to receive the food 
those utensil 
ed from a sel 


b 


or poultry, 


spoons, 


ller, 
"prepared foods" 


unless the 


or pasteurizes; 
in a raw 
ded by the federal 
1.11 of The Food 
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foodborne illness; or 
gle item at a price 
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must use a bowl or plate provided by the seller in order to receive 


the items. 
(iii) More than ( ( 
with utensils available 
tablishment, 


its customers and the sel 
der (a), (b), and (c)(ii) 
tye) ) 

and food ingredients, incl 


water, 


more than 
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( (seventy-five) ) 
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the sales transaction. 
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spouses of a marital community or both domestic partners of a domestic 
partnership meets the age requirement in this subsection (a) (iii) if 
at least one of the spouses or domestic partners is at least ((si*}y— 
twe)) 62 years of age. For purposes of this subsection, "qualified 
low-income senior housing facility" means a facility: 

(A) That meets the definition of a qualified low-income housing 
project under Title 26 U.S.C. Sec. 42 of the federal Internal Revenue 
Code, as existing on August 1, 2009; 
(B) That has been partially funded under Title 42 U.S.C. Sec. 
1485 of the federal Internal Revenue Code; and 

(C) For which the lessor or operator has at any time been enti- 
tled to claim a federal income tax credit under Title 26 U.S.C. Sec. 
42 of the federal Internal Revenue Code. 
(b) Foods exempt under the Supplemental Nutrition Assistance Pro- 
gram (SNAP). Under RCW 82.08.0297, eligible foods purchased with food 
benefits under the SNAP or a successor program are exempt from the re- 
tail sales tax. This is a separate and broader exemption than the re- 
tail sales tax exemption for food and food ingredients under RCW 
82.08.0293. For example, bottled water, soft drinks, garden seeds, and 
plants which produce food for the household to eat are "eligible 
foods" but are not "food or food ingredients." If such items are pur- 
chased with food benefits under SNAP or a successor program, they are 
exempt from the retail sales tax under RCW 82.08.0297, even though the 
items do not qualify for the exemption under RCW 82.08.0293. 

(i) Use of food benefits combined with other means of payment. 
When both food benefits and other means of payment are used in the 
same sales transaction, for purposes of collecting retail sales taxes, 
the other means of payment ((sheł+)) must be applied first to items 
which are food and food ingredients exempt under RCW 82.08.0293. The 
intent is to apply the benefits and other means of payment in such a 
way as to provide the greatest possible exemption from retail sales 
tax. 


(ii) Example. A customer purchases the following at a grocery 
store: Meat for three dollars, cereal for three dollars, canned soft 
drinks for five dollars, and soap for two dollars for a total of 
( (=hirtecrn dettess)) $13.00. The customer pays with seven dollars in 
benefits and six dollars in cash. The cash is applied first to the 
soap because the soap is neither exempt under RCW 82.08.0293 nor an 
eligible food under SNAP. The remaining cash (four dollars) is applied 
first to the meat and the cereal. The food benefits are applied to the 
balance of the meat and cereal (two dollars) and to the soft drinks 
(five dollars). Retail sales tax is due only on the soap. 

(9) Vending machine sales. The exemptions do not apply to sales 
of food and food ingredients dispensed from vending machines. There 
are special requirements for reporting retail sales tax collected on 
vending machine sales, discussed in (a) of this subsection. "Honor 
box" sales (sales of snacks or other items from open display trays) 
are not considered vending machine sales. 

(a) Calculating and reporting retail sales tax collected on vend- 
ing machine sales. Vending machine owners do not need to state the re- 
tail sales tax amount separately from the selling price. See RCW 
82.08.050 and 82.08.0293. Instead, vending machine owners must deter- 
mine the amount of retail sales tax collected on the sale of food or 
food ingredients by using one of the following methods: 

(1) Food or food ingredients dispensed in a heated state, soft 
drinks, and bottled water. For food or food ingredients dispensed from 
vending machines in a heated state (e.g., hot coffee, soups, tea, and 
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hot chocolate) and vending machine sales of soft drinks and bottled 
water, a vending machine owner must calculate the amount of retail 
sales tax that has been collected ("tax in gross") based on the gross 
vending machine proceeds. The "tax in gross" is a deduction against 
the gross amount of both retailing B&O and retail sales. The formula 
iS: 


gross machine proceeds - [(gross machine proceeds)/(1 + sales tax rate)] = tax in gross 


(ii) All other food or food ingredients. For all other food and 
food ingredients dispensed from vending machines, a vending machine 
owner must calculate the amount of retail sales tax that has been col- 
lected ("tax in gross") based on ( (#+£+y;-sever)) 57 percent of the 
gross vending machine proceeds. The "tax in gross" is a deduction 
against the gross amount of both retailing B&O and retail sales. 
formula is: 


The 


(gross machine proceeds x .57) x sales tax rate = tax in gross 


The remaining 43((%)) percent of the gross vending machine pro- 
ceeds, less the "tax in gross" amount, is reported as an exempt food 
sales deduction against retail sales proceeds only calculated as fol- 
lows: 


(gross machine proceeds x .43) - tax in gross = exempt food deduction 


(b) Example. Jane owns a vending machine business with machines 
in Spokane and Seattle. In each location, she has a vending machine 
selling candy and a second vending machine selling hot cocoa and cof- 
fee drinks. Her annual sales for the vending machines and the combined 
retail sales tax rates for Seattle and Spokane are as follows: 


Coffee Machine Combined Retail 
(cocoa & coffee) Candy Machine Sales Tax Rate 
Seattle $2,500 $10,000 .101 
Spokane $3,000 $6,000 .089 
To determine the amount of retail sales tax she collected on the 
sale of cocoa and coffee (food dispensed in a heated state, subject to 
retail sales tax), Jane calculates the "tax in gross" deduction amount 
as follows: 


gross machine proceeds - [(gross machine proceeds)/(1 + sales tax rate)] = tax in gross 


$2,500 - ($2,500/ 1.101) = $229.34 (Seattle coffee machine) 
$3,000 - ($3,000/ 1.089) = $245.18 (Spokane coffee machine) 
$474.52 


Thus, 


for both retailing B&O and retail sales, 


Jane must report 


her total gross coffee machine proceeds of $5,500 with a "tax in 


gross" deduction of $474.52. 
To determine the amount 

sale of candy, 

follows: 


(gross machine proceeds x .57) x sales tax rate = tax in gross 


of retail sales tax she collected on the 
Jane calculates the "tax in gross" deduction amount as 


$10,000 x .57x .101 = $575.70 (Seattle candy machine) 
$6,000 x .57x .089 = $304.38 (Spokane candy machine) 
$880.08 
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Thus, for both retailing B&O and retail sales, Jane must report 
her total gross candy machine proceeds of $16,000 with a "tax in 
gross" deduction of $880.08. 

Jane must also report an exempt food sales deduction representing 
the remaining 43((%)) percent of the gross candy machine proceeds. 


(43% x gross machine proceeds) - tax in gross = exempt food deduction 


(.43 x $16,000) - $880.08 = $5999.92 


Jane reports the exempt food sales deduction only against the 
gross amount of her retail sales. The deduction does not apply to re- 
tailing B&0. 


[Statutory Authority: RCW 82.32.300, 82.01.060(2), 82.08.0293, 
82.12.0293, 82.08.9994, 82.08.99941, 82.12.9994, and 82.12.99941. WSR 
19-20-061, § 458-20-244, filed 9/26/19, effective 10/27/19. Statutory 
Authority: RCW 82.32.300 and 82.01.060(2). WSR 15-01-006, § 
458-20-244, filed 12/4/14, effective 1/4/15. Statutory Authority: RCW 
82.32.300, 82.01.060(2), 82.08.0293 and 82.12.0293. WSR 12-01-027, § 
458-20-244, filed 12/12/11, effective 1/12/12; WSR 10-21-010, § 
458-20-244, filed 10/7/10, effective 11/7/10. Statutory Authority: RCW 
82.32.300 and 82.01.060(2). WSR 07-24-038, § 458-20-244, filed 
11/30/07, effective 12/31/07; WSR 07-11-066, § 458-20-244, filed 
5/14/07, effective 6/14/07; WSR 03-24-031, § 458-20-244, filed 
11/25/03, effective 1/1/04. Statutory Authority: RCW 82.32.300. WSR 
88-15-066 (Order 88-4), § 458-20-244, filed 7/19/88; WSR 87-19-139 
(Order 87-6), § 458-20-244, filed 9/22/87; WSR 86-21-085 (Order ET 
86-18), § 458-20-244, filed 10/17/86; WSR 86-02-039 (Order ET 85-8), § 
458-20-244, filed 12/31/85; WSR 83-17-099 (Order ET 83-6), § 
458-20-244, filed 8/23/83; WSR 82-16-061 (Order ET 82-7), § 
458-20-244, filed 7/30/82. Statutory Authority: RCW 82.01.060(2) and 
82.32.300. WSR 78-05-041 (Order ET 78-1), § 458-20-244 (Rule 244), 
filed 4/21/78, effective 7/1/78.] 


O OO 


AMENDATORY SECTION (Amending WSR 21-01-064, filed 12/9/20, effective 
1/9/21) 


WAC 458-20-249 Artistic or cultural organizations. (1) Intro- 
duction. This rule explains deductions and exemptions from Washington 
business and occupation tax, retail sales tax and use tax as applied 
to artistic and cultural organizations. Readers may refer to the fol- 
lowing for additional information. 

(a) Statutes that may apply: 

(i) RCW 82.04.4327 Deductions—Artistic and cultural organiza- 
tions ( (—Preeme—frem business activities)). 

(ii) RCW 82.04.4328 "Artistic or cultural organization" defined. 

(iii) RCW 82.08.031 Exemptions—Sales to artistic or cultural or- 
ganizations of certain objects acquired for exhibition or presenta- 
tion. 


(iv) RCW 82.12.031 Exemptions—uUse by artistic or cultural organ- 
izations of certain objects. 

(b) Other rules that may apply: 

(i) WAC 458-20-169 Nonprofit organizations. 
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(ii) WAC 458-20-178 Use tax and the use of tangible personal 


property. 
(2) Definitions. 
(a) "Artistic or cultural organization" means an organization 


that is organized and operated exclusively for the purpose of provid- 
ing artistic or cultural exhibitions, presentations, or performances 
or cultural or art education programs for viewing or attendance by the 
general public and meets all of the following requirements: 

(i) The organization is a ( (Ret—-fer-pref++)) nonprofit corpora- 
tion under chapter 24.03A RCW; 
(ii) The organization is managed by a governing board of not less 
than eight individuals none of whom is a paid employee of the organi- 
zation; 

(iii) No part of the organization's income may be paid directly 
or indirectly to its members, stockholders, officers, directors, or 
trustees except in the form of services rendered by the corporation in 
accordance with its purposes and bylaws; 

(iv) Salary or compensation paid to the organization's officers 
and executives must be only for actual services rendered, and at lev- 
els comparable to the salary or compensation of like positions within 
the state; 
(v) Assets of the corporation must be irrevocably dedicated to 
the activities for which the exemption is granted; 

(vi) On the liquidation, dissolution, or abandonment by the cor- 
poration, assets of the corporation may not inure directly or indi- 
rectly to the benefit of any member or individual except a nonprofit 
organization, association, or corporation ( (whteR)) that also would be 
entitled to the exemption; 

(vil) The corporation must be duly licensed or certified when li- 
censing or certification is required by law or regulation; 

(viii) The amounts received that qualify for exemption must be 
used for the activities for which the exemption is granted; 

(ix) Services must be available regardless of race, color, na- 
tional origin, or ancestry; and 

(x) The director of revenue must have access to its books in or- 
der to determine whether the corporation is exempt from taxes. 

(b) The term "artistic or cultural exhibitions, presentations, or 
performances or cultural or art education programs" includes and is 
limited to: 
(i) An exhibition or presentation of works of art or objects of 
cultural or historical significance, such as those commonly displayed 
in art or history museums; 

(ii) A musical or dramatic performance or series of performances; 


or 

(iii) An educational seminar or program, or series of such pro- 
grams, offered by the organization to the general public on an artis- 
tic, cultural, or historical subject. 

(3) Business and occupation tax deduction. In computing tax under 
RCW 82.04.4327, an artistic or cultural organization may deduct the 
following from the measure of tax: 

(a) All amounts received by the artistic or cultural organiza- 
tion; and 

(b) The value of articles manufactured by the artistic or cultur- 
al organization solely for use by the organization in displaying art 
objects or presenting artistic or cultural exhibitions, performances, 
or programs for attendance or viewing by the general public. 

(4) Retail sales tax. 
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(a) Artistic or cultural organizations that charge for goods or 
services included in the definition of "retail sale" under RCW 
82.04.050((+)) must collect and report the retail sales tax. No retail 


sales tax exemption is available for sales by such organizations. 


~ 


b) Such organizations are exempt from paying retail sales tax on 


their purchases of certain "objects" for the purpose of exhibition or 
presentation to the general public if the objects are: 


(i) Objects of art; 
(ii) Objects of cultural value; 


(iii) Objects to be used in the creation of a work of art, other 


than tools; or 
(iv) Object 
artistic or cult 


s to be used in displaying art objects or presenting 
ural exhibitions or performances. (RCW 82.08.031) 


(c) The term "objects" means items of tangible personal property. 
It does not include professional or commercial services rendered by 


third parties. Where certain services ((a¥e)) performed ((whteR)) are 
merely incidental to sales of tangible personal property, e.g., de- 


Signing playbills or altering stage curtains ( (whieh) 


sold to qualifying organizations, the total charge will be exempt. 


) that are then 


(d) Charges for materials, equipment, and services related to re- 


pair, maintenance, or replacement of buildings or structures are not 
exempt. Thus, e.g., theater seats, aisle carpeting, air conditioning 
systems, painting of interior or exterior of buildings, and the like 


are not tax exempt "objects." 


(e) Exempt sales include rentals of exempt objects. Examples of 
objects that qualifying artistic or cultural organizations may pur- 


chase without payment of retail sales tax are: 


(i) Tickets, programs, signs, posters, fliers, and playbills 
printed for particular displays or performances; scenery, costumes, 
stage props, scrims, and materials for their construction; 

(ii) Stage lights, filters, control panels, color medium, stage 


drapes, sets, set paint, gallery exhibition materials, risers, display 


platforms, and materials for their construction; 


(iii) Sheet music, recordings, musical instruments and musical 
supplies for the staging of displays and performances; 

(iv) Movie projectors, films, sound systems, video and sound 
equipment and supplies, computer hardware and standard, prewritten 
software directly used exclusively in the staging of performances or 


actual display of art objects. 


(f) Examples of objects that qualifying artistic or cultural or- 
ganizations may purchase, on which the retail sales tax must be paid 


ares 


(i) Supplies and equipment for clerical support, 
tickets for general use, stationery, ( (#;pewsitess) ) 
machines, and general office supplies; 

(ii) Theater seats, lobby furniture, carpeting, 


including bulk 


computers, copy 


vending machines, 


and general supplies for audience or ((pateenst)) patron convenience 


and use; 


(iii) Shipping and packing materials, crates, boxes, dunnage, la- 
bels, tags, and container-related items for transfer or storage of ex- 


empt objects; 


(iv) Sewing machines and other durable equipment used to prepare, 
repair, and maintain exempt objects (such items are deemed to be 


"tools," rather than exempt objects); 


(v) Theater or building lighting and utility fixtures and sys- 
tems, and computer hardware and software not directly and exclusively 
used in staging performances or actually displaying art objects. 
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(g) Qualified artistic and cultural organizations may obtain the 
tax exemptions by providing their suppliers with a written statement 
in essentially the following form: 


I, _ (buyer's name) _, hereby confirm that the items 
purchased on _ (date of purchase) _, without payment of 
retail sales tax, from _ (seller's name) are all objects of art 
or cultural value or to be used in the creation of such objects 
or in displaying art objects or presenting artistic or cultural 
exhibitions or performances. 


(signature of authorized purchaser) 


for: _ (name of organization) 


(registration no. of organization) 


(h) Vendors who accept such certifications in good faith are not 
required to collect and remit retail sales tax on such sales. 

(6) Use tax. Under RCW 82.12.031, the use tax does not apply to 
the use of any objects that would be exempt from retail sales tax had 
the objects been purchased in this state. The use tax applies to all 
other items of tangible personal property that artistic or cultural 
organizations use upon which retail sales tax has not been paid. 


[Statutory Authority: RCW 82.01.060 and 82.32.300. WSR 21-01-064, $ 
458-20-249, filed 12/9/20, effective 1/9/21. Statutory Authority: RCW 
82.32.300. WSR 86-07-006 (Order ET 86-4), § 458-20-249, filed 3/6/86. ] 
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WSR 22-14-019 
PERMANENT RULES 


HEALTH CARE AUTHORITY 
[Filed June 24, 2022, 9:23 a.m., effective August 1, 2022] 


Effective Date of Rule: August 1, 2022. 

Purpose: The agency is amending WAC 182-537-0600 to remove sub- 
section (6), which requires participating school districts to provide 
local funding. The legislature changed the funding formula for school- 
based health services by removing the financial contribution require- 
ment for school districts. 

Citation of Rules Affected by this Order: Amending WAC 
182-537-0600. 

Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 
Adopted under notice filed as WSR 22-11-005 on May 5, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 

Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 1, Repealed 0. 
Date Adopted: June 24, 2022. 


Wendy Barcus 
Rules Coordinator 


OTS-3691.1 


AMENDATORY SECTION (Amending WSR 20-14-062, filed 6/26/20, effective 
7/27/20) 


WAC 182-537-0600 School district requirements for billing and 
payment. To receive payment from the medicaid agency for providing 
school-based health care services (SBHS) to eligible children, a 
school district must: 

(1) Enroll as a billing provider in ProviderOne and have a cur- 
rent, signed core provider agreement (CPA) with the agency. 

(2) Have a current, signed, and executed SBHS contract with the 
agency. 

(3) Meet the applicable requirements in chapter 182-502 WAC. 

(4) Comply with the applicable requirements in the agency's cur- 
rent, published ProviderOne billing and resource guide. 

(5) Bill according to the agency's current SBHS billing guide and 
the SBHS f schedul 

(6) ( (Cemphyortt+hthe—_ntergerernmentat transfer tCF}preeess— 
T , 1 ; “ae 1 1 ; , ens 
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ef the—_tnvetee—date,—_theacgerney—1iHdessetaas 

oF 1 a: br fe ae al th: 
fous_menths_from the date of serri erde WAC 182-502-94150— 

+++)) Provide only early intervention or health care-related 
services identified through a current individualized education program 
(IEP) or individualized family service plan (IFSP). 

((+8+)) (7) Use only licensed health care providers or nonli- 
censed people practicing under the supervision of a licensed provider 
under WAC 182-537-0350. 

((+9+)) (8) Enroll licensed health care providers as servicing 
providers under the school district's ProviderOne account, and ensure 
providers have their own national provider identifier (NPI) number. 

( (+406+)) (9) Meet documentation requirements described in WAC 
182-537-0700. 


[Statutory Authority: RCW 41.05.021 and 41.05.160. WSR 20-14-062, $ 
182-537-0600, filed 6/26/20, effective 7/27/20; WSR 19-04-095, § 
182-537-0600, filed 2/5/19, effective 3/8/19; WSR 16-07-141, § 
182-537-0600, filed 3/23/16, effective 4/23/16. Statutory Authority: 
RCW 41.05.021, 34 C.F.R. 300.154(d), and chapter 182-502 WAC. WSR 
13-21-079, § 182-537-0600, filed 10/17/13, effective 11/17/13. Statu- 


tory Authority: RCW 41.05.021. WSR 13-05-017, § 182-537-0600, filed 
2/7/13, effective 3/10/13. WSR 11-14-075, recodified as § 
182-537-0600, filed 6/30/11, effective 7/1/11. Statutory Authority 
RCW 74.08.090, 74.09.500, and 42 C.F.R. 440.110. WSR 09-07-004, § 
388-537-0600, filed 3/4/09, effective 4/4/09.] 
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new rules in the coming legislative sessions for possible implementa- 
tion in 2023. 

Statutory Authority for Adoption: RCW 43.20.050. 

Adopted under notice filed as WSR 09-14-136 on July 1, 2009. 

Changes Other than Editing from Proposed to Adopted Version: See 
WSR 10-01-174. 

A final cost-benefit analysis is available by contacting Kaitlyn 
Donahoe, P.O. Box 47990, Olympia, WA 98504-7990, phone 360-584-6737, 
TTY 711, email kaitlyn.donahoe@sboh.wa.gov, website www.sboh.wa.gov. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 8, 2022. 


Michelle A. Davis 
Executive Director 
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WSR 22-14-024 
PERMANENT RULES 
BOARD OF INDUSTRIAL 


INSURANCE APPEALS 
[Filed June 24, 2022, 11:59 a.m., effective July 25, 2022] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Rules are being modified to clarify that, except by 
agreement of the parties or as otherwise required by law, mediation 
and claim resolution settlement conference communications are confi- 
dential and are not to be admitted as evidence. Clarifies that partic- 
ipants, representatives, and the judge are not required to disclose 
such communications. The revision clarifies that the board doesn't 
need an objection from a party to determine such communications inad- 
missible. Any waiver of the confidentiality must be affirmatively ex- 
pressed. Amendments also clarify that mediation and claim resolution 
settlement conference judges may not be called to testify to, and 
shall not disclose, their or any participant's mediation or claims 
resolution settlement communications in any kind of proceeding, wheth- 
er the proceeding takes the form of a discovery or perpetuation depo- 
sition, a hearing, or some other form. 

Also, amended to update WAC 263-12-115(10) and 263-12-117, the 
telephone hearing/depositions rules, to include videoconferencing. 
Housekeeping update to various rules to remove "structured" from 
the phrase "claim resolution structured settlement agreements." 

Citation of Rules Affected by this Order: Amending 7. 

Statutory Authority for Adoption: RCW 51.52.020. 

Adopted under notice filed as WSR 22-11-076 on May 17, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 7, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 7, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 24, 2022. 


Brian O. Watkins 
[Chief Legal Officer] 


OTS-3778.1 


AMENDATORY SECTION (Amending WSR 21-15-042, filed 7/14/21, effective 
8/14/21) 


WAC 263-12-01501 Communications and filing with the board. (1) 
Where to file communications with the board. Except as provided else- 
where in this section all written communications shall be filed with 
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the board to the appeal, if known. Copies of any written communica- 
tions filed with the board shall be served on a other parties or 
their representatives of record, and the original shall demonstrate 
compliance with the requirement to serve all parties. All written com- 
munications with the board shall be on paper 8 1/2" x 11" in size. 
[Statutory Authority: RCW 51.52.020. WSR 21-15-042, § 263-12-01501, 
filed 7/14/21, effective 8/14/21; WSR 18-24-123, § 263-12-01501, filed 
12/5/18, effective 1/5/19; WSR 17-24-121, § 26312501501, filed 
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12/6/17, effective 1/6/18; WSR 16-24-054, § 263-12-01501, filed 
12/2/16, effective 1/2/17; WSR 14-24-105, § 263-12-01501, filed 
12/2/14, effective 1/2/15; WSR 11-23-154, § 263-12-01501, filed 
11/22/11, effective 12/23/11; WSR 10-14-061, § 263-12-01501, filed 
6/30/10, effective 7/31/10; WSR 06-12-003, § 263-12-01501, filed 
5/25/06, effective 6/25/06; WSR 04-22-047, § 263-12-01501, filed 
10/28/04, effective 11/28/04; WSR 04-16-097, § 263-12-01501, filed 
8/3/04, effective 9/3/04; WSR 98-20-109, § 263-12-01501, filed 
10/7/98, effective 11/7/98; WSR 91-13-038, § 263-12-01501, filed 
6/14/91, effective 7/15/91.] 


AMENDATORY SECTION (Amending WSR 21-15-042, filed 7/14/21, effective 
8/14/21) 


WAC 263-12-020 Appearances of parties before the board. (1) Who 
may appear? Any party to any appeal may appear before the board at any 
conference or hearing held in such appeal, either on the party's own 
behalf or by a representative as described in subsections (3) and (4) 
of this section. 

(2) Who must obtain approval prior to representing a party? A 
person who is disbarred, resigns in lieu of discipline, or is present- 
ly suspended from the practice of law in any jurisdiction, or has pre- 
viously been denied admission to the bar in any jurisdiction for rea- 
sons other than failure to pass a bar examination, shall not represent 
a party without the prior approval of the board. A written petition 
for approval shall be filed ( (s+ ¥)) 60 calendar days prior to any 
event for which the person seeks to appear as a representative. The 
board may deny any petition that fails to demonstrate competence, mo- 
ral character, or fitness. 

(3) Who may represent a party? 

(a) A worker or beneficiary may be represented by: 

(i) An attorney at law with membership in good standing in the 
Washington state bar association or a paralegal supervised by an at- 
torney at law with membership in good standing in the Washington state 
bar association. 

(ii) An attorney at law with membership in good standing in the 
highest court of any other state or the District of Columbia. 

(iii) A lay representative so long as the person does not charge 
a fee, is not otherwise compensated for the representation except as 
provided in (a) (iv) of this subsection, and files a declaration or af- 
fidavit with the board certifying compliance with this rule. The in- 
dustrial appeals judge may alternatively permit this certification to 
be made under oath and reflected in a transcript or report of proceed- 
ing. 


(iv) A lay representative employed by the worker's labor union 
whose duties include handling industrial insurance matters for the un- 
ion, provided the person files a declaration or affidavit with the 
board certifying this status. The industrial appeals judge may alter- 
natively permit this certification to be made under oath and reflected 
in a transcript or report of proceeding. 

(v) Any lay representative seeking to represent a worker or bene- 
ficiary who has not provided the certification required under (a)(iii) 
and (iv) of this subsection will be excluded from serving as a work- 
er's or beneficiary's representative. 
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board, and after notice and hearing, the board may take appropriate 
disciplinary action including, but not limited to: 

(i) A letter of reprimand. 

(ii) Refusal to permit such person to appear in a representative 
capacity in any proceeding before the board or its industrial appeals 
judges. 

(iii) Certification of the record to the superior court for con- 
tempt proceedings as provided in RCW 51.52.100. If the circumstances 
require, the board may take action as described above prior to notice 
and hearing if the conduct or fitness of the person appearing before 
the board requires immediate action in order to preserve the orderly 
disposition of the appeal(s). 

(c) Proceedings. If any person in proceedings before the board 
disobeys or resists any lawful order or process, or misbehaves during 
a hearing or so near the place thereof as to obstruct the same, or ne- 
glects to produce, after having been ordered so to do, any pertinent 
book, paper or document, or refuses to appear after having been sub- 
poenaed, or upon appearing refuses to take oath as a witness, or after 
having the oath refuses to be examined according to law, the industri- 
al appeals judge may, at his or her discretion and depending on all 
the circumstances: 

(i) Admonish or reprimand such person. 
(ii) Exclude such person from further participation or adjourn 
the proceeding. 

(iii) Certify the facts to the appropriate superior court for 
contempt proceedings as provided in RCW 51.52.100. 

(iv) Report the matter to the board for action consistent with 
(b) of this subsection. 


[Statutory Authority: RCW 51.52.020. WSR 21-15-042, § 263-12-020, 
filed 7/14/21, effective 8/14/21; WSR 16-24-054, § 263-12-020, filed 
12/2/16, effective 1/2/17; WSR 14-24-105, § 263-12-020, filed 12/2/14, 
effective 1/2/15; WSR 10-14-061, § 263-12-020, filed 6/30/10, effec- 
tive 7/31/10; WSR 04-16-009, § 263-12-020, filed 7/22/04, effective 
8/22/04; WSR 00-23-021, § 263-12-020, filed 11/7/00, effective 
12/8/00; WSR 98-20-109, § 263-12-020, filed 10/7/98, effective 
11/7/98; WSR 91-13-038, § 263-12-020, filed 6/14/91, effective 
7/15/91. Statutory Authority: RCW 51.41.060(4) and 51.52.020. WSR 
83-01-001 (Order 12), § 263-12-020, filed 12/2/82. Statutory Authori- 
ty: RCW 51.52.020. WSR 82-03-031 (Order 11), § 263-12-020, filed 
1/18/82; Order 7, § 263-12-020, filed 4/4/75; Order 6, § 263-12-020, 
filed 9/29/72; Order 4, § 263-12-020, filed 6/9/72; General Order 2, § 
3.1, filed 6/12/63; General Order 1, filed 3/23/60; General Order 3, § 
3.1(b), Subsection (2), filed 10/29/65.] 


OOO 


AMENDATORY SECTION (Amending WSR 11-23-154, filed 11/22/11, effective 
12/23/11) 


WAC 263-12-054 Petition to enforce terms of claim resolution 
( (steuetured)) settlement agreement. A petition to enforce the terms 
of a claim resolution ( (s#*¥Hvetured)) settlement agreement must in- 
clude: 
(1) A copy of the agreement; 
(2) A copy of the board order approving the agreement; 
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(3) A statement setting forth the basis for the parties' failure 
to comply with the agreement; and 
(4) The current mailing address of each party to the agreement. 


[Statutory Authority: RCW 51.52.020. WSR 11-23-154, § 263-12-054, 
filed 11/22/11, effective 12/23/11.] 


AMENDATORY SECTION (Amending WSR 14-24-105, filed 12/2/14, effective 
1/2/15) 


WAC 263-12-092 Mediation and claim resolution ( (structured) ) 


settlement agreement conferences. ( (44 A-stetemen+_made—by—asy pat 
ee ; , : F : 


pant-)) (1) Except as otherwise required by law, subsection (3) of 
this section, or by expressed agreement of the parties, all mediation 
and claim resolution settlement agreement conferences conducted pur- 
suant to RCW 51.52.095 or 51.04.063, including communications, state- 
ments, and disclosures made by any participant shall be confidential. 
Such communications, statements, and disclosures shall not be repor- 
ted, placed in evidence, or disclosed to anyone not a party to the ap- 
peal. Such communications, statements, and disclosures shall not be 
construed as an admission or declaration against interest. No party 
shall be bound by anything done or said during such events unless a 
settlement or other agreement is reached in writing or reduced to 
writing by the mediator or judge. 

(2) Despite any agreement of the parties to the contrary, a medi- 
ation or claim resolution settlement agreement conference judge is 
prohibited from disclosing any communications, statements, disclo- 
sures, or representations identified in subsection (1) of this sec- 
tion, and shall not be called as a witness or deponent in any later 
proceeding for the purpose of making such disclosures. 

(3) Evidence or information that is otherwise admissible or sub- 
ject to discovery does not become inadmissible or protected from dis- 
covery solely by reason of its disclosure or use in a mediation ( (##=— 
ed ten) ) . 

(4) Mediation and claim resolution ( (S#*eeetured)) settlement 
agreement conferences are confidential and nonparties may be excluded 
from the ((p¥eeceedings)) events. 

(5) Mediation and claim resolution ( (S¢*¥Heetured)) settlement 
agreement conferences may not be recorded by any type of recording de- 
vice. 
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[Statutory Authority: RCW 51.52.020. WSR 14-24-105, § -263=12-092, 
filed 12/2/14, effective 1/2/15; WSR 08-01-081, § 263-12-092, filed 
12/17/07, effective 1/17/08.] 


AMENDATORY SECTION (Amending WSR 17-24-121, filed 12/6/17, effective 
1/6/18) 


WAC 263-12-115 Procedures at hearings. (1) Industrial appeals 
judge. All hearings shall be conducted by an industrial appeals judge 
who shall conduct the hearing in an orderly manner and rule on all 
procedural matters, objections and motions. 

(2) Order of presentation of evidence. 

(a) In any appeal under either the Industrial Insurance Act, the 
Worker and Community Right to Know Act, or the Crime Victims Compensa- 
tion Act, the appealing party shall initially introduce all evidence 
in his or her case-in-chief except that in an appeal from an order of 
the department that alleges fraud or willful misrepresentation the de- 
partment or self-insured employer shall initially introduce all evi- 
dence in its case-in-chief. 

(b) In all appeals subject to the provisions of the Washington 
Industrial Safety and Health Act, the department shall initially in- 
troduce all evidence in its case-in-chief. 

(c) After the party with the initial burden has presented his or 
her case-in-chief, the other parties may then introduce th videnc 
necessary to their cases-in-chief. In the event there is more than one 
other party, they may either present their cases-in-chief successively 
or may join in their presentation. Rebuttal evidence shall be received 
in the same order. Witnesses may be called out of turn in contraven- 
tion of this rule only by agreement of all parties. 
(3) Objections and motions to strike. Objections to the admission 
or exclusion of evidence shall be in short form, stating the legal 
grounds of objection relied upon. Extended argument or debate shall 
not be permitted. 
(4) Rulings. The industrial appeals judge on objection or on his 
or her own motion shall exclude all irrelevant or unduly repetitious 
evidence and statements that are inadmissible pursuant to WAC 
263-12-095(5). AIl rulings upon objections to the admissibility of 
evidence shall be made in accordance with rules of evidence applicable 
in the superior courts of this state. 

(5) Interlocutory appeals to the board - Confidentiality of trade 
secrets. A direct appeal to the board shall be allowed as a matter of 
right from any ruling of an industrial appeals judge adverse to the 
employer concerning the confidentiality of trade secrets in appeals 
under the Washington Industrial Safety and Health Act. 

(6) Interlocutory review by a chief industrial appeals judge. 

(a) Except as provided in subsection (5) of this section inter- 
locutory rulings of the industrial appeals judge are not subject to 
direct review by the board. A party to an appeal or a witness who has 
made a motion to quash a subpoena to appear at board related proceed- 
ings, may within five working days of receiving an adverse ruling from 
an industrial appeals judge request a review by a chief industrial ap- 
peals judge or his or her designee. Such request for review shall be 
in writing and shall be accompanied by an affidavit in support of the 
request and setting forth the grounds for the request, including the 
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If a perpetuation deposition is taken by telephone or video, the 
court reporter transcribing the deposition is authorized to swear in 
the deponent, regardless of the deponent's location within or outside 
the state of Washington. 

(3) The industrial appeals judge may require that depositions be 
taken and published within prescribed time limits. The time limits may 
be extended by the industrial appeals judge for good cause. Each party 
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AMENDATORY SECTION (Amending WSR 18-24-123, filed 12/5/18, effective 
1/5/19) 


WAC 263-12-165 Attorney's fees. (1) Applications for attorney's 
fees. 

(a) For the fixing of attorney fees as provided by RCW 51.52.120, 
the board shall fix a reasonable attorney fee to be paid by the work- 
er, crime victim or beneficiary for services rendered before th 
board, or before the department in a claim resolution ((structereg)) 
settlement agreement, if written application therefor is made by the 
attorney, worker, crime victim or beneficiary, within one year after 
the board's final decision and order, or approval of the claim resolu- 
tion ((structeregd)) settlement agreement, is communicated to the party 
making the application. If such application for fixing of a fee is 
made by the attorney, it shall set forth therein the monetary amount 
which the attorney considers reasonable for all services rendered be- 
fore the board in an appeal, or before the department in a claim reso- 
lution ( (s#*evetured)) settlement agreement, and the justification sup- 
porting the requested fee. The board shall afford to all parties af- 
fected a minimum of ((#e")) 10 days in which to submit comments and 
material information which may be helpful to the board in setting a 
fair and reasonable fee. 

(b) For the ordered payment of attorney fees as provided by RCW 
51.32.185 and 51.32.187, the board shall set the attorney fee ina 
manner consistent with applicable provisions of subsections (2) and 
(3) ((Betew)) of this section. 

(2) Fee fixing criteria. All attorney fees fixed by the board, 
where application therefor has been made, shall be established in ac- 
cordance with Rule 1.5 of the Rules of Professional Conduct and the 
following general principles: 
(a) Only one fee shall be fixed for legal services in any one ap- 
peal or claim resolution ( (st*vetered)) settlement agreement regard- 
less of the number of attorneys representing the worker, crime victim 
or beneficiary, except that in cases of multiple beneficiaries repre- 
sented by one or multiple attorneys the board has the discretion to 
set more than one attorney fee if so requested. 
(b) The board shall defer fixing a fee until such time as infor- 
mation, which it deems sufficient upon which to base a fee, is availa- 
ble. 


(c) A fee shall be fixed only in those cases where the attorney's 
services are instrumental in securing additional benefits to the work- 
er, crime victim or beneficiary, sustaining the worker's or benefi- 
Ciary's right to benefits upon an appeal by another party, or in se- 
curing a claim resolution ( (s#*H¥etured)) settlement agreement. 

(d) Where increased compensation is obtained, the fee may be 
fixed without regard to any medical benefits secured. 

(e) In setting all fees, the following factors shall be carefully 
considered and weighed: 

(i) Nature of the appeal or the claim resolution ( (Ss#*H¥etured) ) 
settlement agreement. 
(ii) Novelty and complexity of the issues presented or other un- 
usual circumstances. 

(iii) Time and labor expended. 

(iv) Skill and diligence in conducting the case or in securing 
the claim resolution ( (Ss#*¥etured)) settlement agreement. 

(v) Extent and nature of the relief. In computing the extent of 
additional benefits, or the retention of benefits awarded by the de- 
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crime victim or beneficiary of the 


shall be first 


The amount of accrued time-loss payments as a result of pro- 
The prevalent practice of charging contingency fees in ca- 


The worker's or crime victim's circumstances and the reme- 
urposes of the Industrial Insurance Act and of the Crime 


Victims Compensation Act, which are intended to provide sure and ade- 
quate relief to injured workers and crime victims and their families. 

(f£) In those cases where the payment of accumulated benefits is 
insufficient to allow payment of the fee set and allow the worker, 
crime victim or beneficiary to retain a reasonable monetary amount, 
the board may also set the schedule and manner in which such fee shall 
be payable. 

(3) Amount of fees. 

(a) Where additional compensation for permanent partial disabili- 


ty, 


prior to presenta 


on the date of 
reason thereof 

(b) 
Cy, 


tors. 
disability 
(c) 


(pension) 


loss of earning power, 
as a result of settlement of the appeal on agreemen 
tion of testimony, 
the increased compensation due the worker, 
the board's order on agreement of th 
shall be fixed after considering all 
Where additional compensation for permanen 
loss of earning power or total temporary disabi 
after the presentation of testimony, 
the increased compensation shall be fixed after con 
This provision shall also apply to retroactive permanent total 
benefits. 

Where no additional compensa 
or crime victim is relieved of the payment for medical benefits, 
the worker or crime victim is 
ter considering all 
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a fee of from 
crime victim or beneficiary 
e parties and by 
factors. 
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sidering all 
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benefits are ob- 
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department is affirmed, 
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costs, including attorney fees, the fees may be established based on 
an hourly rate. 

(i) The number of hours expended must be supported by documenta- 
tion. The board will disregard inflated hours or hours reflecting re- 
imbursement for clerical functions. 

(ii) All requests for costs must be accompanied by invoices and 
documentation including hourly breakdowns where applicable. 

(4) Excess fee unlawful. Where the board, pursuant to written ap- 
plication by an attorney, worker, crime victim or beneficiary, fixes a 
reasonable fee for the services of the attorney in proceedings before 
this board, or before the department in securing a claim resolution 
( (S#¥uetused)) settlement agreement, it is unlawful for the attorney 
to charge or receive any fee for such services in excess of that fee 
so fixed, per RCW 51.52.132. 


[Statutory Authority: RCW 51.52.020. WSR 18-24-123, § 263-12-165, 
filed 12/5/18, effective 1/5/19; WSR 11-23-154, § 263-12-165, filed 
11/22/11, effective 12/23/11; WSR 08-01-081, § 263-12-165, filed 
12/17/07, effective 1/17/08; WSR 95-12-062, § 263-12-165, filed 
6/5/95, effective 7/6/95; WSR 91-13-038, § 263-12-165, filed 6/14/91, 
effective 7/15/91; WSR 82-03-031 (Order 11), § 263-12-165, filed 
1/18/82; Order 7, § 263-12-165, filed 4/4/75; Order 4, § 263-12-165, 
filed 6/9/72; Subsection 1 from General Order 3, Rule 9.1, filed 
10/29/65; General Order 2, Rule 9.2, filed 6/12/63; General Order 1, 
Rule 6.4, filed 3/23/60; Subsection (2), General Order 3, Rule 9.2, 
filed 10/29/65; General Order 9.1, filed 6/12/63; General Order 1, 
Rule 6.4, filed 3/23/60. Formerly WAC 296-12-165.] 
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oe ; Lied 13 1 c] halidi , 


Busi ic -i m 
+3}Ameountsderived- frem)) Introduction. This rule explains the 
taxation of businesses engaged in "government contracting"; i.e., con- 


structing, repairing, decorating, or improving new or existing build- 

ings or other structures under, upon, or above real property of or for 
the United States, its instrumentalities, or a county or city housing 

authority created pursuant to chapter 35.82 RCW. It also explains the 

reporting requirements for persons engaged in these activities. 

(a) Examples. Examples included in this rule identify a number of 
facts and then state a general conclusion; they should be used only as 
a general guide. The tax consequences of all situations must be deter- 
mined after a review of all the facts and circumstances. 

(b) Other rules that may apply. The following rules may contain 
additional relevant information for persons engaged in government con- 
tracting or persons working with or for government contractors: 

(i) WAC 458-20-134 Commercial or industrial use; 

(ii) WAC 458-20-170 Constructing and repairing of new or existing 
buildings or other structures upon real property; 

(iii) WAC 458-20-171 Building, repairing or improving streets, 
e 
r 
c 


roads, etc., which are owned by a municipal corporation or political 
subdivision of the state or by the United States and which are used 
primarily for foot or vehicular traffic; 

(iv) WAC 458-20-178 Use tax and the use of tangible personal 
property; 

(v) WAC 458-20-190 Sales to and by the United States and certain 
entities created by the United States—Doing business on federal res- 
ervations—Sales to foreign governments; 

(vi) WAC 458-20-211 Leases or rentals of tangible personal prop- 
erty, bailments. 

(c) Definitions. The definitions in WAC 458-20-170 apply equally 
for this rule, as appropriate. In addition, the terms "clearing land" 
and "moving earth" include any grading or clearing of land, including 
razing buildings or other structures, as well as well drilling, core 
drilling, and digging holes, regardless of whether or not casing mate- 
rials are installed. 

(2) Business and occupation tax. 

(a) Manufacturing. Government contractors that manufacture or 
produce any tangible personal property for their own commercial or in- 
dustrial use in performing government contracting activities must re- 
port the value of the property manufactured under the manufacturing 
B&O tax classification. See RCW 82.04.240. In these circumstances, the 
government contractor is considered the consumer of the manufactured 
product and should not report the value of the manufactured product on 

ither the retailing or wholesaling B&O tax classifications. The mul- 
tiple activities tax credit is not allowed on this transaction. 

(b) Government contracting. Persons, including subcontractors, 
engaged in constructing, repairing, decorating, or improving new or 
existing buildings or other structures under, upon, or above real 
property, including installing or attaching tangible personal property 
therein or thereto, and clearing land or moving earth, of or for the 
United States, its instrumentalities, or county or city housing au- 
thorities of chapter 35.82 RCW are taxable under the government con- 
tracting B&O tax classification ( (ef busimess—and ceccupaticn tax) ), on 
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the gross income from those activities. See RCW 82.04.280 (1) (gq). The 


measure of the tax is the gross contract price. 


+5+)) (3) Retail sales tax. 

(a) Government contracting activities excluded. The retail sales 
tax does not apply to ( (#khe-gress—econt react price,—er—any part there- 
e£,)) any portion of the contract price for any business activities 
taxable under the government contracting B&O tax classification de- 
scribed in subsection (2) (b) of this section. 


(b) Materials. Prime and subcontractors ( (whe—-perfermstehaectiy- 
ties)) engaged in government contracting are (-(eneHSSives tps tuced 


within the—statutery definiticnef)) "consumers" under RCW 82.04.190 
and ( (a*ve-*eqtirecd+e6)) must pay retail sales tax ((H#peRn)) or use tax 
on all purchases of materials ( (;—+Releding)). Examples of common mate- 
rials on which sales or use tax would apply include prefabricated and 
precast items, equipment, and other tangible personal property ( (whiter 
+s)) installed, applied, attached, or otherwise incorporated in their 
government contracting work. ((#His)) Sales tax applies ((#fe*.-ett 
sueh)) to the contractor's purchases ( (ef tangibte-perseonat preperty 
fortrstattetieon,—ete.,—evern +hevgs)) notwithstanding that the full 
purchase price of ((stveR)) the property will be reimbursed by the gov- 
ernment or housing authority in the gross contract price ( (+Ft-aetse 
apeties)), and notwithstanding that the contract ( (He;ecertain-an im 
mediate titie vesting etouse whieh)) provides that the title to the 
property vests in the government or housing authority immediately upon 
its acquisition by the contractor. 

( (+6}-Atse,—_he etait setes—tascmust _be—_paid bygervernmen+ecen— 
tvacteors—upen thei+)) (c) Tools and consumables. Government contrac- 
tors must pay retail sales tax on purchases and leases or rentals of 
tools, consumables, and other tangible personal property ((#sed-by¥ 
them)) they use as consumers in performing government contracting as 
described in subsection (2) (b) of this section. 


( (Use—Fax 


+}}—Ffhe)) (4) Use tax. 

(a) Use tax applies ((upen)) to the value of all materials, 
equipment, and other tangible personal property ( (pHerehased)) a gov- 
ernment contractor purchases at retail, ((aeqiired)) acquires as a 
bailee or donee, or ( (maRnefaectured)) manufactures or ( (predeeed bythe 


eontracter)) produces for commercial use or industrial use ((+-~e+- 
foxeming—gevernmentecontracting)) and upon which ( (Re—*eteit sates—tax 


hasbeen paid +6¥)) the contractor, its bailor, or its donor paid no 
retail sales tax. 
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aval al 
v y 


on the value of governmeni 


(b) 


Government contractors 


are 


ry J T ry 
required to remit use tax 


t-provided tooling as well as property provi- 


ded by the federal government 


CO 


the contractor for installation or 


inclusion 


in the contract work. 


(c) 


Either the prime contrac 


tor or a subcontract 


tor may be held 


responsible for payment of the applicable use tax unless there is 


proof that one of these persons has paid 


the 


tax to 


the department be- 


cause both persons are 


"Consumers" 


of the 


tooling/property under RCW 


82.04.190(6). 


Example 1. 


Prime Con 


tracting LLC contracts direct 


ly with the Uni- 


ted Sta 


tes government to cons 


cruc 


a military base. 


As part 


of the project, 


Prime 


Con 


tracting 


t a new mess hall on 
j LLC manufact 


ures custom wall 


cabinet 


storage units at 


their workshop, 


then delivers 


and installs 


the unii 


ts in the newly constructed kit 


tchen. 


Prime Cont 


racting LLC must 


report 


the value of 


the manufact 


tured 


cabinets under the manufacturing 


B&O tax 


classification. 


Prime Contract 


ting LLC is also subject 


tO USE 


tax on 


the value of 


the cabinets. 


The gross income from the government 


contract 


t must be reported under the government contracting B&O 


tax 


classification. 


Example 2. Assume the same facts as Example 1, 


ex 


cept Prime Con- 


tracting LLC, after manufacturing the cabinets, hires a subcontractor, 


Classy Cabinets Ltd., 


to install them. 


If Prime Contra 


cting LLC does 


not report and remit use tax on 


the value of 


the cabinets, 


Classy Cab- 


inets would be responsible for 


paying the use 


tax. 


Bot 


h Prime Con- 


racting LIC and Classy Cabinets Ltd. 


will report their income from 


the project un 


der the governmen 


t contracting B&O tax classification. 


Example 3. 


Assume the same 


fact 


ts as Example 1, 


ex 


cept Prime Con- 


tracting LLC h 


ires subcontractor, 


Classy Cabinets Ltd. 


z to build and 


install 


the custom cabinets. 


In 


this scenario, 


Classy 


Cabinets Ltd. is 


the 


manufacturer of the cabine 


t uni 


ts and must 


report 


manufactured cabinets under the manufact 


uring B&O tax 


the value of the 
classification. 


Both 


Prime Con 


tracting LLC and 


Classy Cabinets Ltd. 


wi 


ll report their 


income from th 


e project under 


the government 


t contracti 


ng B&O tax clas- 


sification. 


Classy Cabinets Ltd. 


is also 


subject to 


US 


e tax on the 


value of the cabinets. 


If Classy Cabinet 


s Ltd. does not report and re- 


mit use 


tax on 


the value of the manufact 


ured cabinets, 


Prime Contract- 


ing LLC would be responsible for paying 


the use tax. 


Example 4. Assume the same facts as 


Example 3, 


ex 


cept the United 


States government provides Classy Cabine 


ts Ltd. 


with a 


tool necessary 


to install the manufac 


tured cabinets. 


Classy Cabinets Ltd. 


is subject 


to use tax on 


the value of the tool used. 


See RCW 82.12.010 (7) 


and WAC 


458-20-178 


(4) (£) 


for 


information on the use 


tax value of articles 


used in bailment situat 


tions. 


If Classy Cabinet 


ts Ltd. does not report 


and remit use 


tax on the value of 


the tool used, 


Prime 


Contracting LLC 


would be responsible for paying the use tax. 


(5) This rule does not apply 
458-20-171. 
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[Statutory Authority: RCW 82.32.300. WSR: 86-10-016 (Order ET 86-9), S 
458-20-17001, filed 5/1/86. ] 


Certified on 7/13/2022 [ 80 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-029 


WSR 22-14-029 
PERMANENT RULES 


DEPARTMENT OF REVENUE 
[Filed June 24, 2022, 2:35 p.m., effective July 1, 2022] 


Effective Date of Rule: July 1, 2022. 

Other Findings Required by Other Provisions of Law as Precondi- 
tion to Adoption or Effectiveness of Rule: The stumpage values rule is 
required by statute (RCW 84.33.091) to b ffective on July 1, 2022. 

Purpose: WAC 458-40-660 contains the stumpage values used by har- 
vesters of timber to calculate the timber excise tax. This rule is be- 
ing revised to provide the stumpage values to be used during the sec- 
ond half of 2022. 

Citation of Rules Affected by this Order: Amending WAC 458-40-660 
Timber excise tax—Stumpage value tables—Stumpage value adjustments. 

Statutory Authority for Adoption: RCW 82.01.060(2) and 84.33.096. 

Adopted under notice filed as WSR 22-10-042 on April 27, 2022. 

A final cost-benefit analysis is available by contacting Brenton 
Madison, P.O. Box 47453, Olympia, WA 98504-7453, phone 360-534-1583, 
fax 360-534-1606, TTY 1-800-451-7985, email BrentonM@dor.wa.gov, web- 
site dor.wa.gov. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 24, 2022. 


Atif Aziz 
Rules Coordinator 


OTS-3757.1 


AMENDATORY SECTION (Amending WSR 22-01-185, filed 12/20/21, effective 
1/1/22) 


WAC 458-40-660 Timber excise tax—Stumpage value tables—Stumpage 
value adjustments. (1) Introduction. This rule provides stumpage val- 
ue tables and stumpage value adjustments used to calculate the amount 
of a harvester's timber excise tax. 

(2) Stumpage value tables. The following stumpage value tables 
are used to calculate the taxable value of stumpage harvested from 
( (denvery)) July 1 through ( (deRe—30)) December 31, 2022: 


Washington State Department of Revenue 
WESTERN WASHINGTON STUMPAGE VALUE TABLE 
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( (danvery)) July 1 through ((#mRe—39)) December 31, 
2022 
Stumpage Values per Thousand Board Feet Net Scribner Log Scale?) 
Starting January 1, 2019, there are no Haul Zone ad- 
justments. 


SVA 
Species (Stumpage Stumpage 
Species Name Code Value Area) Values 


Douglas-fir) DF 1 (($455)) 
$509 


2 ((556)) 

611 

3 (684) 

658 

4 ((693)) 

640 

5 (554) 

559 

9 (4) 

495 

Western WH 1 ((344)) 

Hemlock and 342 
Other 

Conifer) i en 

3 (667) 

404 

4 ((404)) 

418 

5 (6) 

399 

9 (690)) 

328 

Western RC 1-5 (55) 

Redcedar(4) 1472 

9 (509) 

1458 

Ponderosa PP 1-5 ((44)) 

Pine) 185 

9 (52) 

171 

Red Alder RA 1-5 ((464)) 

521 

9 ((459)) 

507 


Black BC 1-5 39 
Cottonwood 9 25 


Other OH 1-5 ((498)) 
Hardwood 251 


9 (684) 
237 


Douglas-fir DFL 1-5 ((844)) 
Poles & Piles 975 


9 (82) 
961 
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SVA 
Species (Stumpage Stumpage 
Species Name Code Value Area) Values 


Western RCL 1-5 ((4838)) 
Redcedar 1763 
1749 
Chipwood®) CHW 1-5 1 
9 1 
RC Shake & RCS 1-9 322 
Shingle 
Blocks‘) 
Posts(8) LPP 1-9 0.35 
DF Christmas DFX 1-9 0.25 
Trees) 
Other TFX 1-9 0.50 
Christmas 
Trees) 


(1) Log scale conversions Western and Eastern Washington. See 
conversion methods WAC 458-40-680. 
(2) Includes Western Larch. 


(3) Includes all Hemlock, Spruce and true Fir species, or any other 
conifer not listed on this page. 

(4) Includes Alaska-Cedar. 

(5) Includes all Pines in SVA 1-5 & 9. 

(6) Stumpage value per ton. 

(7) Stumpage value per cord. 

(8) Includes Lodgepole posts and other posts, Stumpage value per 8 
lineal feet or portion thereof. 

(9) Stumpage value per lineal foot. 


Washington State Department of Revenue 


EASTERN WASHINGTON STUMPAGE VALUE TABLE 
( (denvery)) July 1 through ((Ame—30)) December 31, 
2022 


Stumpage Values per Thousand Board Feet Net Scribner Log Scale") 
Starting January 1, 2019, there are no Haul Zone ad- 
justments. 


SVA 
Species (Stumpage Stumpage 
Species Name Code Value Area) Values 


Douglas-fir) DF 6 (($379)) 

$410 

7 ((393)) 

424 

Western WH 6 ((266)) 

Hemlock and 304 

Other 

7 280 

Conifer?) « ae 

Western RC 6 ((4338)) 

Redcedar() 1689 

7 (52)) 

1703 

Ponderosa PP 6 (P) 

Pine) 171 

7 (H) 

185 

Other OH 6 1 

Hardwood 7 9 
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SVA 
Species (Stumpage Stumpage 
Species Name Code Value Area) Values 


Western RCL 6 ((4764)) 
Redcedar 1891 
Poles 7 (( 41778)) 
1905 
Chipwood®) CHW 6 1 
7 1 
Small Logs SML 6 23 
7 25 
RC Shake & RCS 6-7 322 
Shingle 
Blocks 7?) 
Posts(8) LPP 6-7 0.35 
DF Christmas DFX 6-7 0.25 
Trees) 
Other TFX 6-7 0.50 
Christmas 
Trees) 


(1) Log scale conversions Western and Eastern Washington. See 
conversion methods WAC 458-40-680. 

(2) Includes Western Larch. 

(3) Includes all Hemlock, Spruce and true Fir species, and Lodgepole 
Pine in SVA 6-7, or any other conifer not listed on this table. 

(4) Includes Alaska-Cedar. 

(5) Includes Western White Pine in SVA 6-7. 

(6) Stumpage value per ton. 

(7) Stumpage value per cord. 

(8) Includes Lodgepole posts and other posts, Stumpage value per 8 
lineal feet or portion thereof. 

(9) Stumpage value per lineal foot. 

(3) Harvest value adjustments. The stumpage values in subsection 
(2) of this rule for the designated stumpage value areas are adjusted 
for various logging and harvest conditions, subject to the following: 

(a) No harvest adjustment is allowed for special forest products, 
chipwood, or small logs. 

(b) Conifer and hardwood stumpage value rates cannot be adjusted 
below one dollar per MBF. 

(c) Except for the timber yarded by helicopter, a single logging 
condition adjustment applies to the entire harvest unit. The taxpayer 
must use the logging condition adjustment class that applies to a ma- 
jority (more than 50%) of the acreage in that harvest unit. If the 
harvest unit is reported over more than one quarter, all quarterly re- 
turns for that harvest unit must report the same logging condition ad- 
justment. The helicopter adjustment applies only to the timber volume 
from the harvest unit that is yarded from stump to landing by helicop- 
ter. 


No) 


(d) The volume per acre adjustment is a single adjustment class 
for all quarterly returns reporting a harvest unit. A harvest unit is 
established by the harvester prior to harvesting. The volume per acre 
is determined by taking the volume logged from the unit excluding the 
volume reported as chipwood or small logs and dividing by the total 
acres logged. Total acres logged does not include leave tr areas 
(RMZ, UMZ, forested wetlands, etc.,) over two acres in size. 

(e) A domestic market adjustment applies to timber which meet the 
following criteria: 
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(i) Public timber - Harvest of timber not sold by a competitive 
bidding process that is prohibited under the authority of state or 
federal law from foreign export may be eligible for the domestic mar- 
ket adjustment. The adjustment may be applied only to those species of 
timber that must be processed domestically. According to type of sale, 
the adjustment may be applied to the following species: 

Federal Timber Sales: All species except Alaska-cedar. (Stat. 
Ref. - 36 C.F.R. 223.10) 

State, and Other Nonfederal, Public Timber Sales: Western Redce- 
dar only. (Stat. Ref. - 50 U.S.C. appendix 2406.1) 

(ii) Private timber - Harvest of private timber that is legally 
restricted from foreign export, under the authority of The Forest Re- 
sources Conservation and Shortage Relief Act (Public Law 101-382), (16 
U.S.C. Sec. 620 et seq.); the Export Administration Act of 1979 (50 
U.S.C. App. 2406(1)); a Cooperative Sustained Yield Unit Agreement 
made pursuant to the act of March 29, 1944 (16 U.S.C. Sec. 583-5831); 
or Washington Administrative Code (WAC 240-15-015(2)) is also eligible 
for the Domestic Market Adjustment. 

The following harvest adjustment tables apply from January 1 
through June 30, 2022: 


TABLE 9—Harvest Adjustment Table 
Stumpage Value Areas 1, 2, 3, 4, 5, and 9 
((danvary)) July 1 through ((dumne—-30)) December 31, 


2022 
Dollar Adjustment Per 
Type of Thousand Board Feet 
Adjustment Definition Net Scribner Scale 
I. Volume per acre 
Class 1 Harvest of 30 thousand board feet 
or more per acre. $0.00 
Class 2 Harvest of 10 thousand board feet 
to but not including 30 thousand 
board feet per acre. -$15.00 
Class 3 Harvest of less than 10 thousand 
board feet per acre. -$35.00 
II. Logging conditions 
Class 1 Ground based logging a majority 


of the unit using tracked or 
wheeled equipment or draft 
animals. $0.00 


Class 2 Logging a majority of the unit: 
Using an overhead system of 
winch-driven cables and/or 
logging on slopes greater than 
45% using tracked or wheeled 
equipment supported by winch- 
driven cables. -$85.00 


Class 3 Applies to logs yarded from 
stump to landing by helicopter. 
This does not apply to special 
forest products. -$200.00 


III. Remote island adjustment: 


For timber harvested from a 


remote island -$50.00 
IV. Thinning 
Class 1 A limited removal of timber 

described in WAC 458-40-610 

(28) -$100.00 


TABLE 10—Harvest Adjustment Table 
Stumpage Value Areas 6 and 7 
( (danvasry)) July 1 through ((dme—39)) December 31, 
2022 
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Dollar Adjustment Per 


Type of Thousand Board Feet 
Adjustment Definition Net Scribner Scale 
I. Volume per acre 
Class 1 Harvest of more than 8 thousand 
board feet per acre. $0.00 
Class 2 Harvest of 8 thousand board feet per 
acre and less. -$8.00 


II. Logging conditions 


Class 1 The majority of the harvest unit has 
less than 40% slope. No significant 
rock outcrops or swamp barriers. $0.00 


Class 2 The majority of the harvest unit has 
slopes between 40% and 60%. Some 
rock outcrops or swamp barriers. -$50.00 


Class 3 The majority of the harvest unit has 
rough, broken ground with slopes 
over 60%. Numerous rock outcrops 


and bluffs. -$85.00 
Class 4 Applies to logs yarded from stump 

to landing by helicopter. This does 

not apply to special forest products. -$200.00 


Note: A Class 2 adjustment may be used for slopes less than 40% when 
cable logging is required by a duly promulgated forest practice 
regulation. Written documentation of this requirement must be 
provided by the taxpayer to the department of revenue. 


III. Remote island adjustment: 


For timber harvested from a remote -$50.00 
island 


TABLE 11—Domestic Market Adjustment 


Class Area Adjustment Applies Dollar Adjustment Per 
Thousand Board Feet 
Net Scribner Scale 
SVAs | through 5 only: $0.00 
Note: This adjustment only applies to published MBF sawlog 


values. 


(4) Damaged timber. Timber harvesters planning to remove timber 
from areas having damaged timber may apply to the department of reve- 
nue for an adjustment in stumpage values. The application must contain 
a map with the legal descriptions of the area, an accurate estimate of 
the volume of damaged timber to be removed, a description of the dam- 
age sustained by the timber with an evaluation of the extent to which 
the stumpage values have been materially reduced from the values shown 
in the applicable tables, and a list of estimated additional costs to 
be incurred resulting from the removal of the damaged timber. The ap- 
plication must be received and approved by the department of revenue 
before the harvest commences. Upon receipt of an application, the de- 
partment of revenue will determine the amount of adjustment to be ap- 
plied against the stumpage values. Timber that has been damaged due to 
sudden and unforeseen causes may qualify. 

(a) Sudden and unforeseen causes of damage that qualify for con- 
sideration of an adjustment include: 

(1) Causes listed in RCW 84.33.091; fire, blow down, ice storm, 
flood. 

(ii) Others not listed; volcanic activity, earthquake. 

(b) Causes that do not qualify for adjustment include: 

(i) Animal damage, root rot, mistletoe, prior logging, insect 
damage, normal decay from fungi, and pathogen caused diseases; and 

(ii) Any damage that can be accounted for in the accepted normal 
scaling rules through volume or grade reductions. 

(c) The department of revenue will not grant adjustments for ap- 
plications involving timber that has already been harvested but will 


t a 
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consider any remaining undisturbed damaged timber scheduled for remov- 
al if it is properly identified. 

(d) The department of revenue will notify the harvester in writ- 
ing of approval or denial. Instructions will be included for taking 
any adjustment amounts approved. 

(5) Forest-derived biomass, has a $0/ton stumpage value. 


[Statutory Authority: RCW 82.01.060(2), 84.33.096, 84.33.091, and 
84.33.140. WSR 22-01-185, § 458-40-660, filed 12/20/21, effective 
1/1/22. Statutory Authority: RCW 82.01.060(2) and 84.33.096. WSR 
21-13-100, § 458-40-660, filed 6/18/21, effective 7/1/21. Statutory 
Authority: RCW 82.01.060(2), 84.33.096, 84.33.091, and 84.33.140. WSR 
21-02-020, S 458-440-660, filed 12/28/20, effective 1/1/21. Statutory 
Authority: RCW 82.01.060(2) and 84.33.096. WSR 20-14-067, § 
458-40-660, filed 6/26/20, effective 7/1/20; WSR 20-02-053, § 
458-40-660, filed 12/23/19, effective 1/1/20; WSR 19-14-013, § 
458-40-660, filed 6/21/19, effective 7/1/19; WSR 19-02-069, § 
458-40-660, filed 12/28/18, effective 1/1/19. Statutory Authority: RCW 
82.01.060(2), 82.32.300, and 84.33.096. WSR 18714-023; § 458-40-660, 
filed 6/26/18, effective 7/1/18; WSR 18-02-058, § 458-40-660, filed 
12/29/17, effective 1/1/18; WSR 17-14-020, § 458-40-660, filed 
6/23/17, effective 7/1/17; WSR 17-02-003, § 458-40-660, filed 


12/22/16, effective 1/1/17. Statutory Authority: RCW 82.01.060(2), 
82.32.300, 84.33.096, 84.33.091, and 84.33.140. WSR 16-14-035, § 
458-40-660, filed 6/28/16, effective 7/1/16. Statutory Authority: RCW 
82.01.060(2), 82.32.300, and 84.33.096. WSR 16-01-069, § 458-40-660, 
filed 12/14/15, effective 1/1/16. Statutory Authority: RCW 
82.01.060(2), 82.32.300, 84.33.096, 84.33.091, and 84.33.140. WSR 
5-14-019, § 458-40-660, filed 6/22/15, effective 7/1/15; WSR 
15-01-095, § 458-40-660, filed 12/17/14, effective 1/1/15. Statutory 
Authority: RCW 82.01.060(2), 82.32.300, 84.33.096 and 84.33.091. WSR 
4-14-079, § 458-40-660, filed 6/27/14, effective 7/1/14; WSR 
4-01-097, § 458-40-660, filed 12/17/13, effective 1/1/14; WSR 
3-14-056, § 458-40-660, filed 6/28/13, effective 7/1/13; WSR 
13-02-034, § 458-40-660, filed 12/21/12, effective 1/1/13; WSR 
12-14-065, § 458-40-660, filed 6/29/12, effective 7/1/12. Statutory 
Authority: RCW 82.01.060(2), 82.32.300, 84.33.096, 84.33.091 and 
84.33.140. WSR 12-02-040, § 458-40-660, filed 12/29/11, effective 
1/1/12. Statutory Authority: RCW 82.01.060(2), 82.32.300, 84.33.096 
and 84.33.091. WSR 11-14-051, § 458-400-660, filed 6/29/11, effective 
7/1/11; WSR 11-02-014, § 458-40-660, filed 12/29/10, effective 1/1/11; 
WSR 10-14-095, § 458-40-660, filed 7/6/10, effective 7/6/10; WSR 
10-02-032, § 458-400-660, filed 12/29/09, effective 1/1/10; WSR 
09-14-109, § 458-400-660, filed 6/30/09, effective 7/1/09; WSR 
09-02-043, § 458-400-660, filed 12/31/08, effective 1/1/09; WSR 
08-14-085, § 458-400-660, filed 6/27/08, effective 7/1/08; WSR 
08-02-064, § 458-40-660, filed 12/28/07, effective 1/1/08; WSR 
07-14-095, § 458-40-660, filed 6/29/07, effective 7/1/07; WSR 
07-02-039, § 458-40-660, filed 12/26/06, effective 1/1/07; WSR 
06-14-064, § 458-40-660, filed 6/30/06, effective 7/1/06; WSR 
06-02-005, § 458-40-660, filed 12/22/05, effective 1/1/06; WSR 
05-14-087, § 458-40-660, filed 6/30/05, effective 7/1/05; WSR 
05-02-040, § 458-40-660, filed 12/30/04, effective 1/1/05; WSR 
04-14-033, § 458-40-660, filed 6/29/04, effective 7/1/04; WSR 
04-01-125, § 458-40-660, filed 12/18/03, effective 1/1/04; WSR 
03-14-072, § 458-40-660, filed 6/26/03, effective 7/1/03. Statutory 
Authority: RCW 82.01.060(2), 82.32.300, 84.33.096, 84.33.091, and 
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84.33.140. WSR 03-02-004, § 458-40-660, filed 12/19/02, effective 
1/1/03. Statutory Authority: RCW 82.32.300, 84.33.096, and 84.33.091. 
WSR 02-14-019, § 458-40-660, filed 6/21/02, effective 7/1/02. Statuto- 
ry Authority: RCW 82.32.300, 84.33.096, 84.33.091 and 84.33.120. WSR 


02-02-033, § 458-40-660, filed 12/24/01, effective 1/1/02. Statutory 
Authority: RCW 82.32.300, 84.33.096, and 84.33.091. WSR 01-13-105, § 
458-40-660, filed 6/20/01, effective 7/1/01; WSR 01-02-020, § 
458-40-660, filed 12/21/00, effective 1/1/01. Statutory Authority: RCW 
82.32.300, 84.33.096, 84.33.091, 82.32.060, and 84.33.077. WSR 
00-19-067, § 458-40-660, filed 9/19/00, effective 1/1/01. Statutory 
Authority: RCW 82.32.300, 84.33.096 and 84.33.091. WSR 00-14-011, S$ 
458-40-660, filed 6/27/00, effective 7/1/00; WSR 00-02-019, § 
458-40-660, filed 12/27/99, effective 1/1/00; WSR 99-14-055, § 
458-40-660, filed 6/30/99, effective 7/1/99; WSR 99-02-032, § 
458-40-660, filed 12/30/98, effective 1/1/99; WSR 98-14-083, § 
458-40-660, filed 6/30/98, effective 7/1/98; WSR 98-02-015, § 
458-40-660, filed 12/30/97, effective 1/1/98; WSR 97-14-068, § 
458-40-660, filed 6/30/97, effective 7/1/97. Statutory Authority: RCW 
82.32.330, 84.33.096 and 84.33.091. WSR 97-02-069, § 458-40-660, filed 
12/31/96, effective 1/1/97; WSR 96-14-063, § 458-40-660, filed 


6/28/96, effective 7/1/96; WSR 96-02-057, § 458-40-660, filed 
12/29/95, effective 1/1/96. Statutory Authority: RCW 82.32.330, 
84.33.096 and 84.33.200. WSR 95-18-027, § 458-40-660, filed 8/25/95, 
effective 9/25/95. Statutory Authority: RCW 82.32.300 and 84.33.096. 
WSR 95-02-038, § 458-40-660, filed 12/30/94, effective 1/1/95. Statu- 
tory Authority: RCW 84.33.091, 84.32.300 [82.32.300] and 84.33.096. 
WSR 94-14-048, § 458-40-660, filed 6/30/94, effective 7/1/94; WSR 


94-02-047, § 458-40-660, filed 12/30/93, effective 1/1/94; WSR 
93-14-051, § 458-40-660, filed 6/30/93, effective 7/1/93; WSR 
93-02-025, § 458-40-660, filed 12/31/92, effective 1/1/93; WSR 
92-14-083, $° 458-400-060; filed 6/29/92, effective 7/1/92; WSR 
92-02-067, § 458-40-660, filed 12/31/91, effective 1/1/92. Statutory 


Authority: RCW 84.33. 096 and 82.32.300. WSR 91-14-077, S$ 458-40-660, 
filed 6/28/91, effective 7/1/91; WSR 91-09-030, § 458-40-660, filed 
4/12/91, effective 5/13/91; WSR 91-02-088, § 458-400-660, filed 
12/31/90, effective 1/31/91; WSR 90-14-033, § 458-40-660, filed 
6/29/90, effective 7/30/90; WSR 90-02-049, § 458-40-660, filed 
12/29/89, effective 1/29/90. Statutory Authority: Chapter 84.33 RCW 
and RCW 84.33.091. WSR 89-14-051 (Order FT-89-2), § 458-40-660, filed 
6/30/89; WSR 89-02-027 (Order FT-88-5), § 458-40-660, filed 12/30/88; 
WSR 88-14-032 (Order FT-88-2), § 458-40-660, filed 6/30/88; WSR 
88-02-026 (Order FT-87-5), § 458-400-660, filed 12/31/87. Statutory Au- 
thority: Chapter 84.33 RCW. WSR 87-14-042 (Order 87-2), § 458-40-660, 
filed 6/30/87; WSR 87-02-023 (Order 86-4), § 458-40-660, filed 
12/31/86.] 
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WSR 22-14-030 
PERMANENT RULES 


PUBLIC DISCLOSURE COMMISSION 
[Filed June 24, 2022, 2:40 p.m., effective June 30, 2022] 


Effective Date of Rule: June 30, 2022. 

Other Findings Required by Other Provisions of Law as Precondi- 
tion to Adoption or Effectiveness of Rule: RCW 42.17A.110(1) requires 
public disclosure commission rules to take effect by June 30 to be ef- 
fective for the election cycle in the same year. The shortened effec- 
tive date is necessary to meet that statutory deadline in order for 
the rule to take effect for the 2022 primary and general election cy- 
cle. 


Purpose: The amendment will adjust the threshold for reporting 
"last minute" contributions. The adjustment will raise the threshold 
for which contributions must be reported within the special reporting 
period under RCW 42.17A.265 (six days before the primary and 21 days 
before the general election). 

Citation of Rules Affected by this Order: Amending WAC 
390-05-400. 

Statutory Authority for Adoption: RCW 42.17A.125. 

Adopted under notice filed as WSR 22-08-047 on March 31, 2022. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: June 23, 2022. 


Sean Flynn 


General Counsel 


OTS-3703.1 


AMENDATORY SECTION (Amending WSR 20-02-062, filed 12/24/19, effective 
1/24/20) 


WAC 390-05-400 Changes in dollar amounts. Pursuant to the au- 
thority in RCW 42.17A.125 that the commission may revise the monetary 
contribution limits and reporting thresholds and code values of the 
act to reflect changes in economic conditions, the previous and cur- 
rent amounts are: 


Code Section Subject Matter Previous Current 
005 Reporting threshold for "Independent Expenditure" 
i for political advertising $950 $1,000 
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Code Section Subject Matter Previous Current 
255 Reporting threshold for "Independent Expenditure" 
' not otherwise reported $100 $100 
265 Reporting threshold for late contributions (last 
=. minute contributions) $1,000 $1,500 
445(3) Reimbursement of candidate for loan to own 
campaign $5,500 $6,000 
630(1) Report— 
Applicability of provisions to persons who made 
contributions $19,000 $20,000 
Persons who made independent expenditures $950 $1,000 
.405(2) Contribution Limits— 
Candidates for state leg. office $950 $1,000 
Candidates for county office $950 $1,000 
Candidates for other state office $1,900 $2,000 
Candidates for special purpose districts $1,900 $2,000 
Candidates for city council office $950 $1,000 
Candidates for mayoral office $950 $1,000 
Candidates for school board office $950 $1,000 
Candidates for hospital district $950 $1,000 
.405(3) Contribution Limits— 
State official up for recall or pol comm. supporting recall— 
State Legislative Office $950 $1,000 
Other State Office $1,900 $2,000 
.405(4) Contribution Limits— 
Contributions made by political parties and caucus committees 
State parties and caucus committees .95 per voter $1.00 per registered voter 
County and leg. district parties .50 per voter .50 per registered voter 
Limit for all county and leg. district parties to a 
candidate .50 per voter .50 per registered voter 
.405(5) Contribution Limits— 
Contributions made by pol. parties and caucus committees to state official up for recall or committee 
supporting recall 
State parties and caucuses .95 per voter $1.00 per registered voter 
County and leg. district parties .50 per voter .50 per registered voter 
Limit for all county and leg. district parties to state 
official up for recall or pol. comm. supporting 
recall .50 per voter .50 per registered voter 
.405(7) Limits on contributions to political parties and 
caucus committees 
To caucus committee $950 $1,000 
To political party $5,000 $5,500 
.410(1) Candidates for judicial office $1,900 $2,000 
475 Contribution must be made by written instrument $95 $100 
.710 Code values for statement of personal financial 


affairs - See WAC 390-24-301 


[Statutory Authority: RCW 42.17A.110(1), 2019 c 428, 


tory Authority: RCW 42.17A.110 


~ 


S 


and 2019 c 261. 
WSR 20-02-062, § 390-05-400, filed 12/24/19, effective 1/24/20. 
1) and 2018 c 304. WSR 18-24-074, 
390-05-400, filed 11/30/18, effective 12/31/18. Statutory Authorit 
RCW 42.17A.110, 42.17A.125(1), and 42.17A.250 [(1)] (9). 


tatu- 


S 


WSR 16-04- 080, 
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[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 18-02-082, 
§ 392-162-005, filed 1/2/18, effective 2/2/18; WSR 16-16-078, § 
392-162-005, filed 7/29/16, effective 9/1/16. Statutory Authority: RCW 
28A.165.075. WSR 14-08-067, § 392-162-005, filed 3/31/14, effective 
5/1/14; WSR 08-21-053, § 392-162-005, filed 10/9/08, effective 
11/9/08. Statutory Authority: RCW 28A.300.070. WSR 07-02-015, § 
392-162-005, filed 12/21/06, effective 1/21/07. Statutory Authority: 
1987 c 478. WSR 87-22-001 (Order 87-14), § 392-162-005, filed 
10/22/87. Statutory Authority: RCW 28A.41.408. WSR 84-14-038 (Order 
84-21), § 392-162-005, filed 6/28/84.] 


AMENDATORY SECTION (Amending WSR 18-02-082, filed 1/2/18, effective 
2/2/18) 


WAC 392-162-010 Purpose. The learning assistance program re- 
quirements in this chapter are designed to: 


(1) ((Geide-seheoi districts_in addressing the needs_of students 


+2}+)) Promote the use of data when developing programs to assist 
students who are not meeting academic standards ( (and +eduee—dis+eue- 
tive beheviers in the eclassreem)); and 

((434+)) (2) Guide school districts in providing the most effec- 
tive and efficient practices when implementing supplemental instruc- 
tion and services to assist students who are not meeting academic 


standards ( (and vedvec—diseuptive behaviers—_in _theetassreem—_and 


[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 18-02-082, 
S 392-162-010, filed 1/2/18, effective 2/2/18; WSR 16-16-078, S$ 


392-162-010, filed 7/29/16, effective 9/1/16. Statutory Authority: RCW 
28A.165.075. WSR 14-08-067, § 392-162-010, filed 3/31/14, effective 
5/1/14; WSR 09-24-075, § 392-162-010, filed 11/30/09, effective 
12/31/09; WSR 08-21-053, § 392-162-010, filed 10/9/08, effective 
11/9/08. Statutory Authority: RCW 28A.300.070. WSR 07-02-015, § 
392-162-010, filed 12/21/06, effective 1/21/07. Statutory Authority: 
1987 c 478. WSR 87-22-001 (Order 87-14), § 392-162-010, filed 
10/22/87. Statutory Authority: RCW 28A.41.408. WSR 84-14-038 (Order 
84-21), § 392-162-010, filed 6/28/84. ] 


AMENDATORY SECTION (Amending WSR 16-16-078, filed 7/29/16, effective 
9/1/16) 


WAC 392-162-015 Definitions ( (—Basie—skilis)). As used in this 
chapter, the ( (teembeaste—sk+tts" means _baetsh _tancguagearts—_or 
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mathematies;—as—welil as—+readiness associated with these—skiits-) ) 


terms: 

(1) "District" means a school district, public charter school, or 
school authorized to operate as a state-tribal education compact 
school in accordance with chapter 28A.715 RCW. 

(2) "Literacy screening tool" means one of the literacy screening 
tools identified and approved by the dyslexia advisory council and the 
office of the superintendent of public instruction in accordance with 
RCW 28A.300.700. 


[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 16-16-078, 
§ 392-162-015, filed 7/29/16, effective 9/1/16. Statutory Authority: 
RCW 28A.300.070. WSR 07-02-015, § 392-162-015, filed 12/21/06, effec- 
tive 1/21/07. Statutory Authority: 1987 c 478. WSR 87-22-001 (Order 
87-14), § 392-162-015, filed 10/22/87. Statutory Authority: RCW 
28A.41.408. WSR 84-14-038 (Order 84-21), § 392-162-015, filed 
6/28/84.] 


NEW SECTION 


WAC 392-162-016 Application. As described in RCW 28A.165.057, 
two application periods exist: 

(1) The first timeline applies immediately and continues through 
the later of: 

(a) The expiration or termination of Proclamation 20-05, and any 
subsequent orders extending or amending the proclamation, declaring a 
state of emergency on February 29, 2020, for all counties in Washing- 
ton due to COVID-19; or September 1, 2025, whichever is later. 

(bo) During the first timeline described in subsection (1) (a) of 
this section, school districts must budget and expend the appropria- 
tions for the learning assistance program, under RCW 28A.165.005 
through 28A.165.065, to identify students who are not meeting academic 
standards and address their academic and nonacademic needs resulting 
from and exacerbated by the COVID-19 pandemic. 

(c) During the first timeline described in subsection (1) (a) of 
this section, school districts are encouraged to budget and expend the 
appropriations for the learning assistance program, under RCW 
28A.165.005 through 28A.165.065, using the framework of the Washington 
integrated student supports protocol, established under RCW 
28A.300.139. 

(2) The second timeline applies after the first timelin xpires 
as described in subsection (1) (a) of this section. During the second 
timeline, school districts must budget and expend the appropriations 
for the learning assistance program, under RCW 28A.165.005 through 
28A.165.065, using the framework of the Washington integrated student 
supports protocol, established under RCW 28A.300.139. 


[] 
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AMENDATORY SECTION (Amending WSR 18-02-082, filed 1/2/18, effective 
2/2/18) 


WAC 392-162-054 Allocation, supplement not supplant, and use of 
funds. (1) The funds for the learning assistance program shall be al- 
located according to WAC 392-122-605 for the learning assistance pro- 
gram base allocation and the learning assistance program high poverty- 
based school allocation. 

(2) The learning assistance high poverty-based school allocation 
must be ((dHHstributed—e)) expended by the district for the schools 
( (beH ees) ) that generated the funding and may not supplant the 
learning assistance program base allocation expenditures for those 
schools. 

(3) All learning assistance program funds must be expended for 
the purposes of RCW 28A.165.005 through 28A.165.065 


[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 18-02-082, 
§ 392-162-054, filed 1/2/18, effective 2/2/18; WSR 16-16-078, § 
392-162-054, filed 7/29/16, effective 9/1/16. Statutory Authority: RCW 
28A.165.075. WSR 14-08-067, § 392-162-054, filed 3/31/14, effective 
5/1/14; WSR 09-24-075, § 392-162-054, filed 11/30/09, effective 
12/31/09; WSR 08-21-053, § 392-162-054, filed 10/9/08, effective 
11/9/08. Statutory Authority: RCW 28A.300.070. WSR 07-02-015, § 
392-162-054, filed 12/21/06, effective 1/21/07.] 


AMENDATORY SECTION (Amending WSR 16-16-078, filed 7/29/16, effective 
9/1/16) 


WAC 392-162-110 Program requirements— ( (Di tet)) Reporting. 


+43})) The superintendent of public instruction ( (wHit)) may with- 


hold the monthly learning assistance program apportionment payment to 
a school district, public charter school, or state-tribal education 
compact school ( (eperated pusstantte—a-_state-teibe edreatien om 
pact)) if the school district, charter school, or state-tribal educa- 
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tion compact school fails to submit its annual report for the prior 
school year to the superintendent of public instruction by the estab- 
lished due date. The first learning assistance program apportionment 
payment of the school year and subsequent allocations may be withheld 
until the annual reports are completed in approvable form. 


[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 16-16-078, 
§ 392-162-110, filed 7/29/16, effective 9/1/16. Statutory Authority: 
RCW 28A.165.075. WSR 14-08-067, § 392-162-110, filed 3/31/14, effec- 
tive 5/1/14. Statutory Authority: RCW 28A.300.070. WSR 07-02-015, : 
392-162-110, filed 12/21/06, effective 1/21/07. Statutory Authorit 
1987 c 478. WSR 95-19-031 (Order 95-08), § 392-162-110, filed 9/12/95, 
effective 10/13/95; WSR 87-22-001 (Order 87-14), § 392-162-110, filed 
10/22/87. Statutory Authority: RCW 28A.41.408. WSR 84-14-038 (Order 
84-21), § 392-162-110, filed 6/28/84. ] 


AMENDATORY SECTION (Amending WSR 18-02-082, filed 1/2/18, effective 
2/2/18) 


WAC 392-162-112 Carry over of funds. (1) Districts may carry 
over from one year to the next up to ten percent of the learning as- 
sistance program base allocation provided ( (aHteeeted)) under WAC 
392-122-605 ( (+heweves,;)). Carry-over funds ((shett)) must be expended 
solely for the ( (+@eenimo-eaessistanece pregram)) purposes of RCW 
28A.165.005 through 28A.165.065. 

(2) Districts may carry over from one year to the next up to ten 
percent of the learning assistance program high poverty-based school 
allocation provided under WAC 392-122-605. Carry-over funds must be 
expended solely for the ( (+eeening assistance preegeam)) purposes of 
RCW 28A.165.005 through 28A.165.065 and for the specific schools 
( (qgenerating)) that generated the ((atbtbeeaticn)) funding. 


[Statutory Authority: RCW 28A.165.075 and 28A.150.290. WSR 18-02-082, 
§ 392-162-112, filed 1/2/18, effective 2/2/18. Statutory Authority: 
RCW 28A.300.070. WSR 07-02-015, § 392-162-112, filed 12/21/06, effec- 
tive 1/21/07.] 


NEW SECTION 


WAC 392-162-120 Implementation of K-2 literacy screening re- 
quirements—Use of funds. (1) A school district that chooses to ex- 
pend learning assistance program funds to implement the screening and 
intervention requirements under RCW 28A.320.260 may use the district's 
learning assistance program base allocation under WAC 392-122-605 to 
fund the purchase of a literacy screening tool as defined under this 
chapter. 
(2) A school district that chooses to expend learning assistance 
program funds as permitted under this section must submit data accord- 
ing to specifications established by the office of the superintendent 
of public instruction in accordance with RCW 28A.165.100 and 
28A.320.270. 
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REPEALER 


The following sections of the Washington Administrative Code are 
repealed: 


WAC 392-162-020 Definition—Learning assistance program 
(LAP). 

WAC 392-162-023 Definition—District. 

WAC 392-162-025 Definition—Statewide student 
assessments 

WAC 392-162-032 Definition—Participating student. 

WAC 392-162-033 Definition—Students who are not meeting 
academic standards. 

WAC 392-162-036 Definition—Extended learning 
opportunities. 

WAC 392-162-041 Best practices. 

WAC 392-162-080 Program requirement—Selection of 
students. 
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(c) Related to an inpatient hospital admission and provided with- 
in one calendar day of a client's inpatient admission ((e*-d+s- 
charge) ). 

(4) The agency does not pay: 

(a) A hospital for outpatient hospital services when a managed 
care plan is contracted with the agency to cover these services; 

(b) More than the "acquisition cost" ("A.C.") for HCPCS (health 
care common procedure coding system) codes noted in the outpatient fee 
schedule; or 
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WSR 22-14-052 
PERMANENT RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 
[Order 22-115—Filed June 29, 2022, 8:03 a.m., effective July 30, 2022] 

Effective Date of Rule: Thirty-one days after filing. 

Purpose: The purpose of this rule making is to regulate the com- 
mercial salmon fisheries in Puget Sound. These rules are part of a 
comprehensive suite of rule-making packages to implement the new 
2022-2023 salmon seasons for Washington state developed through the 
broader North of Falcon process pursuant to the fish and wildlife com- 
mission's North of Falcon Policy C-3608 for 2019-2023. 

The North of Falcon process typically begins in January and con- 
sists of government-to-government meetings involving the National Ma- 
rine Fisheries Service (NMFS), treaty tribes, and the Washington de- 
partment of fish and wildlife (WDFW) representatives. Separate meet- 
ings are held with stakeholders, both at a statewide and regional lev- 
el, to review preseason run size forecasts, NMFS guidance relative to 
allowable impacts for species listed under the Endangered Species Act, 
which includes salmon, but [and] other protected species as well, such 
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(5) Additional chum seasonal closure: Those waters of Elliott Bay 
east of a line from Alki Point (Light List No. 16915 F15s39ft16M, 
47°34'34.5"N, 122°25'14"W) to the Fourmile Rock Light 1 (Light List 
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Area 11 - 

(1) The waters of Gig Harbor, northerly of a line projected true 
west from the Gig Harbor Light (Light List No. 17221 F1R4s13ft3MPriv., 
47°19'35.7"N, 122°34'29.2"W). The waters of Commencement Bay, south of 
a line from Browns Point (47°18'20.3"N, 122°26'39.4"W) to the north- 
ernmost point of land on Point Defiance (47°19'7.7"N, 122°32'23.9"W). 

(2) Additional chum seasonal closure: Those waters south of a 
line projected from the Gig Harbor Light (Light List No. 17221 
FIR4s13f£t3MPriv., 47°19'35.7"N, 122°34'29.2"W) to the Washington state 
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Beef Creek, thence southerly to the outermost northern headland of 
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AMENDATORY SECTION 
8/2/21) 


(Amending WSR 21-14-068, filed 7/2/21, effective 


WAC 220-354-120 Puget Sound salmon—Purse seine—Open periods. 
(1) It is unlawful to take, fish for, or possess salmon taken with 
purse seine gear for commercial purposes from Puget Sound, except in 
the following designated Puget Sound Salmon Management and Catch Re- 
porting Areas and during the periods provided for in each respective 
Management and Catch Reporting Area: 


AREA TIME DATE 
7, 7A: 7AM - 6PM = ((4040,)) 10/11, 10/12 
10/14, 10/15, 10/18 


10/19, 10/20, 10/21, 
10/22, 10/23, 10/24, 
10/25, 10/26, 10/27, 
10/28, 10/29, 10/30, 
10/31, 11/1, 11/2, 11/3, 
11/4, 11/5((-H46)) 


Note: In Areas 7 and 7A, it is unlawful to fail to brail when fishing with 
purse seine gear. Any time brailing is required, purse seine fishers must 
also use a recovery box in compliance with WAC 220-354-100 (7)(a) 


through (f). 
7TB((-7e)): 6AM - 8PM ((SH8825,8/26-941)) 
8/10, 8/17, 8/24, 8/25, 
8/31 
7AM - 7PM ((946,-948-9H6)) 9/5, 
9/7, 9/9 
TB: 7AM - 7PM - ((9437945,947)) 
9/12, 9/14, 9/16 
7AM 6PM ((40/23)) 10/22 
((949)) 
9/18 
7AM - 6PM - ((497)) 10/24 - 10/28 
7AM - 6PM - (H£) 10/31 - 11/4 
7AM - 5PM - (H49) 11/7 - 11/11 
7AM - 5PM - (HAP) 11/14 - 11/18 
7AM - 5PM - ((H24)) 11/21 - 11/25 
7AM - 5PM - 11/28 - 12/2 
7C: 6AM - 8PM = 8/10, 8/17, 8/24, 8/25, 
8/31 
7AM - 7PM 9/5, 9/7, 9/9 
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DATE 


Note: The Whatcom Creek Zone: That portion of Area 7B east of a 
North - South line from the flashing red light at the west entrance to 
Squalicum Harbor to land fall east of Post Point (( i 


)) may close 
per in-season management needs. 
8: Closed 
8A: Closed 
8D: Closed 
10, 11: TAM - (SA 849-824 86, 
(GPM) 88492) 
6PM 
Additional October 
dates (determined per 
agreement with tribal 
co-managers in-season 
if harvestable surplus 
of salmon increase). 
12, 12B: 7AM - 6PM (4020105)) 10/11, 
10/18, 10/26, 11/1, 11/3 
7AM - 5PM (8) 11/8 
12C: 7AM - 6PM = 11/1, 11/3, 11/8 
7AM - 5PM Additional November 


dates (determined per 
agreement with tribal 
co-managers in-season 
if harvestable surplus 
of salmon increase). 


Note: In Area 10 during any open period occurring in August or 


September, it is unlawf 


ul to fail to brail or use a brailing bunt when 


fishing with purse seine gear. Any time brailing is required, purse seine 


fishers must also use a 


recovery box in compliance with WAC 


220-354-100 (7)(a) through (f). 
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(2) It is unlawful to retain the following salmon species taken 
with purse seine gear within the following areas during the following 
periods: 

(a) Chinook salmon - At all times in Areas 7, 7A, 8, 8A, 8D, 10, 
11, 12, 12B, and 12C, and after October 20 in Area 7B. 

(b) Coho salmon - At all times in Areas 7, 7A, 10, 11, 12, 12B, 
and 12C, and prior to September 1 in Area 7B. 

(c) Chum salmon - Prior to October 1 in Areas 7 and 7A, and at 
all times in 8A. 

(d) All other saltwater and freshwater areas - Closed. 


(3) Fishers must take department observers, if requested by de- 
partment staff, when participating in these openings. 
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AREA TIME DATE(S) MINIMUM MESH 
6D: Skiff gillnet only, definition 7AM - 7PM 9/21, 9/22, 9/23, ((9/24)) 9/26, 9/27, 5" 

WAC 220-350-170 and lawful gear 9/28, 9/29, 9/30, ((4944)) 10/3, 10/4, 

description WAC 220-354-140. 10/5, 10/6, 10/7, ((46/8)) 10/10, 


10/11, 10/12, 10/13, 10/14, (4645)) 
10/17, 10/18, 10/19, 10/20, 10/21, 
((4022,40/2510/26_10/27-10/28. 
46/29)) 10/24, 10/25, 10/26, 10/27, 
10/28, 10/31, 11/1, 11/2, 11/3, 11/4 


Note: In Area 6D, it is unlawful to use other than 5-inch minimum mesh in the skiff gillnet fishery. It is unlawful to retain Chinook taken in Area 6D at 
any time, or any chum salmon taken in Area 6D prior to October ((42)) 15 per Table 3.34 of the SCSCI Base Conservation Regime. In Area 6D, any 
Chinook or chum salmon required to be released must be removed from the net by cutting the meshes ensnaring the fish. 


7, 7A: TAM  - Midnight ((4949,)) 10/11, 10/12, 10/14, 10/15, 6 1/4" 
10/18, 10/19, 10/20, 10/21, 10/22, 
10/23, 10/24, 10/25, 10/26, 10/27, 
10/28, 10/29, 10/30, 10/31, 11/1, 
11/2, 11/3, 11/4, 11/5((-H46)) 


Note: In Areas 7 and 7A after October 9 and prior to October 18, coho and Chinook salmon must be released, and it is unlawful to use a net soak time of 
more than 45 minutes. Net soak time is defined as the time elapsed from when the first of the gillnet web enters the water, until the gillnet is fully retrieved 
from the water. Fishers must also use a recovery box in compliance with WAC 220-354-140 (5)(a) through (f) when coho and Chinook release is required. 


7B((-76)): 7PM - 8AM ((NIGHFEY- 845-846. 8/447)) 7" 
NIGHTLY 8/7, 8/8, 8/9, 8/14, 8/15 
8/16, 8/17, 8/21, 8/22, 8/23, 8/24 


(GPM - SAM NIGHTEY 8/22-8/23--8/24 5») 
7AM ((829)) -7AM ((9/3)) 9/2 5" 
8/28 
7AM ((%5)) - 7AM ((9448)) 9/9 5" 
9/4 
(Œ) 7AM (942) - 7AM (94) 5" 
9/11 9/16 
7AM ((949)) - Midnight 5" 
9/18 ((40/23)) 10/22 
(FAM - 72M DAILY 1026107 Ho 14/3, 6-44") 
HS HHO HAG HAT 193° 
11/24, 11/30, 12/4 
7AM 10/24 - 4PM 10/28 (DAY 4028-2 -H4-HH 6 1/4" 
HAS 1495)) 
7AM 10/31 - 4PM1I/4 
7AM11/7 - 4PM11/11 
TAM 11/14 - 4PM11/18 
TAM 11/21 - 4PM11/25 
TAM 11/28 - 4PM 12/2 
1C: 7PM - 8AM NIGHTLY 8/7, 8/8, 8/9, 8/14, 8/15 7 
8/16, 8/17, 8/21, 8/22, 8/23, 8/24 
TAM 8/228. - 7AM9/2 7 
7AM9/⁄4 - 7AM99 7" 


Note: In Area 7C the minimum mesh size is 7" through ((9H+)) 9/9. 


Note: The Whatcom Creek Zone: That portion of Area 7B east of a ((#ne-fromPestPeintte)) North - South line from the flashing red light at the west 
entrance to Squalicum Harbor ((is-CLOSED)) to land fall east of Post Point may close per in-season management needs. 


8: SAM - 11PM Closed 5" 

Note: In Area 8 it is unlawful to take or fish for pink salmon with drift gillnets greater than 60-mesh maximum depth. Fishers must also use minimum 5" 

and maximum 5 1/2" mesh during pink salmon management periods. 

8A: 6PM - 8AM Closed 5: 
6PM - 8AM Closed 5 

Note: In Area 8A fishers must use minimum 5" and maximum 5 1/2" mesh during pink salmon management periods. 

8D: 6PM - 8AM Closed S5 
6PM - 8AM Closed 5" 
6PM - 8AM Closed 5" 
6PM - 8AM Closed 5" 
5PM - 9AM Closed 5! 
5PM - 9AM Closed 5" 
5PM - 9AM Closed 5" 
5PM - 9AM Closed 5" 
4PM - 8AM Closed os 
4PM - 8AM Closed 5" 
6AM - 6PM Closed 6 1/4" 
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AREA TIME DATE(S) MINIMUM MESH 
TAM - 6PM Closed 6 1/4" 

9A: Skiff gillnet only, definition 7AM (845) - 7PM ((4989)) 5" 

WAC 220-350-170 and lawful gear 8/7 10/29 


description WAC 220-354-140. 


Note: It is unlawful to retain chum salmon taken in Area 9A prior to October 1, and it is unlawful to retain Chinook salmon at any time. Any salmon 
required to be released must be removed from the net by cutting the meshes ensnaring the fish. 


10, 11: (FAM - FM 846,848,823 825, 83094 st 
SPM - FAM Closed 645) 
5PM - 9AM Additional October dates (determined 6 1/4" 


per agreement with tribal co- 
managers in-season if harvestable 
surplus of salmon increase). 


Note: Areas 10 pink directed purse seine and gillnet fisheries, adjusted hours 7AM-7PM, limited participation to 5 purse seine and 5 gillnet, observers 
required, use of recovery box required in compliance with WAC 220-354-140 (5)(a) through (f). Purse seines must brail. For gillnets it is unlawful to use a 
net soak time of more than 90 minutes. Net soak time is defined as the time elapsed from when the first of the gillnet web enters the water, until the gillnet 
is fully retrieved from the water. Retention of Chinook, coho, and chum is prohibited for all gears. 


12A: Skiff gillnet only, definition 7AM - 7PM ((Dates-determinedperagreement 5: 
WAC 220-350-170 and lawful gear with tribal coe-managers in-season? 
description WAC 220-354-140. Summer- Chum Salmon-Conservation 

epenings-of eilinet geat)) Closed. 


Note: In Area 12A, it is unlawful to use other than 5-inch minimum mesh in the skiff gillnet fishery. It is unlawful to retain Chinook or chum salmon taken 
in Area 12A at any time, and any salmon required to be released must be removed from the net by cutting the meshes ensnaring the fish. 


12, 12B: 7AM - 8PM ((4048,40/24, 10/26_40/28)) 10/13, 6 1/4" 
10/17, 10/19, 10/24, 10/27, 10/31, 
11/2 


7AM - 7PM (HA444)) 11/7, 11/9 /4" 


6AM - 6PM Additional November dates 6 1/4" 
(determined per agreement with tribal 
co-managers in-season if harvestable 
surplus of salmon increase). 


12C: 6AM - 6PM 10/31, 11/2, 11/4, 11/7 


All other saltwater and freshwater areas - Closed. 


an 


nN 


/4" 


Nightly openings refer to the start date. 
Within an area or areas, a mesh size restriction remains in effect from the first date indicated until a mesh size 
change is shown, and the new mesh size restriction remains in effect until changed. 
(2) Fishers must take department observers, if requested by de- 
partment staff, when participating in these openings. 


[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.045 [77.04.055], 
and 77.12.047. WSR 21-14-068 (Order 21-94), § 220-354-160, filed 
7/2/21, effective 8/2/21. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, and 77.12.047. WSR 20-14-050 (Order 20-98), § 
220-354-160, filed 6/25/20, effective 7/26/20. Statutory Authority: 
RCW 77.04.012, 77.04.020, 77.04.130, 77.12.045, and 77.12.047. WSR 
19-15-051 (Order 19-140), § 220-354-160, filed 7/12/19, effective 
8/12/19; WSR 18-14-013 (Order 18-131), § 220-354-160, filed 6/22/18, 
effective 7/23/18; WSR 17-17-100 (Order 17-205), amended and recodi- 
fied as § 220-354-160, filed 8/18/17, effective 9/18/17; WSR 
16-18-067, § 220-47-411, filed 9/2/16, effective 10/3/16; WSR 
15-17-034 (Order 15-254), § 220-47-411, filed 8/11/15, effective 
9/11/15; WSR 14-14-011 (Order 14-144), § 220-47-411, filed 6/19/14, 
effective 7/20/14. Statutory Authority: RCW 77.04.020, 77.12.045, and 
77.12.047. WSR 13-15-148 (Order 13-144), § 220-47-411, filed 7/23/13, 
effective 8/23/13; WSR 12-15-034 (Order 12-131), § 220- 47-411, filed 
7/12/12, effective 8/12/12; WSR 11-16-016 (Order 11-165), § 
220-47-411, filed 7/22/11, effective 8/22/11; WSR 1o- 14-129 (Order 
10-137), § 220-47-411, filed 7/7/10, effective 8/7/10. Statutory Au- 
thority: RCW 77.12.047 and 77.04.020. WSR 09-15-054 (Order 09-108), $ 
220-47-411, filed 7/9/09, effective 8/9/09; WSR 08-15-031 (Order 
08-167), § 220-47-411, filed 7/8/08, effective 8/8/08; WSR 07-20-006, 
§ 220-47-411, filed 9/20/07, effective 10/21/07. Statutory Authority: 
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RCW 77.12.047. WSR 06-16-045 (Order 06-173), § 220-47-411, filed 
7/26/06, effective 8/26/06; WSR 05-17-002 (Order 05-166), § 
220-47-411, filed 8/3/05, effective 9/3/05; WSR 04-16-125 (Order 
04-202), § 220-47-411, filed 8/4/04, effective 9/4/04; WSR 03-16-101 
(Order 03-179), § 220-47-411, filed 8/6/03, effective 9/6/03; WSR 
02-16-004 (Order 02-167), § 220-47-411, filed 7/25/02, effective 
8/25/02; WSR 01-13-056 (Order 01-106), § 220-47-411, filed 6/15/01, 
effective 7/16/01; WSR 00-18-023 (Order 00-172), § 220-47-411, filed 
8/28/00, effective 9/28/00. Statutory Authority: RCW 75.08.080. WSR 
99-24-01 (Order 99-202), § 220-47-411, filed 11/19/99, effective 
12/20/99. Statutory Authority: RCW 75.08.080 and 77.12.040. WSR 

08 (Order 98-122), § 220-47-411, filed 7/15/98, effective 
8/15/98. Statutory Authority: RCW 75.08.080. WSR 97-16-030 (Order 
97-124), § 220-47-411, filed 7/29/97, effective 8/29/97; WSR 96-15-101 
(Order 96-81), § 220-47-411, filed 7/22/96, effective 8/22/96; WSR 
95-13-056 (Order 95-75), § 220-47-411, filed 6/16/95, effective 
7/17/95; WSR 94-15-001 (Order 94-62), § 220-47-411, filed 7/6/94, ef- 
fective 8/6/94; WSR 93-14-041 (Order 93-55), § 220-47-411, filed 
6/29/93, effective 7/30/93; WSR 92-15-105 (Order 92-47), § 220-47-411, 
filed 7/20/92, effective 8/20/92; WSR 91-18-024 (Order 91-72), § 
220-47-411, filed 8/27/91, effective 9/27/91; WSR 90-13-025 (Order 
90-49), § 220- 47-411, filed 6/11/90, effective 7/12/90; WSR 89-13-004 
(Order 89-44), S 220- 47-411, filed 6/8/89; WSR 88-14-133 (Order 
88-48), § 220-47-411, filed 7/6/88; WSR 87-15-059 (Order 87-72), § 
220-47-411, filed 7/14/87; WSR 86-13-038 (Order 86-46), § 220-47-411, 
filed 6/12/86; WSR 85-13-032 (Order 85-60), § 220-47-411, filed 
6/12/85; WSR 84-13-078 (Order 84-53), § 220-47-411, filed 6/21/84; WSR 
83-14-020 (Order 83-57), § 220-47-411, filed 6/28/83; WSR 82-15-040 
(Order 82-83), § 220-47-411, filed 7/15/82; WSR 81-18-017 (Order 
81-101), § 220-47-411, filed 8/25/81; WSR 80-10-058 (Order 80-83), $ 
220-47-411, filed 8/6/80; WSR 78-05-018 (Order 78-16), § 220-47-411, 
filed 4/13/78; Order 77-66, § 220-47-411, filed 8/5/77; Order 77-14, § 
220-47-411, filed 4/15/77; Order 76-41, § 220-47-411, filed 6/4/76; 
Order 1251, § 220-47-411, filed 8/18/75; Order 1210, § 220-47-411, 
filed 5/26/75; Order 1143, S 220-47-411, filed 8/8/74; Order 1125, § 
220-47-411, filed 6/6/74; Order 1066, § 220-47-411, filed 7/19/73; Or= 
der 1057, § 220-47-411, filed 5/22/73; Order 988, § 220-47-411, filed 
4/28/72.] 


AMENDATORY SECTION (Amending WSR 21-14-068, filed 7/2/21, effective 
8/2/21) 


WAC 220-354-180 Puget Sound salmon—Reef net open periods. (1) 
It is unlawful to take, fish for, or possess salmon taken with reef 
net gear for commercial purposes in Puget Sound, except in the follow- 
ing designated Puget Sound Salmon Management and Catch Reporting 
Areas, during the periods provided for in each respective area: 


AREA TIME DATE(S) 
7 5AM - 9PM Daily ((949—H6)) 9/18 - 11/5 
(2) It is unlawful at all times to retain unmarked Chinook salmon 
taken with reef net gear, and it is unlawful to retain chum salmon 
taken with reef net gear prior to October 1. 
(3) It is unlawful to retain marked Chinook after September 30. 
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All areas: 

AREA TIME DATE(S) 

12A: TAM - 7PM 8/22, 8/23, 8/24, 8/25, 8/26, 8/29, 
8/30, 8/31, 9/1, 9/2, ((9)) 9/5, 9/6, 
9/7, 9/8, 9/9, ((940)) 9/12, 9/13, 
9/14, 9/15, 9/16, (944) 9/19, 9/20, 
9/21, 9/22, 9/23, ((9/24)) 9/26, 9/27, 
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Hatchery Additional July and August dates 

Zone: (determined per agreement with 
tribal co-managers in-season if 
harvestable surplus of salmon 
increase). 
November (dates determined per 
agreement with tribal co-managers 
in-season if harvestable surplus of 
salmon remain). 

(2) It is unlawful to retain the following salmon species taken 
with beach seine gear within the following areas during the following 
periods: 

(a) Chinook salmon - At all times in Area 12A. 

(b) Chum salmon - In all areas prior to October 10. 

[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.045 [77.04.055], 
and 77.12.047. WSR 21-14-068 (Order 21-94), § 220-354-210, filed 
7/2/21, effective 8/2/21. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, and 77.12.047. WSR 20-14-050 (Order 20-98), § 
220-354-210, filed 6/25/20, effective 7/26/20. Statutory Authority: 
RCW 77.04.012, 77.04.020, 77.04.130, 77.12.045, and 77.12.047. WSR 
19-15-051 (Order 19-140), § 220-354-210, filed 7/12/19, effective 
8/12/19; WSR 18-14-013 (Order 18-131), § 220-354-210, filed 6/22/18, 
effective 7/23/18; WSR 17-17-100 (Order 17-205), amended and recodi- 
fied as § 220-354-210, filed 8/18/17, effective 9/18/17; WSR 
16-18-067, § 220-47-428, filed 9/2/16, effective 10/3/16; WSR 
15-17-034 (Order 15-254), § 220-47-428, filed 8/11/15, effective 
9/11/15; WSR 14-14-011 (Order 14-144), § 220-47-428, filed 6/19/14, 
effective 7/20/14. Statutory Authority: RCW 77.04.020, 77.12.045, and 
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WAC 220-354-250 Willapa Bay salmon fall fishery. 
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2N, 2M 
2N, 2M 
2N, 2M 
2N(G)) 


((2N)) 2M 

((2M)) 2T, 2U 
(CNM 2F 2U 
IN 2F 2U 

2N, 2M, 2R, 2T, 2U 


2N, 2M, 2R, 2T, 2U(G 
2R)) 


(2NF 
2N 2M 2U 


Time 

6:00 a.m. through 6:00 p.m. 
6:00 a.m. through 6:00 p.m. 
6:00 a.m. through 6:00 p.m. 


7:00 a.m. through 7:00 p.m. 
7:00 a.m. through 7:00 p.m. 
F:00am-throush 7:00pm 
F:00am-throush 7:00pm 
7:00 a.m. through 7:00 p.m. 
7:00 a.m. through 7:00 p.m. 


7-00-aamn-_threush 7-00-pa- 
7-00-aamn_threveh 7-00-pam- 
7-00-a-threugh 700p- 
7-00-aamnthreueh 7-00-pam- 
7-00-aamnthreveh 7-00-pam- 
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((98)) 9/7 

((9A8)) 9/12, 9/13, 9/15, 9/16, 9/17 


9/12, ((9444)) 9/13, 9/15, 9/16 

(O44) 9/16, 9/17 

9/16 

9448 

((9/24-9/24)) 9/19, 9/20, 9/21, 9/22, 9/23 


From August 
to fish for salmon 


((9/22)) 9/26, 9/27, 9/29, 9/30, 10/1 
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Maximum 
Area Time Date(s) Mesh Size 
2N, 2M, 2R, 2T, 2U 7:00 a.m. through 7:00 p.m. ((4645)) 10/3, 10/4, 10/5, 10/6, 10/7 6.5" 
2N, ((2M5)) 2R, 2T, 2U 7:00 a.m. through 7:00 p.m. (40/7)) 10/9, 10/10, 10/13, 10/15 6.5" 
(CNM 2R 2 FU 7:00-am-through 7-00-pmt- 4042 63" 
2N2F 2U 7-00-aamn-_threveh 7-00-pam- 4044 65" 
2N 2M PRP FU 7-00-a-mthreugh 700p +949 6-5")) 
2M 7:00 a.m. through 7:00 p.m. 10/9, 10/10 6.5" 
2N, 2T, 2U 7:00 a.m. through 7:00 p.m. 11/1, 11/2, 11/3, 11/4, 11/5 6.5" 
2N, 2M, 2T, 2U 7:00 a.m. through 7:00 p.m. ($) 11/7, 11/11 6.5" 
2N, 2M, 2T, 2U 7:00 a.m. through 7:00 p.m. ((H45)) 11/16 6.5" 


Gear: 


(2) Gillnet gear restrictions - All areas: 

(a) Drift gillnet gear only. It is unlawful to use set net gear. 

(b) It is permissible to have on-board a commercial vessel more 
than one net, provided the nets are of a mesh size that is legal for 
the fishery, and the length of any one net does not exceed one thou- 
sand five hundred feet in length. 

(c) It is unlawful to use a gillnet to fish for salmon if the 
lead line weighs more than two pounds per fathom of net as measured on 
the cork line. 

(d) It is permissible to have a gillnet with a lead line weighing 
more than two pounds per fathom aboard a vessel when the vessel is 
fishing in or transiting through Willapa Bay, provided the net is 
properly stored. A properly stored net is defined as a net on a drum 
that is fully covered by a tarp (canvas or plastic) and bound with a 
minimum of ten revolutions of rope that is 3/8 (0.375) inches or 


greater. 
(e) From 12:01 a.m. August ((20)) 26 through 11:59 p.m. November 
( (45,—202+)) 16, 2022: Mesh size must not exceed six and one-half in- 


ches stretched, except mesh size must not exceed four and one-quarter 
inches stretched in Area 2N on ere Dare: 26, September ( (37 
46,42, 4,16, end 4+8)) 2, 7 13, 15, 16, and 17, Area 2M on Au- 


gust ((27)) 26, September Ere 2,2 Te -124 T3; -115p and 16, and 
Areas 2T and 2U on September 16 and ( (4+8,—“6214)) 17, 2022. 
Other: 


(3) Recovery boxes and soak time limits described in this section 
are required from 12:01 a.m. August ((20)) 26 through 11:59 p.m. No- 
vember ( (457—222 )) 16, 2022: 

(a) Each boat must have two operable recovery boxes or one box 
with two chambers on board when fishing in Willapa Bay Areas 2M, 2N, 
2R, 2T, and 2U. 

(i) Each box and chamber must be operating during any time the 

net is being retrieved or picked. The flow in the recovery box must be 
a minimum of 16 gallons per minute in each chamber of the box, not to 
exceed 20 gallons per minute. 

(ii) Each chamber of the recovery box must meet the following di- 
mensions as measured from within the box: 

(A) The inside length measurement must be at or within 39-1/2 in- 
ches to 48 inches; 

(B) The inside width measurements must be at or within 8 to 10 
inches; and 
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filed 7/21/94, effective 8/21/94; WSR 93-14-042 (Order 93-54), $ 
220-40-027, filed 6/29/93, effective 7/30/93; WSR 90-18-023 (Order 
90-77), § 220-40-027, filed 8/24/90, effective 9/24/90; WSR 89-16-056 
(Order 89-71), § 220-40-027, filed 7/28/89, effective 8/28/89.] 


OTS-3765.1 


AMENDATORY SECTION (Amending WSR 21-14-069, filed 7/2/21, effective 
8/2/21) 


WAC 220-354-290 Grays Harbor salmon fall fishery. From August 
16 through December 31 of each year, it is unlawful to fish for salmon 
in Grays Harbor for commercial purposes or to possess salmon taken 
from those waters for commercial purposes, except that: 


Fishing periods: 


(1) Gillnet gear may be used to fish for Chinook, coho, and chum 
salmon, and shad as provided in this section and in the ( (+mes—and 
area identified in the)) chart below. 


Time: Areas: 
((#00-emthrevgh +00-pm Area2AandArea 2D 
October 25: 


7-00-e-mthreugh 00pm 
October 26: 
7-00-e-mthreugh 00pm 


6:00-amOctober 26.) 
12:01 p.m. through 7:00 p.m. Area 2A and Area 2D 


September 28; Maximum Mesh Size 
4.25" 


12:01 p.m. through 7:00 p.m. Maximum Mesh Size 
October 12; 4:25" 


7:00 a.m. through 7:00 p.m. 
October 19; 


7:00 a.m. through 7:00 p.m. 
October 20; 


7:00 a.m. through 7:00 p.m. 
October 24; 


7:00 a.m. through 7:00 p.m. 
October 25; 


7:00 a.m. through 7:00 p.m. 
October 26; 
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Time: Areas: 


7:00 a.m. through 7:00 p.m. 
November 1; 


AND 
7:00 a.m. through 7:00 p.m. 
November 2; 
AND 
0 a.m. October 17 through Area 2C 
0 p.m. October 18; 
ND 


7:00 a.m. through 7:00 p.m. 
October 27. 


Gear: 


(2) Gillnet gear restrictions - All areas: 

(a) It is permissible to have on board a commercial vessel more 
than one net, provided that the length of any one net does not exceed 
( (ene—thousand _—fivebhund‘ed)) 1,500 feet in length. Nets not specifi- 
cally authorized for use in this fishery may be aboard the vessel if 
properly stored. A properly stored net is defined as a net on a drum 


that is fully covered by a tarp (canvas or plastic) and bound with a 
minimum of ((#e"8)) 10 revolutions of rope that is 3/8 (0.375) inches 
in diameter or greater. 

(b) Areas 2A and 2D from ((Setebex—+)) September 28 through No- 
vember 30: Gillnet gear only. 


(i) Drift gillnet gear only. It is unlawful to use set net gear. 

(ii) It is unlawful to utilize any object, except the vessel de- 
ploying the gear, to impede a gillnet or its attached line or float 
from drifting. 

(iii) Mesh size must not exceed six and one-half inch maximum, 
except mesh size must not exceed four and one-quarter inches stretched 
in Areas 2A and 2D on September 28 and October 12, 2022. 

(iv) It is unlawful to use a gillnet to fish for salmon if the 
lead line weighs more than two pounds per fathom of net as measured on 
the cork line. It is permissible to have a gillnet with a lead line 


weighing more than two pounds per fathom aboard a vessel when the ves- 
sel is fishing in or transiting through Grays Harbor. 

(c) Area 2C from October 1 through November 30: Gillnet gear on- 
ly. 

(i) Drift gillnet gear only. It is unlawful to use set net gear. 


(ii) It is unlawful to utilize any object, except the vessel de- 
ploying the gear, to impede a gillnet or its attached line or float 
from drifting. 

(iii) Mesh size must not exceed nine inches. 

(iv) It is unlawful to use a gillnet to fish for salmon if the 
lead line weighs more than two pounds per fathom of net as measured on 
the cork line. It is permissible to have a gillnet with a lead line 
weighing more than two pounds per fathom aboard a vessel when the ves- 
sel is fishing in or transiting through Grays Harbor. 


Other: 


(3) Recovery boxes and soak times: 
(a) Each boat must have two operable recovery boxes or one box 
with two chambers on board when fishing Areas 2A, 2C, and 2D. 
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(i) Each box and chamber must be operating during any time the 
net is being retrieved or picked and any time a fish is being held in 
his subsection. The flow in the recov- 


accordance with (b) and (c) of t 


ery box must be a minimum of 16 gallons per minute in each chamber of 
the box, not to exceed 20 gallon 


mensions as measured from within the box: 


(11) Each chamber of the re 


(A) The inside length measu 


ches to 48 inches; 


inches; and 


inches. 


(B) The inside width measur 


(C) The inside height measu 


(iii) Each chamber of the r 


hole between 3/4 inch and 1 inch 
across the door or wall of the c 
of the chamber. Each chamber of 


e 


S 


s per minute. 


covery box must meet the following di- 


rement must be at 


ements must be at 


rement must be at 


ecovery box must include a wat 


or within 39-1/2 in- 


or within 8 


to 10 


or within 14 to 16 


ter inlet 


in diameter, centered horizontally 


outlet hole opposite the inflow 
ter. The center of the outlet h 
inches above the floor of the bo 


trate to department employees, 
cers, or other peace officers, u 


is delivering the proper volume 
each chamber. 

(b) When fishing in Grays Harbor Areas 2A and 2D, 
and wild (unmarked) Chinook must be placed in an operat 
in (a) of this subsec 


box which meets the requirements 
being released to the river/bay 


tion. 


placed in an opera 


(c) When fishing in Grays H 


hamber and 1-3/4 


that is at least 

ole must be locat 
x or chamber. The 
fish and wildlife 
pon request, that 
of fresh river or 


as set forth in ( 


inches from 


the recovery box must include 


1-1/2 inches 
ed a minimum 
fisher must 
enforcement 
the pumping 


the floor 


a water 
in diam- 
of 12 
demon- 
offi- 
system 


fresh bay water into 


all steelhead 
ting recovery 
tion prior to 


d) of this subsec- 


arbor Area 2C, all steelhead must be 


ting recovery box which meets th 


requirements in 


(a) of this subsection prior to being released to the river/bay as set 
forth in (d) of this subsection. 
(d) All fish placed in recovery boxes must remain until they are 


not lethargic and not bleeding and must be released to 


bay prior to landing or docking. 


(e) For Areas 2A and 2D, so 


Soak time is defined as the tim 


gillnet web is deployed into the wat 


the river or 


ak time must not exceed 45 minutes. 
n the first of the 


retrieved from the water. 


nook marked by a h 
is prohibited in Areas 2A and 2D from 


(4) Retention of any specie 


through November 30. 


(5) Retention of any specie 


shad, is prohibited in Area 2C f 


to WAC 220-352-320, reports must 
ing landing, unless otherwise specified in an electronic fish receiv- 
ing ticket reporting agreement ( 


lapsed from whe 


s other than coho 


s other than Chin 


be made by 10:00 


(7) Report all encounters o 


ing office via phone at 866-791- 
harborfishtickets@dfw.wa.gov. Fi 
use the "buyer only" portion of 
with each day's quick reporting. 
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, chum, hatchery Chi- 


ealed scar at the site of the adipose fin, 
( (Getebex—_t+)) September 
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28 


ook, chum, coho or 
rom October 1 through November 30. 


(6) Quick reporting is required for original receivers. According 


a.m. the day follow- 


35(3)). 

to the quick 
249-1229, or 
olesale fish 


report- 
email at 
buyers 


the fish ticket and include encounters 
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Do nor remove tags from white or green sturgeon. 
available information from tags without removing tags. 


formation to: 


Washington Department of Fish and Wildlife 
48 Devonshire Rd. 
Montesano, WA 98563. 


(9) ( 


a) Fishers must 


department staff when par 


(b) 


Fishers also mus 


contacting Quick Reportin 
must be given prior to 5: 


openings 
(10) 


in Areas 2A, 2C, 
It is unlawful 


gear in Areas 2A and 2D unless the vessel 
"Fish Friendly" best fishing practices workshop and has in his or h 


possession a department-i 
Those waters of Area 2D commonly known as the So 


(LL) 


ticipating in these openings. 


WSR 22-14-053 


or 2D. 


Please obtain 
Submit tag in- 


take department observers, if requested, by 


t provide notice of intent to participate by 
g by phone, fax or email. Notice of intent 


00 p.m. on ( (Getebex—+4+)) September 21, for 


to fish for salmon with tangle net or gillnet 


ssued certification card. 


uth Chann 


operator has attended a 


el, 


shoreward of a line projected from a point on the southwes 


t side of 


Hwy 105 bridge (46°53.925' 


N, 123°59.986'W) then northwest 


LO a 


poin 


t 


on an unnamed projection of land (46°54.060'N, 124°0.239'W) 


then 
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to Ch 


an- 
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Nor 


th Pi 


pe- 


line Beacon (46°57.329'N, 


123°50.957'W) and south easterly in a 


straight 


line through the 


South Pipeline Beacon (46°57.303 


'N, 


123°50.93 


2'W) to the sout 


h shore are closed from 12:01 a.m. 


September 


DS 2022; 


through. 11:59 pP- 


m., October 20, 2022. 


effective 
6/25/20, 


77.04.013, 
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effective 
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/16, effective 1 
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3; WSR 


filed 9/9/13, effective 10/10/1 
filed 5/18/12, effective 6/18/12; 


WSR 


§ 220-36-023, filed 6/22/11, effective 
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effective 
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9/4/09; WSR 08-15-003 (Order 08-166), S 220-36-023, filed 7/3/08, ef- 
fective 8/3/08. Statutory Authority: RCW 77.04.020, 77.12.047, and 
77.65.200. WSR 07-17-010, § 220-36-023, filed 8/3/07, effective 
9/3/07. Statutory Authority: RCW 77.12.047. WSR 05-17-006 (Order 
§ 220-36-023, filed 8/3/05, effective 9/3/05; WSR 04-16-013 
4-183), § 220-36-023, filed 7/22/04, effective 8/22/04; WSR 

4 (Order 03-208), § 220-36-023, filed 8/20/03, effective 
9/20/03; WSR 01-13-055 (Order 01-104), § 220=36-023;, filed. 6/15/01, 
e 7/16/01; WSR 00-23-065 (Order 00-240), § 220-36-023, filed 
, effective 12/16/00. Statutory Authority: RCW 75.08.080. WSR 
4 (Order 99-206), § 220-36-023, filed 11/30/99, effective 
Statutory Authority: RCW 75.08.080 and 77.12.040. WSR 
1 (Order 98-122), § 220-36-023, filed 7/15/98, effective 
8/15/98. Statutory Authority: RCW 75.08.080. WSR 97-15-148 (Order 
97-123), § 220-36-023, filed 7/23/97, effective 8/23/97; WSR 96-13-035 
(Order 96-77), § 220-36-023, filed 6/11/96, effective 7/12/96; WSR 
95-13-065 (Order 95-76), § 220-36-023, filed 6/19/95, effective 
7/20/95; WSR 94-13-014 (Order 94-46), § 220-36-023, filed 6/3/94, ef- 
fective 7/4/94; WSR 93-14-042 (Order 93-54), § 220-36-023, filed 
6/29/93, effective 7/30/93; WSR 90-18-023 (Order 90-77), § 220=36-023; 
filed 8/24/90, effective 9/24/90; WSR 89-16-056 (Order 89-71), § 
220-36-023, filed 7/28/89, effective 8/28/89. ] 
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[Order 22-114—Filed June 29, 


Effective Date of Rule: 
Purpose: 


reational sal 


2022-2023 sal 


Issue 22-14 


PERMANENT RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 


2022, 


8:10 a.m., effective July 30, 


2022] 


Thirty-one days after filing. 


The purpose of this rule ma 
mon fisheries statewid 


king is to regulate th 
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prehensive suite of rule-making packages 


broader North of Falcon process pursuant 
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's North of Falcon Policy C-3608 for 2019-2023. 
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220-313-060 Puget Sound salmon—Saltwater seasons and daily limits, 
and 220-313-070 Coastal salmon—Saltwater seasons and daily limits. 
Statutory Authority for Adoption: RCW 77.04.012, 77.04.020, 
77.04.055, and 77.12.047. 
Adopted under notice filed as WSR 22-11-085 on May 17, 2022. 
Changes Other than Editing from Proposed to Adopted Version: Fol- 
lowing are the changes made to the rules between CR-102 and CR-103: 
WAC 220-313-060 (3)(b), open dates should be July 1 through Au- 
gust 15. 


WAC 220-313-060 (3) (b)(ii), corrected daily limit to daily limit 
2 salmon; up to 1 may be a Chinook. 

WAC 220-313-060 (3) (b) (111), release chum, Chinook and wild coho. 

WAC 220-313-060 (3) (b) (iv), waters east of a true north-south 
line through the Number 2 Buoy immediately east of Ediz Hook: Release 


all Chinook. 
WAC 220-313-060 (3) (c), waters of Port Angeles Harbor west of a 
line from the tip of Ediz Hook to the ITT Rayonier Dock: Closed July 1 
through August 15. 
WAC 220-313-060 (3) (d), open dates should be August 16 through 
September 28. 
WAC 220-313-060 (3) (e), closed dates should be September 29 
through last day in February. 
WAC 220-313-060 (4) (b), open dates should be July 14 through July 


16. 
WAC 220-313-060 (4) (c), waters of Rosario Strait and Eastern 
Strait of Juan de Fuca closure area described in WAC 220-313-020 (7) 
ishing July 1 through September 30. 
60 


WAC 220-313-0 (4) (d), closed dates should be July 17 through 


WAC 220-313- 


060 (6) (c), clarify geographic description for fish- 
ery in southern po 
ay 


6 
rtion of Area 8-2. 

60 (7) (c), clarify that Foulweather to Olele Point 
es to entire duration of Chinook mark-selective 


WAC 220-313- 
closure area appli 
fishery. 

WAC 220-313-060 (8) (f) (i), daily limit of 2 salmon, up to 1 may 
be a Chinook. 

WAC 220-313-060 (8) (1) (v) (A), daily limit of 2 salmon, up to 1 
may be a Chinook. 

WAC 220-313-060 (8) (Jj) (vii), consolidating identical rules into 
time period with subsection (8) (j) (vi). 

WAC 220-313-060 (8) (3) (viii), daily limit of 2 salmon, up to 1 
may be a Chinook. 

WAC 220-313-060 (8) (k) (iii) (A), daily limit of 2 salmon, up to 1 
may be a Chinook. 

WAC 220-313-060 (8) (k) (vii) (1), correct dates for fly fishing on- 
ly rule. 

WAC 220-313-0 
days for Chinook m 


0 (9) (ob), restrict open days to Wednesdays - Satur- 
rk-selective fishery. 
WAC 220-313-060 
WAC 220-313-060 
tion of Area 11. 
WAC 220-313-06 10) (c) (v), correct last day in November. 
WAC 220-313-05 (10) (c) (vii), correct last day in November. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 


(9) (b) (11), release chum salmon. 
(9) (£), clarify rules for Commencement Bay por- 


— 
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Enacted State Statutes: 
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0. 
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Adopted at 
Repealed 
Adopted on 


e Request of a Nongovernmental 


e Agency's own Initiative: New 0, 
Adopted in Order to Clarify, Streamline, 
New 0, Amended 0, Repealed 0. 

Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 
Amended 0, Repealed 0. 


or 


27, 2022. 


Kelly Susewind 
Director 


filed 2/11/22, effective 


WAC 220-312-020 Freshwater exceptions to statewide rules—Coast. 


(1) Aberdeen Lake (Grays Harbor County): 


Open the fourth Saturday in 
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April through October 31. 

(2) Bear Creek (Clallam County) (Bogachiel River tributary): 

(a) It is unlawful to use anything other than one single-point 
barbless hook. 

(b) It is unlawful to use bait. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease wild rainbow trout. 

(3) Bear Creek (Clallam County) (Sol Duc River tributary): 

(a) It is unlawful to use anything other than one single-point 
barbless hook. 

(b) It is unlawful to use bait. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(4) Bear River (Pacific County): 

(a) Open the Saturday before Memorial Day through March 31. 

(b) From August 16 through November 30: Night closure. 

(c) From the mouth (Highway 101 Bridge) to Lime Quarry Road (ap- 
proximately 2 river miles): 

(i) August 16 through November 30: 

(ii) Barbless hooks required. 

(iii) Anti-snagging rule. 

(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

Salmon: Open September 1 through January 31: 

A) Daily limit 6; to 2 may be adults; of which 1 may be a 
wild coho. 

(B) Release wild Chinook. 

(d) From the Lime Quarry Road upstream to the Longview Fiber 
Bridge: 

(i) Selective gear rules. 
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(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(5) Beaver Creek (Clallam County) (Sol 


Duc River tributary): 


(a) From the mouth upstream to Beaver Falls: 
(b) It is unlawful to use anything other than one single-point 


barbless hook. 
(c) It is unlawful to use bait 


(d) Game fish: Statewide minimum length/daily limit, except: Re- 


lease cutthroat trout and wild rainbow trout 


(6) Beaver Lake (Clallam County): Selective gear rules. 
(7) Big River (Clallam County), outside of Olympic National Park: 
(a) Open the Saturday before Memorial Day through October 15, and 


January 1 through the last day of February. 
(b) Selective gear rules. 


(c) Game fish: Statewide minimum length/daily limit, except: Cut- 


throat trout and wild rainbow trout: Minimum length 14 inches. 


(8) Big River tributaries (Clallam County), outside of Olympic 


National Park: Open the Saturday before Memo 
TOs 

(9) Black River (Grays Harbor/Thurston 
to the bridge on 128th Ave. S.W.: 

(a) Anti-snagging rule. 

(bo) Night closure. 

(c) Barbless hooks required. 

(d) Game fish: Statewide minimum length 
throat trout and wild rainbow trout: Minimum 

(e) Salmon: 

(i) Open October 1 through ( (Beecembes) ) 

+++) ): 


(A) Daily limit 6; up to ((4)) 2 may be 


rial Day through October 


counties): From the mouth 


/daily limit, except: Cut- 
length 14 inches. 


October 31 ((+ 


((ae)) adults. 


(++++)) (B) Release adult Chinook ( (and-widd-ecehe)). 


Release Chinook and wild coho. 


ters. 


(11) Bogachiel River (Clallam County): 


(a) It is unlawful to fish from a floating device equipped with 


an internal combustion motor. 


(b) It is unlawful to use anything other than one single-point 


barbless hook. 


(c) From the mouth to Highway 101 Bridge: 


( 

(ii) Open November 1 through November 30: 
(A) Daily limit 6; up to 1 may be an adult. 
(B) Release Chinook. 

(iii) Open December 1 through December 31: 
(A) Daily limit 6; up to 1 may be an adult. 
(B) 

(10 


) Bogachiel Hatchery Pond, South (Clallam County): Closed wa- 


(i) Open the Saturday before Memorial Day through April 30. 
(ii) It is unlawful to use bait the Saturday before Memorial Day 
through August 31 and February 16 through April 30. 


(iii) Game fish: Statewide minimum lengt 
) Release wild rainbow trout 


th/daily limit, except: 


(A : 
(B) Cutthroat trout: Minimum length 14 inches. 
(C) November 1 through last day in February: Steelhead: Daily 


limit 3 hatchery steelhead; minimum length 20 inches. 


iv) Salmon: 
A) Open July 1 through ( (+ )) August 


31: 


( 
( 
(I) Daily limit 4; up to 2 ((adetdés)) may be ((rete+sed)) adults. 
(II) Release wild adult Chinook and wild adult coho. 
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(B) Open September ((+6)) 1 through ( (Nevembes 3C)) September 15: 


adult. 
II) Release wild adult 


I) Daily limit 3; up to 1 ((adetl®:)) may be ( (¥ete+Red)) an 


coho and sockeye. 


Open September 16 through December 


ESS 


II) Release sockeye. 


It is unlawful to use bait. 


L) 
Release wild rainbow trout. 
Cutthroat trout: Minimum length 14 
) Calawah River (Clallam County): 

(a) It is unlawful to fish from a float 
an internal combustion motor. 


(b) It is unlawful to use anything other than one single-point 


barbless hook. 


(c) From the mouth to the Highway 101 Bridge: 


) 
) Daily limit 3; up to 1 may be an adult. 


From Highway 101 Bridge to Olympic National Park boundary: 
Open the Saturday before Memorial Day through April 30. 


Game fish: Statewide minimum length/daily limit, except: 


inches. 


ing device equipped with 


(i) Open the Saturday before Memorial Day through April 30. 


(ii) It is unlawful to use bait the Sat 
through ( (Avgest— 3tencFebruesy 16 threugh) 

(iii) Game fish: Statewide minimum leng 

(A) Release wild rainbow trout. 

(B) Cutthroat trout: Minimum length 14 

(C) November 1 through the last day in 
limit 3 hatchery steelhead; minimum length 2 
iv) Salmon: 


Daily J] imit 4; up to 2 ( (asus )) m 


Daily limit 3; up to 1 ((a®==})) ma 


adult. 


urday before Memorial Day 
) April 30. 
th/daily limit, except: 


inches. 
February: Steelhead: Daily 
QO inches. 


ay be ( (¥etaimed)) adults. 


Open September ((4+6)) 1 through ( (Nevembex—39)) September 15: 


y be ((reteireg)) an 


II) Release wild adult coho and sockeye. 


Open September 16 through December 


T5s 


) 
) Daily limit 3; up to 1 may be an adult. 


II) Release sockeye. 

From the Highway 101 Bridge to the 

Open the Saturday before Memorial D 
It is unlawful to use bait. 

) Game fish: Statewide minimum leng 

Release wild rainbow trout. 

Cutthroat trout: Minimum length 14 


t is unlawful to use anything othe 


t is unlawful to use bait. 


Release wild rainbow trout. 
i) Cutthroat trout: Minimum length 14 


From the mouth to the Olympic Natio 


February. 
(c) It is unlawful to fish from a float 
an internal combustion motor. 


forks: 
ay through April 30. 


th/daily limit, except: 


inches. 


) Calawah River, North Fork (Clallam County): 


r than one single-point 


Game fish: Statewide minimum length/daily limit, except: 


inches. 


) Calawah River, South Fork (Clallam County): 


nal Park boundary: 


Open the Saturday before Memorial Day through the last day in 


ing device equipped with 
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It is unlawful 
hook. 
It is unlawful 
Game fish: Stat 
Release wild ra 


to use anything other than one single-point 


to use bait. 
ewide minimum length/daily limit, except: 
inbow trout. 


Cutthroat trou 


t: Minimum length 14 inches. 


Canyon River (Grays Harbor County): Closed waters. 


Cases Pond (Pa 


nior anglers, and angler 
harvester companion card only. 
Cedar Creek (Jefferson County), outside Olympic National 


(17) 
Park: 

(a) 
February. 

(b) 

(c) 


Open the Saturd 


Selective gear 
Game fish: Stat 


cific County): Open to juvenile anglers, se- 
s with a disability who possess a designated 


ay before Memorial Day through the last day in 


rules. 
ewide minimum length/daily limit, except: Cut- 


throat trout and wild rainbow trout: Minimum length 14 inches. 


nels, 


(18) 


(a) 


Chehalis River 


From the mouth 


4107 -beide¢ge)) Fuller Brid 
sloughs, 


(i) 


required. 


(ii) 


(iii) Game fish: St 


(Grays Harbor County), including all chan- 


sloughs, and interconnected waterways: 


(Highway 101 Bridge in Aberdeen) to ((Hohwey 
qe (Keys Road) including all channels, 


and interconnec 
August 1 throug 


Open the Satur 


ted waterways: 
h November 30: Single-point barbless hooks are 


day before Memorial Day through April 15: 
atewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


So 


(iv) Salmon: 

(A) Open August 1 through September ((28)) 15: 

(I) Daily limit 6. 

(II) Release adult salmon. 

(B) September ((24)) 16 through ( (Septembes—36)) October 31: 
( (Gtesed-) ) 

(I) Daily limit 6; up to 2 may be adults. 

(II) Release adult Chinook. 

(C) Open ( (Geteber)) November 1 through November 30: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook. 

(D) Open December 1 through December 31: 

(I) Daily J] imit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(b) From ( (Hiehway10+ Beidge)) Fuller Bridge (Keys Road) to 

uth Elma Bridge (Wakefield Road) including all channels, sloughs, 


and interconnected water 


1 


(i) 


through November 30. 


(ii) 


(iii) Game fish: St 


All species: Si 


Open the Satur 


ways: 
ngle-point barbless hooks are required August 


day before Memorial Day through April 15. 
atewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) 
(A) 


Salmon: 
Open August 1 t 


Daily limit 6. 


Release adult 


hrough September ( (23+ 


salmon. 
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(B) September 16 through September 30: Closed. 

(C) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Release adult Chinook. 

(D) Open November 1 through November 30: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook. 

(E) Open ((Qetebe*)) December 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(c) From South Elma Bridge (Wakefield Road) to the confluence of 
Black River: 

(i) All species August 16 through November 30: Single-point barb- 
less hooks are required. 

(ii) Open the Saturday before Memorial Day through April 15. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Salmon: 

(A) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Release adult Chinook. 

(B) Open ((Qetebe*r)) November 1 through ( (Pecembesr31-)) November 
30 

( (+44+)) (1) Daily limit 6; up to 1 may be an adult. 

( (+8+)) (TI) Release Chinook ( (aWédwite eehe)). 

(C) Open December 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(d) From the confluence of Black River to high bridge on Weyer- 
haeuser 1000 line (approximately 400 yards downstream from Roger 


ae 


Creek, south of Pe Ell): 

(i) Open the Saturday before Memorial Day through April 15. 

(ii) S ctive gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, excep 
Release cutthroat trout and wild rainbow trout. 

(iv) Salmon: ( (Qpern—Octebexr—_t through _pecember3t 

+B}+)) (A) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Release adult Chinook. 

(B) Open November 1 through November 30: 

(I) Daily J imit 6; up to 1 may be an adult. 

(II) Release Chinook. 

(C) Open December 1 through December 31: 

(I) Daily J imit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(e) From high bridge on Weyerhaeuser 1000 line (approximatel 
yards downstream from Roger Creek, south of Pe Ell) upstream incl 
all forks: 

(i) Open the Saturday before Memorial Day through April 15. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 


Release cutth 


(19) 


roat tro 


County Highway Bridge 


(a) 


Open 


the Sat 


U 


U 
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(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(20) Chimacum Creek (Jefferson County): 

(a) From the mouth to Ness's Corner Road: 

(i) Open the Saturday before Memorial Day through August 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(b) From Ness's Corner Road upstream: 

(i) Open the Saturday before Memorial Day through October 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(21) Clallam River (Clallam County): 

(a) Open the Saturday before Memorial Day through October 31: 

(i) Selective gear rules. 

(ii) Release all fish. 

(b) Open from November 1 through January 31: 

(i) Game fish: Statewide minimum length/daily limit, except: 

(ii) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(22) Clearwater River (Jefferson County): 

(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) It is unlawful to use anything other than one barbless hook. 

(c) From the mouth to Snahapish River: 

(i) Open the Saturday before Memorial Day through ( (September 30 


and Becembexr—_ + hrouge) ) 


Bal 


t is al 


) 
i) 
Rele 


Game fish: 


APPELL- IS, 


lowed September 1 
tatewide minimum length/daily limit, 


S 


through February 15. 
except: 


ase wild rainbow trout. 


Cutt 


Open 


Salmon: 


hroa 


crou 


Dail 


Septemb 


Open 
ctober 


r 1 through 


( (September) ) 


Minimum length 14 inches. 


November 30 ((+)) 2 


y limit 3; up to 1 may be an adult. 


31. 


Li) It 


is unlawful 


+¢}Retease—witd-eeke-) ) 
the Snahapish River upstream: 
the Saturday before Memorial Day through 


j t 
iii) 


Game fish: 


Sta 


( (September 


to use bait. 
tewide minimum length/daily limit, 


except: 


Release wild rainbow trout. 


Cu 


) 


throat trou 


tlet a 
(a) 
February. 


(b) Game 


(24) 
(a) 
(i) 
February. 
(ii) 


From 
Open 


fish: S 


throat trout and wild 
Copalis River (Grays Harbor County): 
th to Carlisle 
the Saturday before Memorial Day through last day in 


the mou 


tatewide minimum length/daily limit, 


Minimum length 
Cloquallum Creek (Grays Harbor County): 
t Stump Lake: 
Open the Saturday before Memorial 


14 inches. 
From 


the mouth to 


Day through the last day in 


except: Cut- 


rainbow trout: 


Minimum length 14 inches. 


Bridge: 


It is permissible to retain hatchery steelhead with a dorsal 


fin height of less than 2 1/8 inches or with an adipose or ventral fin 


ëlip: 
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(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) Salmon: 
(A) Open September 1 through October 31: 
(I) Daily limit 6; up to 2 may be adults. 
(II) Release adult Chinook. 
{B) 


+B} 
AL). 
((+6+)) (TI) Release Chinook. 
(b) From Carlisle Bridge upstream: 
(i) Open the Saturday before Memorial Day through the last day in 
February. 
(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(25) Crim Creek (Lewis County) (Chehalis River tributary): Closed 
waters. 

(26) Damon Lake (Grays Harbor County): Game fish: Statewide mini- 
mum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


Open ((Geteber)) November 1 through December 31 ( (+ 
yy 
Daily limit 6; up to 1 may be an adult. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(27) Deep Creek (Clallam County) (tributary to the straits): 

(a) Open December 1 through January 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(28) Dickey Lake (Clallam County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(29) Dickey River (Clallam County): 

(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) It is unlawful to use anything other than one single-point 
barbless hook. 

(c) From Olympic National Park boundary upstream to the conflu- 
ence of the East and West forks: 

(i) Open the Saturday before Memorial Day through ( (At; 3t-end 

)) April 30. 

(ii) It is unlawful to use bait the Saturday before Memorial Day 
through ( (d+ ;)) August 31 and February 16 through April 30. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Release wild rainbow trout. 

(B) Cutthroat trout: Minimum length 14 inches. 

(iv) Salmon: 
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July 1 through 


t 4; up 
ild a 
mber 


Sept 
ly limi 
lease w 


È -3y 
ild 
mber 


du] 
(( 
up 
adu 
16 


Sept 


+€) ) 
CO 


( (Faty) ) 


to 2 may be adul 
lt Chinook and wild adult coho. 
( (Nevembexr—3) ) 

1 may be an adult. 
lt coho and sockeye. 


1 through 
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eptember 15: 


ly limi 


Eo up 


tO 


through December 15: 
1 may be an adult. 


lease s 


ockeye. 


is unl 


awful 


Game fis 


h: Sta 


) Cutthroat 


Game fish: 
No limit a 


D 

O 

Game fish: 
throat O 
S 
O 


) Dail 


trou 


Sta 
ndn 


Rel 


lectiv 


gth. 


y limit 4 coho only. 
ease wild coho. 
) East Twin River (Clallam County): 


gear rules. 


(or 
(i 
(ii 
(ii 
(3 
(a 
(b 


) Release al 
(33) 


through March 31. 

(34) 
Open 
Selectiv 


1 fish. 


Elk Creek (Lewis County) 


Elk Lake (Clallam County): 
the Saturday before Memorial Day through October 15. 


gear rules. 


) Game fish: 


m length/daily limit 


glers and bow and 


uary 31. 
m length/daily limit 


the confluence of the East and West forks upstream 


=7 


From the 


E 


pen October 16 through November 30. 


(Chehalis River tributary): 
the Saturday before Memorial Day through September 30 and January 1 


Statewide minimum length/daily limit, 


) Trout: 
) Release k 
Elk River 
) From the m 
middle branch: 
(i) Open 
February. 
(ii) August 16 
are required. 
(iii) Game fis 
Cutthroat trout and 
(iv) Salmon: 
(A) Open Octob 
PE) ye 
(I) Dail 
((+4B})) 


the S 


y 


limit 


Daily limit 2; 


okanee. 


outh 


a 


h: 
wil 


er 1 


6; up 


through November 30: 


Statewi 
d rain 


throu 
to 


(II) Release adult 
Open November 1 through November 30: 


(Grays Harbor County): 
(Highway 105 Bridge) 


bow trout: 
gh 


((4)) 2 
lt Chinook 


minimum lengt 


Single-poin 


de minimum length/daily 
Minimum lengt 


( (Beeembes) ) 


2 may be 


h 14 inches. 


to the conflu 


t barb 


h 14 


( (an) ) 


Dal imi 


ly 


t 6; up 


to 1 may be an adult. 
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Statewide minimu 
ut and wild rainbow trout: 
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arrow fishing. 
mouth to the 


except: Cut- 
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Open 


except: 
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turday before Memorial Day through the last day in 


less hooks 


except: 
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(II) Release Chinook. 

(C) Open December 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(b) From confluence of the middle branch upstream: 

(i) Open the Saturday before Memorial Day through the last day in 
February. 

(ii) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(36) Elwha River and all tributaries (Clallam County): Closed wa- 
ters. 

(37) Failor Lake (Grays Harbor County): Open the fourth Saturday 
in April through September 15. 

(38) Fork Creek (Pacific County) (Willapa River tributary): 

(a) From Forks Creek Hatchery rack upstream 500 feet at fishing 
boundary sign: 

(i) Open only for anglers with lower extremity disabilities who 
must permanently use a medically prescribed assistive devic very 
time for mobility as defined in WAC 220-413-150 and possess a designa- 
ted harvester companion card. 

(ii) Night closure. 

(iii) From October 1 through November 30: 

(A) Single-point barbless hooks required. 

(B) Stationary gear restriction. 

(iv) Open the Saturday before Memorial Day through July 15 and 
October 1 through March 31. 

(v) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(vi) Salmon: Open October 1 through January 31: 

(A) Daily limit 6; up to 2 may be adults; of which 1 may be a 
wild coho. 

(B) Release wild Chinook ( (and—-witd-eeke)). 

(b) From the fishing boundary sign 500 feet above Forks Creek 
Hatchery rack upstream to the source: 
(i) Selective gear rules. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(39) Goodman Creek (Jefferson County), outside Olympic National 


Park: 
(a) Open the Saturday before Memorial Day through the last day in 
February. 
(b) Selective gear rules. 
(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 
(40) Gray Wolf River (Clallam County): 
(a) From the confluence with the Dungeness to the bridge at river 


mile 1.0: Closed waters. 
(b) From the bridge at river mile 1.0, upstream: 
(i) Selective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 


lease cutthroat trout and wild rainbow trout. 
(41) Hoh River (Jefferson County): 


(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(bo) It is unlawful to use anything other than one single-point 


barbless hook. 
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From the Olympic National Park boundary upstream to the DNR 


is unlawful 


and June 
(ii) 

I5 

(i 

(A) 

(B) 

(C) 


(iv) 


(A) Open September 16 through 
( (1etaeined)) 
Open December 1 through December 15: 


( (ad) ) 
(B) 


iii) 
Release wild rainbow trou 
Cutthroat trou 
November 1 through February 15: 
hatchery steelhead; minimum length 


through August 
Open June ] 


Game fish: S 


Salmon: 


may be 


Launch: 
to use bait from February 16 thro 


31. 


through Augu 


tatewide mi 


Minimum 


an adult. 


t 


20 inches. 


length 14 inches. 
Steelhead: Daily limit 3 


st 31 and September 16 


nimum length/daily limit, 


ugh April 15 


through April 


except: 


November 30: Daily limit 2; up to 1 


( (Retease—titdecke-) ) 


Daily limit 1 


coho only. 


(d) 


From 


Boat Launch: 
Open June 1 thro 


(1) 


the DNR Oxbow Campground Boat La 


ugh August 31 and Sept 


tember 16 


unch to Morgans Crossing 


through April 


LSx 

(ii) It is unlawful to use bait June 1 through October 15 and De- 
cember 1 through April 15. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Release wild rainbow trout. 

(B) Cutthroat trout: Minimum length 14 inches. 

(iv) Salmon: 

(A) Open October 16 through November 30: Daily limit 2; up to 
adult may be retained. ( (Retease—wd-eche-) ) 

(B) Open December 1 through December 15: Daily limit 1 coho only. 

(e) From Morgan's Crossing Boat Launch upstream to the Olympic 
National Park boundary below mouth of South Fork Hoh River: 

(i) Open June through August 31 and September 16 through April 
LSe 

(ii) It is unlawful to use bait. 

(iii) It is unlawful to fish from a floating device. 

(iv) Game fish: Statewide minimum length/daily limit, except: 

(A) Release wild rainbow trout. 

(B) Cutthroat trout: Minimum length 14 inches. 

(42) Hoh River, South Fork (Jefferson County), outside the Olym- 
pic National Park boundary: 

(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) Open June 1 through August 31 and September 16 through April 
IES 

(c) It is unlawful to use anything other than one single-point 
barbless hook. 

(d) It is unlawful to use bait. 

(e) Game fish: Statewide minimum length/daily limit, except: 

(i) Release wild rainbow trout. 

(ii) Cutthroat trout: Minimum length 14 inches. 

(43) Hoko River (Clallam County): 

(a) From the mouth to the upper Hoko Bridge: 

(i) From the hatchery ladder downstream 100 feet: Closed waters. 

(ii) Open the Saturday before Memorial Day through March 15. 

(iii) September 1 through October 31: Open to fly fishing only. 

(iv) Game fish: Statewide minimum length/daily limit, 


Cutthroat trou 
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(b) From the upper Hoko Bridge to Ellis Creek Bridge (river mile 
18s 5) 

(i) Open the Saturday before Memorial Day through March 31 to fly 
fishing only. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(44) Hoquiam River, including West Fork (Grays Harbor County): 

(a) From the mouth (Highway 101 Bridge on Simpson) to Dekay Road 
Bridge (West Fork): 

(i) August 16 through November 30: Single-point barbless hooks 
required. 

(ii) Open the Saturday before Memorial Day through the last day 
of February: 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Salmon: ( (OQpern—Octebexr—_t through _Bpecember s4 


+7A)}Bbatt—H 6p te tay be a ee HK 
+B}+)) (A) Open October 1 through October 31: 


(I) Daily limit 6; up to 2 may be adults. 

(II) Release adult Chinook. 

(B) Open November 1 through November 30: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook. 

(C) Open December 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(b) From Dekay Road Bridge upstream: 

(i) Open the Saturday before Memorial Day through the last day of 


February. 


(ii) Selective gear rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(45) Hoquiam River, East Fork (Grays Harbor County) : 

(a) From the mouth to the confluence of Berryman Creek: 

(i) August 16 through November 30: Single-point barbless hooks 
are required. 

(ii) Open the Saturday before Memorial Day through the last day 
of February. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) Salmon: ( (Open _Cetober t+ through pecember Ste 


a 


1 


(i) Peasy Hmi baup totmay Pe an eet 
+B}+)) (A) Open October 1 through October 31: 


(I) Daily limit 6; up to 2 may be adults. 
(II) Release adult Chinook. 

(B) Open November 1 through November 30: 
(I) Daily limit 6; up to 1 may be an adult. 
(II) Release Chinook. 

(C) Open December 1 through December 31: 
(I) Daily limit 6; up to 1 may be an adult. 


(II) Release Chinook and wild coho. 

(b) From the confluence of Berryman Creek upstream: 

(i) Open the Saturday before Memorial Day through the last day of 
February. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) Selective gear rules. 
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(46) Humptulips River (Grays Harbor County): 

(a) From the mouth (Jessie Slough) to the Highway 101 Bridge, in- 
cluding all channels, sloughs, and interconnected waterways: 

(i) August 16 through November 30: 

(A) Night closure. 

(B) Single-point barbless hooks are required. 

(ii) Open the Saturday before Memorial Day through March 31. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Salmon: 

(A) Open September 1 through September 30: 

(I) Daily limit 6; up to 2 may be adults, of which 1 may be a 
wild Chinook. 

(II) Release ( (wite Chincokand)) wild coho. 

(B) Open October 1 through October 31: 

(I) Daily limit 6; up to ((4)) 2 may be ((a@8)) adults, of which 1 
may be a Chinook. 

(II) Release wild Chinook and wild coho. 

(C) Open November 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(b) From the Highway 101 Bridge to the confluence of the East and 


West forks: 
(i) 


a floating device equipped with an in 
through November 30: 


(ii) 


August 16 
A) Night closure. 
B) Single-point barbless hooks are required. 


iii) 
iv) 

Open 
February: 


trout and wild rainbow trout: 
March 1 through March 31: 
glers may retain up to 2 hatchery steel 


March 1 
Game fish: 
the Saturday before Memorial 
limit, 


through 


March 31: 


From December 1 through March 31: 


It 


is unlawful 


Selectiv 


Statewide minimum length/dail 


y 


gear rule. 


to fish from 
ternal combustion motor. 


Day through the last day in 


(B) Open 
v) Salmon: 
A) Open 


Minimum 1 


head. 


September 1 through September 30: 


except: 
ength 14 inches. 


Release all fish, except: 


Cutthroat 


An- 


( 

( 

(I) Daily limit 6; up to 2 may be adults, of which 1 may be a 
wild Chinook. 

(II) Release ( (wité Ghisneccternd)) wild coho. 

(B) Open October 1 through October 31: 

(I) Daily limit 6; up to ((4)) 2 may be ((a8)) adults, of which 1 
may be a Chinook. 

(II) Release wild Chinook and wild coho. 

(C) Open November 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(47) Humptulips River, East Fork (Grays Harbor County): August 16 
through October 31: 

(a) Anti-snagging rule. 

(b) Night closure. 

(48) Humptulips River, West Fork (Grays Harbor County): From the 
mouth to Donkey Creek: 

(a) August 16 through November 30: 

(i) Anti-snagging rule. 

(ii) Night closure. 

(b) March through March 31: Selective gear rule. 
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(c) Game fish: 

(i) Open the Saturday before Memorial Day through the last day in 
February: Statewide minimum length/daily limit, except: Cutthroat 
trout and wild rainbow trout: Minimum length 14 inches. 

(ii) Open March 1 through March 31: Release all fish, except: An- 
glers may retain up to 2 hatchery steelhead. 

(49) Joe Creek (Grays Harbor County): From the mouth to Ocean 
Beach Road Bridge: 

(a) August 16 through November 30: Single-point barbless hooks 
are required. 

(b) Open the Saturday before Memorial Day through December 31. 

(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(d) Salmon: 


(i) ( (Open Cetebex + through Pecember Ste 


444+} Paty 6 Hp tet ay be an ae HE 
4>) ) Open September 1 through October 31: 
(A) Daily limit 6; up to 2 may be adults. 
(B) Release adult Chinook. 
(i 
(A 


Li) Open November 1 through December 31: 
) Daily limit 6; up to 1 may be an adult. 
(B) Release Chinook. 
(50) Johns River (Grays Harbor County): From the mouth (Highway 
105 Bridge) to Ballon Creek: 
(a) August 16 through November 30: Single-point barbless hooks 
are required. 
(b) Open the Saturday before Memorial Day through the last day in 
February. 
(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 


(d) Salmon: ( (OQpen—Ceteber—t+ through December 3st 


O Daile Jim 5 1 ; era 
H>) ) 

(i) Open October 1 through October 31: 

(A) Daily limit 6; up to 2 may be adults. 
(B) Release adult Chinook. 

(ii) Open November 1 through November 30: 
(A) Daily limit 6; up to 1 may be an adult. 
(B) Release Chinook 

(iii) Open December 1 through December 31: 
(A) Daily limit 6; up to 1 may be an adult. 
(B) Release Chinook and wild coho. 


Park: 

(a) Open the Saturday before Memorial Day through the last day in 
February: 

(b) Selective gear rules. 

(c) Game fish: State wide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(52) Lena Lake, Lower (Jefferson County): The inlet stream from 
the mouth upstream to the footbridge (about 100 feet): Closed waters. 

(53) Lincoln Pond (Clallam County): Open to juvenile anglers, se- 
nior anglers, and anglers with a disability who possess a designated 
harvester companion card only. 

(54) Little Hoko River (Clallam County): 

(a) Selective gear rules. 
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Statewide minimum length/daily limit, 


Open the fourth 


to falls near river mile 3: 
the Saturday before Memorial Day through January 31. 
Statewide minimum lengi 


Minimum length 


the Saturday before Memorial Day through 


m length 14 inches. 


imum length/daily limit, 


(b) Game fish: 
lease cutthroat trout and wild rainbow trout. 
(55) Loomis Lake (Pacific County): 
April through October 31. 
(56) Lyre River (Clallam County): 
(a) From the mouth 
(i) Open 
(ii) Game fish: 
Cutthroat trout and wild rainbow trout: 
(b) From the falls 
(i) Selective gear rules. 
(ii) Game fish: 
lease cutthroat trou 
(57) Matheny Creek (Jefferson County) 
outside the Olympic National Park: 
(a) Open 
30)) October 31. 
(o) It is unlawful to use bait 
(c) It is unlawful to use any 
(d) Game fish: Statewide min 
(1) Release wild rainbow trout 
(ii) Cutthroat trout: Minimu 
(58) McDonald Creek (Clallam County): 
(a) Selective gear rules. 
(b) Game fish: Statewide min 
lease cutthroat trout 


and wild rainbow trout 


59) Moclips River (Grays Harbor County): 
ian Reservation boundary. 


( 

(a) From the mouth to the Quinault Ind 

(b) Open the Saturday before Memorial Day through 
February. 

(c) Game fish: Statewide minimum length/daily limit, 
throat trout and wild rainbow trout: Minimum lengt 

(d) It is permissible to retain steelhead wit 
height of less than 2 1/8 inches or wit 
clip 

(e) Salmon: 

(i) Open ( (Setebex through- December Sit 

+>) ) September 1 through October 31: 

(A) Daily limit 6; up to 2 may be adults. 

(B) Release adult Chinook. 

(ii) Open November 1 through December 31: 

(A) Dail limit 6; up to 1 may be an adult. 

(B) Release Chinook. 

(60) Morse Creek (Clallam County): 
Dam: 

(a) Open from December 1 through January 31. 

(b) Game fish: Statewide minimum length/daily limit, 


throat trout 


tional Park 
(a) Ope 
February. 

Sel 


and wild 


upstream 
n 


ctiv 


(b) 


(c) Gam 


(62) 
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14 inches. 


to the Olympic National Park boundary: 


except: Re- 


(Queets River tributary), 


( (September 


thing other than one barbless hook. 
imum length/daily limit, 


except: 


except: Re- 


the last day in 


except: Cut- 


th 14 inches. 
th a dorsal fin 
th an adipose or ventral fin 


to Port Angeles 


except: Cut- 


length 14 inches. 
From outside Olympic Na- 
line Bridge: 


last day in 


except: Cut- 
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(a) From the Highway 101 Bridge to the South Fork: 

(i) August through November 15: 

(A) Night closure. 

(B) Anti-snagging rule. 

(C) Barbless hooks are required. 

(ii) Open the Saturday before Memorial Day through April 15. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Salmon: 

(A) Open August 1 through January 31((+)): 

(B) Daily limit 6; up to 2 ((adetés)) may be ( (*¥eteaimed)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (andewitdeeoke)). 

(b) From the confluence of the South Fork upstream to the Highway 
4 Bridge: 

(i) February 1 through April 15: Selective gear rules. 

(ii) August 1 through November 15: 

(A) Night closure. 

(B) Anti-snagging rule. 

(C) Barbless hooks are required. 

(D) Stationary gear restriction. 

(iii) Open the Saturday before Memorial Day through April 15. 

(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(v) Salmon: 

(A) Open August 1 through January 31((+)): 

(B) Daily limit 6; up to 2 ((adetées)) may be ( (¥eteaired)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (andwitdecoke)). 

(c) From the Highway 4 Bridge to 300 feet below the upstream en- 
trance of the Naselle Hatchery attraction channel: 

(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(ii) February 1 through April 15: Selective gear rules. 

(iii) August 16 through October 15: Bait or lure must be suspen- 
ded below a float. 

(iv) August 16 through November 15: 


) Night closure. 


(A 

(B) Anti-snagging rule. 

(C) Barbless hooks are required. 

(D) Stationary gear restrictions. 

(v) Open the Saturday before Memorial Day through July 31 and 
( (Aveuse)) October 16 through April 15. 

(vi) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(vii) Salmon: 

(A) Open October 16 through January 31((+)): 

(B) Daily limit 6; up to 2 ((adetées)) may be ( (¥eteired)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (andewiidecoke)). 

(d) From 300 feet below the upstream entrance of the Naselle 
Hatchery attraction channel to the upstream entrance of the Naselle 
Hatchery attraction channel: Closed waters. 

(e) From the upstream entrance of the Naselle Hatchery attraction 
channel to the full spanning concrete diversion structure at the Na- 
selle Hatchery: 

Certified on 7/13/2022 [ 141 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-054 


(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(ii) August 1 through October 15: Closed waters. 
iii) October 16 through November 15: 
A) Night closure. 
B) Anti-snagging rule. 
C) Barbless hooks are required. 
D) Stationary gear rules. 
1 
V 
V 


iv) February 1 through April 15: Selective gear rules. 
) Open the Saturday before Memorial Day through April 15. 
i) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(vii) Salmon: 

(A) Open October 16 through January 31((+)): 

(B) Daily limit 6; up to 2 ((adetts)) may be ( (¥eteised)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (andwitdeeke)). 

(f£) From the full spanning concrete diversion structure at the 
Naselle Hatchery to 400 feet downstream of the falls in Sec. 6 TION 
R8W: 


(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(ii) August 1 through November 15: 
A) Night closure. 
B) Anti-snagging rule. 
C) Barbless hooks are required. 
D) Stationary gear rules. 
iii) Open the Saturday before Memorial Day through April 15. 
iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(v) Salmon: 

(A) Open October 16 through January 31((+)): 

(B) Daily limit 6; up to 2 ((adetés)) may be ( (¥e#eimed)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (and—-witd eeke)). 

(g) From 400 feet downstream of the falls in Sec. 6, T10N, R8W to 
the falls in (Wahkiakum County): Closed waters. 

(h) From the falls in Sec. 6, TION, R8W to the Crown Mainline 
(Salme) Bridge: 

(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(ii) August 1 through November 15: 
(A) Night closure. 
(B) Anti-snagging rule. 
(C) Barbless hooks are required. 
( 
( 


D) Stationary gear rules. 
iii) Open the Saturday before Memorial Day through April 15. 
(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(v) Salmon: 
(A) Open October 16 through January 31((+)): 
(B) Daily limit 6; up to 2 ((adetés)) may be ( (¥eteimed)) adults, 
of which 1 may be a wild coho. 
(C) Release wild Chinook ( (and—-witd-eeke)). 
(i) From the Crown Mainline (Salme) Bridge to the mouth of the 
North Fork: 
(i) February 1 through April 15; selective gear rules. 


<~ 
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(ii) Open the Saturday before Memorial Day through April 15. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) August 16 through November 30: 
(A) Night closure. 
(B) Anti-snagging rule. 
(J) Upstream from the mouth of the North Fork. 
(i) Selective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(63) Naselle River, South (Pacific County): 
(a) From the mouth to Bean Creek: Open the Saturday before Memo- 
rial Day through the last day in February. 
(b) The Saturday before Memorial Day through August 15: Selective 
gear rules. 
(c) August 16 through November 30: Anti-snagging rule and night 
closure. 
(d) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 
(64) Nemah River, Middle (Pacific County): 
(a) From the mouth upstream to the department of natural resour- 
ces decommissioned bridge on the Middle Nemah A-Line Road: 
(i) Open the Saturday before Memorial Day through March 31. 
(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iii) August 1 through November 30: 
A) Night closure. 
B) Single-point barbless hooks are required. 
iv) Salmon: 
A) Open September 1 through ( (Septembex30-)) January 31: 
B) Daily limit 6; up to 2 ((adetés)) may be ( (¥eteimed)) adults. 
C 
b 


) Release wild Chinook and wild coho. 

) From the department of natural resources decommissioned 

bridge on the Middle Nemah A-Line Road upstream: 
(i) Open the Saturday before Memorial Day through March 31: 
(ii) Selective gear rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 

Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) August 16 through November 30: Night closure. 
(65) Nemah River, North (Pacific County): 
(a) From Highway 101 Bridge upstream to the bridge on Nemah Val- 

ley Road: 
(i) Open the Saturday before Memorial Day through March 31. 
(ii) Game fish: Statewide minimum length/daily limit, except: 

Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iii) August 1 through November 30: 
(A) Night closure. 
(B) Stat ionary gear restriction. 

(C) Single-point barbless hooks are required. 

( 

( 


iv) Salmon: 

A) Open August 1 through ( (September 30-)) January 31: 

(B) Daily limit 6; up to 2 ((adetdés)) may be ( (¥e#eimed)) adults, 
of which 1 may be a wild coho. 

(C) Release wild Chinook ( (and—-witd-eceke)). 

(b) From the bridge on Nemah Valley Road upstream to approximate- 


ly 1.66 miles to the Hancock property line: 
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(i) Open the Saturday before Memorial Day through July 31 and No- 
vember 16 through March 31. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) August 16 through November 30: 

(A) Anti-snagging rule. 

(B) Night closure. 

(iv) From December 1 through March 31: Selective gear rules. 

(c) From the Hancock property line upstream to the temporary weir 
(approximately 210 feet above the Nemah Hatchery Bridge): 

(i) Open only for salmon for anglers that possess a senior's li- 
cense from August 1 through September 15: 

(A) Salmon: Daily limit 6; up to 2 ((adts)) may be ( (¥eteiRed) ) 
adults, of which 1 may be a wild coho. 

(B) Release wild Chinook ( (amné-wiid¢eke)). 

(ii) Open the Saturday before Memorial Day through July 31 and 


November 16 through March 
Game fish: 


(iii) 


Cutthroat trout and wild 


Si. 


Statewide minimum length/daily limit, 


rainbow trout: 


except: 
Minimum length 14 inches. 


(iv) August 16 through November 30: 

(A) Anti-snagging rule. 

(B) Night closure. 

(v) December 1 through March 31: Selective gear rules. 

(d) From the temporary weir (approximately 210 feet above the 
Nemah Hatchery Bridge) upstream to the Nemah Hatchery Dam: Closed wa- 
ters. 

(e) From the Nemah Hatchery Dam upstream to N-700 Road 
(46°28.58N, 123° 48.54W): 

(i) Open the Saturday before Memorial Day through March 31. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) August 16 through November 30: 

(A) Night closure. 

(B) Anti-snagging rule. 

(iv) December 1 through March 31: Selective gear rules. 

(v) Salmon: Open October 1 through January 31: 

(A) Daily limit 6; up to 2 may be adults, of which 1 may be a 
wild coho. 

(B) Release wild Chinook. 

(£) From the N-700 Road (46°28.58N, 123°48.54W) to Cruiser Creek: 

(i) Open the Saturday before Memorial Day through March 31. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) August 16 through November 30: 

(A) Night closure. 

(B) Anti-snagging rule. 

(iv) December 1 through March 31: Selective gear rules. 

(66) Nemah River, South (Pacific County): 

(a) September 1 through November 30: 

(i) Night closure. 

(ii) Single-point barbless hooks are required. 

(b) Open the Saturday before Memorial Day through March 31: 

(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(d) Salmon: 

(i) Open September 1 through ( (September -39)) January 31. 
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(iii) Release wild Chinook and wild coho. 

(67) Newaukum River, including South Fork (Lewis County): 

(a) From the mouth to Leonard Road near Onalaska: 

(i) Open the Saturday before Memorial Day through March 31: 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) August 16 through November 30: 

(A) Night closure. 

(B) Single-point barbless hooks are required. 

(iv) Salmon: 


(A) Open October 16 through ( (Becembes)) October 31 ( (+ 

+A}+) ) i 

(I) Daily limit 6; up to ((+)) 2 may be ((a®)) adults. 

( (+B+)) (TI) Release adult Chinook ( (and-wiid eke) ) 

(B) Open November 1 through November 30: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook. 

(C) Open December 1 through December 31: 

(I) Daily limit 6; up to 1 may be an adult. 

(II) Release Chinook and wild coho. 

(b) From Leonard Road near Onalaska to Highway 508 Bridge near 
Kearny Creek 

(i) Open the Saturday before Memorial Day through March 31: 

(ii) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) August 16 through November 30: 

(A) Night closure. 

(B) Single-point barbless hooks are required. 

(68) Newaukum River, Middle Fork (Lewis County), from the mouth 
to Tauscher Road Bridge: 

(a) Open the Saturday before Memorial Day through March 31. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(69) Newaukum River, North Fork (Lewis County), from the mouth to 
400 feet below the Chehalis city water intake: 

(a) Open the Saturday before Memorial Day through March 31. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 
(70) Niawiakum River (Pacific County): From Highway 101 Bridge to 
the South Bend/Palix Road Bridge: 

(a) August 16 through November 30: 

i) Night closure. 
ii) Single-point barbless hooks are required. 
t 


b) Open the Saturday before Memorial Day through November 30. 
71) North River (Grays Harbor/Pacific counties): 
a) From the Highway 105 Bridge to Fall River: 

1) August 16 through November 30: 

A) Night closure. 
B) 
C) 
11 


Single-point barbless hooks are required. 
Anti-snagging rule. 
i) Open the Saturday before Memorial Day through the last day 
in February. 
(iii) Game fish: Statewide minimum length/daily limit, except: 

Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) Salmon: Open October 1 through January 31: 


Certified on 7/13/2022 [ 145 ] WSR Issue 22-14 - Permanent 


(A) 


Washington State Register, 


Daily limit 6; 


up to 2 may be adults, 


Issue 22- 


E 


OL 


14 


WSR 22-14-054 


which 1 may be a 


wild coho. 


(B) 


Release wild Chinook. 


(b) 
(i) 


(ii) 


From Fall River upstream to Raimie Cree 


S 


in February. 


(iii) 


ctiv 


Game fish: 


Cu 


Stat 
tthroat trout and wild 
(72) 


River (Clallam County): 
Saturday before Memorial Day through October 15. 


(73) 

(a) From the Highway 
(i) August 16 through 
(A) Night closure. 

(B) Single-point barb] 
(ii) 

(iii) Game fish: 


(iv) 


Sal 


Statewide minimum leng 
Cutthroat trout and wild rainbow trout: 


gear rules. 
Open the Saturday before Memorial Day 


tewide minimum lengt 


101 Bridge 
November 30: 


less hooks 
Open the Saturday before Memorial Day through March 31. 
th/daily limit, 


rainbow trout: 
Ozette Lake tributaries and their tributaries except Big 
Outside of Olympic National 


to the 


are req 


mon: 


k: 


uired. 


th/dail 


ly limit, 


through the last day 


except: 
Minimum length 14 inches. 


Park. Open the 


Open September 1 through January 31: 


(A) 


Dail 


y limit 


6; 


up to 2 may be adults. 


(B) 


Release 


wild Chinook and wild coho 


(b) 
forks, 
(i) 
(A) 
(B) 


(ii) 


From 


Augus 
Anti-sn 
Night clos 
The Satu 
cember 16 through 
(iii) 

and December 16 
(iv) 


Open 


th 


16 
agg 


ur 


th 
th 


e S 


Game fish: 


Cutthroat trout an 
Peabody 
lers, 


(74) 
senior ang] 


an 


Cs 


March 31: 


S 


e. 


e confluence with the Midd] 
including South Fork Palix and Canon rivers: 
through October 15: 
ing rul 


Selectiv 


harvester companion card only. 


trout: 


County): 
a disabilit 


rday before Memorial Day through August 15, 
gear rules. 
aturday before Memorial Day through October 15, 
rough March 31. 

tatewide minimum lengt 
d wild rainbow 
Creek (Clallam 
d anglers with 


th/daily limit, 


Palix River, including all forks (Pacific County): 
mouth of the Middle Fork: 


except: 
Minimum length 14 inches. 


le Fork upstream and all 


and De- 


except: 
Minimum length 14 inches. 


Open to juvenile anglers, 
ty who possess a designated 


(75) Pleasant Lake (Clallam County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Kokanee: Daily limit 5; minimum length 8 inches, maximum 
length 18 inches. 

(b) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(c) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(d) Channel catfish: Daily limit 10; no size restriction. 

(e) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(76) Pysht River (Clallam County): 

(a) Open the Saturday before Memorial Day through January 31. 

(b) Selective gear rules. 

(c) The Saturday before Memorial Day through October 31. 

(i) Game fish: Statewide minimum length/daily limit, except: 

(ii) Release cutthroat trout and wild rainbow trout. 

(d) November 1 through January 31: 

(i) Game fish: Statewide minimum length/daily limit, except: 
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(ii) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(77) Quigg Lake (Grays Harbor County): 

(a) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(b) Salmon: 

(i) Open October 1 through January 31. 

(ii) Daily limit 6 hatchery coho salmon; up to 4 may be adult 
hatchery coho. 

(78) Quillayute River (Clallam County), outside of Olympic Na- 
tional Park: 

(a) Open year-round, except ( (etesed Avetsttthrovsh September 
ee) ) eae eee and Toe eceye ( (September—t+¢)) August 29 


Oc- 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) It is unlawful to use anything other than one single-point 
barbless hook. 

(i) Game fish: Statewide minimum length/daily limit, except: 

(A) Release wild rainbow trout. 

(B) Cutthroat trout: Minimum length 14 inches. 

(ii) November 1 through the last day in February: Steelhead: Dai- 
ly limit 3 hatchery steelhead; minimum length 20 inches. 


(d) Salmon: 
(i) Open February 1 through ((#t¥)) August 31: 

(A) Daily limit 4; up to 2 adults may be retained. 

(B) Release sockeye, wild adult Chinook and wild adult coho. 
(ii) Open September ((4+6)) 1 through ( (Nevembex39)) September 


to 

(A) Daily limit 6; up to 3 ((adetes)) may be ( (¥eteimed)) adults, 
of which only 1 may be a wild Chinook. 

(B) Release sockeye and wild adult coho. 

(iii) Open September 16 through December 15: 

(A) Daily limit 6; up to 3 may be adults, of which only 1 may be 
a wild Chinook and only 1 may be a wild coho. 

(B) Release sockeye. 

(79) Quinault River (Grays Harbor County): From the mouth at the 
upper end of Quinault Lake upstream to the Olympic National Park boun- 
dary: 


(a) Open the Saturday before Memorial Day through April 15. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) It is unlawful to use anything other than one barbless hook. 

(d) It is unlawful to use bait the Saturday before Memorial Day 
through September 30 and February 16 through April 15. 

(e) Game fish: Statewide minimum length/daily limit, except: 


(i) Release wild rainbow trout. 

(ii) Cutthroat trout: Minimum length 14 inches. 

(£) It is permissible to retain steelhead with a dorsal fin 
height of less than 2 1/8 inches or with an adipose or ventral fin 
clip. 

(g) Salmon: 

(i) Open July 1 through September 30: Daily limit 6 jack salmon 
only. 

(ii) Open October 1 through November 30: 

(A) Daily limit 6; only 2 adults may be retained. 
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ry): From the mouth upstream: Closed waters. 


(81) Salmon Creek (Pacific County) 
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(Dosewallips River tributa- 


(tributary of Naselle River): 


(a) Open the Saturday before Memorial Day through the last day in 


February. 
(b) Select 


ive gear rules. 


(c) Game fish: 
throat trout and wild rainbow trout: 


Statewide minimum length/daily limit, except: Cut- 
Minimum length 14 inches. 


(82) Salmon River (Jefferson County), outside Olympic National 
Park and the Quinault Indian Reservation: 


(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) It is unlawful to use anything other than one barbless hook. 

(c) It is unlawful to use bait the Saturday before Memorial Day 
through August 31. 

(d) Open the Saturday before Memorial Day through September 30 


and December 1 
(e) Game f 


(i) Release wild rainbow 


through the last 


ish: Statewide mi 


(ii) Cutth 


permissible to 
2 1/8 inches or 


(iv) December 1 


ly limit 3 hatc 


(£) Salmon: 


(i) Open S 


roat trout: 
(iii) Saturday before Memorial Day through September 30: It is 
retain steelhead with a dorsal fin height of less than 


with an adipose or ven 
through the last 


hery steel 


ptember 1 
limit 6; 


(ii) Daily 


day in February. 


nimum length 


trout. 
Minimum length 14 


/daily limit, except: 


inches. 


tral fin clip. 
t day in February: Steelhead: Dai- 


head; minimum length 20 inches. 


through 
up to 


(42) ) 


ef the—adutt:s—_maybe—a _Chineek) ). 


(iii) Release wild coho. 


(83) Salt Creek (Clallam County): 


Highway 112: 


Select 
Open t 
Game f 
i) Relea 


Single 


ive gear rules. 


the Sat 


( (September) ) 
1 may be an adult ( (s—enec-eant;t 


November 30: 


From the mouth to the bridge on 


urday before Memorial Day through January 31: 


ish: Statewide minimum length/daily limit, except: 


se cutthroat trout and wild rainbow trout 
) Satsop River and East Fork (Grays Harbor County) : 


closure. 


16 through November 30: 


-point barbless hooks are required. 


i) Open 
Game f 


the Saturday before Memorial Day through March 31: 


ish: Statewide minimum lengt 


Cutthr 


(iii) Salm 


oat trout and wild rainbow 


) 
) 
) 
1l 
4 
) From the mouth to the bridge at Schafer State Park: 
) 
) 
) 
1 
) 
) 


h/daily limit, except: 
trout: 


Minimum length 14 in- 


on: ( (Open—detebex_t through December 31, 


7 


Open October 1 th 


rough October 31: 


imit 6; u 


p 


to 2 


I) Daily 
II) Relea 


se adult Chinook. 


Open N 


ovember 1 


through 


November 


30: 


imit 6; u 


p 


CO 


1 may be an 


adult. 


may be adults. 


) 
) Daily J 
II) Relea 


se Chinook. 


C) Open D 
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through 


December 


31: 


) Daily J 


imit 6; u 
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TO 


may be an 


adult. 
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(b) From the bridge at Schafer State Park upstream to 400 feet 
below Bingham Creek Hatchery barrier dam: 

(i) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(ii) August 16 through October 31: 

(A) Night closure. 

(B) Single-point barbless hooks are required. 

(c) From 400 feet downstream of the Bingham Creek Hatchery barri- 
er dam upstream to the dam: 

(i) Open within posted markers to anglers with disabilities who 
permanently use a wheelchair and possess a designated harvester com- 
panion card. 

(ii) Night closure. 

(iii) August 16 through November 30: Single-point barbless hooks 
are required. 
(iv) Open the Saturday before Memorial Day through March 31: 

(A) Game fish: Statewide minimum length/daily limit, except: 

(B) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(v) Salmon: ( (OQpen—Ceteber—t+ through December 3st 


+7A)}—Bbat H+ E S te tay be a eK 
+B}+)) (A) Open October 1 through October 31: 


(I) Daily limit 6; up to 2 may be adults. 
(II) Release adult Chinook. 

(B) Open November 1 through November 30: 
(I) Daily limit 6; up to 1 may be an adult. 
(II) Release Chinook. 

(C) Open December 1 through December 31: 
(I) Daily limit 6; up to 1 may be an adult. 
(II) Release Chinook and wild coho. 


(85) Satsop River, Middle Fork (Turnow Branch) (Grays Harbor 


(a) August 16 through November 30: 
(i) Anti-snagging rule. 
(ii) Night closure. 

(b) Open the Saturday before Memorial Day through the last day in 
February: 
(i) Game fish: Statewide minimum length/daily limit, except: 

(ii) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(86) Satsop River, West Fork (Grays Harbor County): 

(a) August 16 through November 30: 

(i) Anti-snagging rule. 

(ii) Night closure. 

(b) Open the Saturday before Memorial Day through the last day in 
February: 

(i) Game fish: Statewide minimum length/daily limit, except: 

(ii) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(87) Sekiu River (Clallam County): From mouth to forks: 

(a) Open the Saturday before Memorial Day through January 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(88) Siebert Creek (Clallam County): 

(a) Selective gear rules. 
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(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(89) Sitkum River (Clallam County) (Calawah River tributary): 

(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) It is unlawful to use anything other than one single-point 
barbless hook. 

(c) It is unlawful to use bait. 

(d) Game fish: Statewide minimum length/daily limit, except: 

(i) Release wild rainbow trout. 

(ii) Cutthroat trout: Minimum length 14 inches. 


(90) Skookumchuck River (Thurston County): From the mouth to 100 
feet below the outlet of the TransAlta/WDFW steelhead rearing pond lo- 
cated at the base of the Skookumchuck Dam: 

a) August 16 through November 30: 
i) Night closure. 
ii) Single-point barbless hooks are required. 


; 
b) Open the Saturday before Memorial Day through April 30: 
i) Game fish: Statewide minimum length/daily limit, except: 
ii) Cutthroat trout and wild rainbow trout: Minimum length 14 


c) Salmon: ( (Open Ccteber_ji¢6—threovugh_ Peeember 31 


++)}—Bat H+ E S te tay be a eK 
+++}+)) (1) Open October 16 through October 31: 
) Daily limit 6; up to 2 may be adults. 

) Release adult Chinook. 
i) Open November 1 through November 30: 
Daily limit 6; up to 1 may be an adult. 


i) Open December 1 through December 31: 
Daily limit 6; up to 1 may be an adult. 
(B) Release Chinook and wild coho. 
1) Smith Creek (near North River) (Pacific County): 
) From the mouth to the Highway 101 Bridge: 

) August 16 through November 30: 
) 
) 
1l 


Night closure. 
Single-point barbless hooks are required. 

i) Open the Saturday before Memorial Day through the last day 
in February. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Salmon: Open October 1 through December 31: 

(A) Daily limit 6; up to 2 may be adults, of which 1 may be a 
wild coho. 

(B) Release wild Chinook. 

(b) From the Highway 101 Bridge upstream: 

(i) Selective gear rules. 

(ii) Open the Saturday before Memorial Day through the last day 
in February. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(iv) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(92) Snahapish River (Jefferson County) (Clearwater River tribu- 
tary): 

(a) Open the Saturday before Memorial Day through ( (September 
30)) October 31. 
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(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) It is unlawful to use anything other than one barbless hook. 

d) It is unlawful to use bait. 


( 

(e) Game fish: Statewide minimum length/daily limit, except: 
(1) Release wild rainbow trout. 
( 
( 


ii) Cutthroat trout: Minimum length 14 inches. 
93) Snow Creek and all tributaries (Jefferson County): Closed 


(94) Sol Duc River (Clallam County): 


(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(b) It is unlawful to use anything other than one single-point 


barbless hook. 
(c) From the mouth to the concrete pump station at the Sol Duc 
Hatchery: 
(i) It is unlawful to use bait July 16 through ((d#4¥)) August 31 
and February 16 through April 30. 
(ii) Game fish: Open year-round ( (+ 
September +5)): Statewide minimum length/daily limit, except: Release 
cutthroat trout and wild rainbow trout. 
(iii) Salmon: 
(A) Open February 1 through ((##ty¥)) August 31: 
(I) Daily imit 4; up to 2 adults may be retained. 
(II) Release sockeye, wild adult Chinook and wild adult coho. 
( 
( 


B) Op n Sept mber ((+6)) 1 through ( (Nevembe+—30)) September 15: 
I) Daily limit 6; up to 3 ((aet¢s)) may be ( (¥etei+*ed)) adults, 
of which only 1 may be a wild Chinook. 
(II) Release sockeye and wild adult coho. 
(C) Open September 16 through December 15: 
(I) Daily limit 6; up to 3 may be adults, of which only 1 may be 
a wild Chinook and only 1 may be a wild coho. 
(II) Release sockeye. 

(d) From the concrete pump station at Sol Duc Hatchery to the 
Highway 101 Bridge upstream of Klahowya Campground: 

(i) Open the Saturday before Memorial Day ( (4hreugh— dot; 3tend 
September—+¢6)) through April 30. 

(ii) It is unlawful to use bait. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(e) From the Highway 101 Bridge upstream of Klahowya Campground 
to the Olympic National Park boundary: 

(i) Open the Saturday before Memorial Day ( (4hreugh— dot; 3tend 
Septembesr—1+¢)) through October 31. 

(ii) It is unlawful to use bait. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(95) Sol Duc River tributaries unless otherwise listed (Clallam 
County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(96) Solleks River (Jefferson County) (Clearwater River tributa- 


ry): 


(a) Open the Saturday before Memorial Day through ( (September 
34)) October 31. 
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(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(c) It is unlawful to use anything other than one barbless hook. 
d) It is unlawful to use bait 
1 


( om 
(e) Game fish: Statewide minimum length/daily limit, except: 
(i) Release wild rainbow trout 
( 
( 


ii) Cutthroat trout: Minimum length 14 inches. 

97) Sooes River (Tsoo-Yess River) (Clallam County), outside of 
Makah Indian Reservation: Open the Saturday before Memorial Day 
through the last day in February. 

(98) Soules Pond (Pacific County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(99) South Bend Mill Pond (Pacific County): Open to juvenile an- 

glers, senior anglers, and anglers with a disability who possess a 
designated harvester companion card only. 
100) Stevens Creek (Grays Harbor County): From the mouth to the 
Highway 101 Bridge: 
(a) From the WDFW hatchery outlet downstream to the cable cross- 
ing: Closed waters. 

(b) Open the Saturday before Memorial Day through September 30 
and December 1 through the last day in February. 

(c) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(101) Sutherland Lake (Clallam County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Game fish: Statewide minimum length/daily limit, except: Ko- 
kanee: Daily limit 5; minimum length 8 inches and maximum length 18 
inches. 
(102) Thrash Creek (Pacific/Lewis County): Closed waters. 
(103) Thunder Creek (Clallam County) (Tributary to East Fork 
Dickey River): 


~ 


(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(bo) It is unlawful to use anything other than one single-point 
barbless hook. 

(c) It is unlawful to use bait. 

(d) Game fish: Statewide minimum length/daily limit, except: 

(i) Release wild rainbow trout. 

(ii) Cutthroat trout: Minimum length 14 inches. 


(e) From mouth to D2400 Road: Open the Saturday before Memorial 
Day through April 30. 
(£) From D2400 Road upstream: Open the Saturday before Memorial 
Day through October 31. 
(104) Thunder Lake (Clallam County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 
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th; only 1 
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Open to juvenile anglers, 


and anglers with a disability who possess a designated 
harvester companion card only. 
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Open October 1 th 


senior angl 
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the mouth 
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2 
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1 may be an 
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) 
) Daily J 
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C) Open December 1 through 
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) Daily J 


imi 


t 6; up to 


may be an 


adult. 


(II) Rel 


) Select 


iv 


ease Chinook and wi 
108) West Twin River (Clallam County): 


Rel 


gear rules. 


ease all fish. 


ld coho. 


( 
(a 
(b) 
( 
(a) 


access site at 


(i) 
(A) 
(B) 


From 


August 
Night cl 


the mouth 


109) Willapa River (Pacific County): 
(city of South Bend boat launch) 
the mouth of Ward/Wilson creeks: 
through November 30: 
osure. 


Single-point barbless hooks are required. 


(ii) 


(iii) 


Open December 1 through January 31. 
Statewide minimum leng 


Game fish: 


Cutthroat trout and wild rainbow trout: 


th/daily limit, 
Minimum length 14 inches. 


(106) Vance Creek/Elma Ponds (Grays Harbor County), Pond One 
Lake) and Pond Two (Lake Ines): 
juvenile anglers, 
possess 


Pond One/Bowers Lake is open 
and anglers with a disability who 
a designated harvester companion card only. 

(107) Van Winkle Creek (Grays Harbor County): 

16 through November 30: 


et of Lake Aberdeen 


the Saturday before Memorial Day through January 31. 
Statewide minimum lengt imi 
tthroat trout and wild rainbow trout: 


_ ( (Open Seteber t _threugh December Ste 


except: 


to the WDFW 


except: 


(iv) Salmon: ((+4+)) Open August 1 through January 31((=+ 

+B}) ) i 

(A) Daily limit 6; up to 2 ((adetés)) may be ( (¥eteimed)) adults, 
of which 1 may be a wild coho. 

((+6+)) (B) Release wild Chinook ( (an#é-witd-eeke)). 

(b) From the WDFW access site at the mouth of Ward/Wilson creeks 


to the second bridge on Camp One Road: 


) 


August 
Night closure. 


(i 
(A) 
(B) 
(C) 
(ii 


) 


through November 30: 


Single-point barbless hooks are required. 
Stationary gear restriction. 
Open the Saturday before Memorial Day through March 31. 
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(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) Salmon: ((+4}4)) Open August 1 through January 31 ((+ 
=e) ce: 
(A) Daily limit 6; up to 2 ((adetdés)) may be ( (¥e#eimed)) adults, 


of which 1 may be a wild coho. 
((+6+)) (B) Release wild Chinook ( (ané-witd-eeke)). 
(c) From the second bridge on Camp One Road upstream to the mouth 
of Mill Creek (approximately 0.5 miles): 
August 1 through November 30: 
Night closure. 
Single-point barbless hooks are required. 
5 
I 


tationary gear restriction. 

t is unlawful to fish from a floating device. 

ii) Open the Saturday before Memorial Day through March 31. 
(iii) Game fish: Statewide minimum length/daily limit, except: 

Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) Salmon: ((+4»>+)) Open August 1 through January 31((=+ 
4B}) ) 
(A) Daily limit 6; up to 2 ((adetéts)) may be ( (¥eteimed)) adults, 


of which 1 may be a wild coho. 
((+6+)) (B) Release wild Chinook ( (ané-widd-eeke)). 
(d) From the mouth of Mill Creek to the Highway 6 bridge (approx- 
imately 2 miles below the mouth of Trap Creek): 
August 1 through November 30: 
Night closure. 
S 
S 


ingle-point barbless hooks are required. 
tationary gear restriction. 
ii) Open the Saturday before Memorial Day through March 31. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) Salmon: ((+4+)) Open August 1 through January 31( (+ 
ey) ue 
(A) Daily limit 6; up to 2 ((adetes)) may be ( (¥eteimed)) adults, 


of which 1 may be a wild coho. 
( (+6+)) (B) Release wild Chinook ( (anéd-witd-ecke)). 
(e) From Highway 6 Bridge (approximately 2 miles below the mouth 
of Trap Creek) to Fork Creek: 
August 16 through November 30: 
Night closure. 
ingle-point barbless hooks are required. 
tationary gear restriction. 
ii) Open the Saturday before Memorial Day through March 31: 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(iv) Salmon: ((+4+)) Open August 16 through January 31((+ 
He) dis 
(A) Daily limit 6; up to 2 ((adetés)) may be ( (¥e#eimed)) adults, 


of which 1 may be a wild coho. 
((+6+)) (B) Release wild Chinook ( (aRné-witd-eeke)). 
(£) From Fork Creek upstream to the Highway 6 Bridge near the 
town of Lebam: 
(i) August 16 through October 31: 


) 
(A) Night closure. 
(B) Single-point barbless hooks are required. 
(C) Stationary gear restriction. 
(ii) Open the Saturday before Memorial Day through March 31: 
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except: 


Minimum length 14 inches. 


(iv) Salmon: ((+4+)) Open October 1 through January 31 ((+ 

+B})): Daily limit 6; up to 2 ((adtts)) may be ( (¥eteiRed) ) 
adults, of which 1 may be a wild coho. 

((+6+)) (B) Release wild Chinook ( (an#é-witd-eeke)). 

(g) From the Highway 6 Bridge near the town of Lebam upstream: 

(i) August 16 through October 31: 

(A) Night closure. 

(B) Single-point barbless hooks are required. 
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the falls/fish ladder downstream 400 feet in Section 6, 
and Range 8 West: 
turday before Memorial Day through July 31: 


Open August 


C(+4E))) 
(c) 
(i) 
February. 
(ii) Game 


From 
Open 


(B) 
Pehl 
th 


fish: 


Cutthroat trou 


(a) 


ches may 
(b) 


smallmouth bass over 


(c) 
(d) 
retained. 


Wall 


eye: 


Dai 


S 


th bass: 


th bass: 
14 inches may be 
Channel catfish: ] 


ly 


tatewide minim 
t and wild rainbow trout: 

(111) Wirkkala Pond 1 (Pacific County): 
imum length/daily limit, 
Largemout 
largemouth bass under 12 inches may b 
be retained. 
Smallmout 


Minimum 


1 through November 30: 


through 


except: 


Daily limit 


10; no 


Minimum len 


retain 


Pehl 


Closed waters. 


length/daily limit 
Minimum length 14 inches. 


( (September 3) ) 
Daily limit 6; up to 2 ((adités)) may be ( (¥eteimed) ) 


| may be a wild coho. 
Release wild Chinook 


minimum 


except: 


Road bridge: 


Selective 


the last day in 


length; 


Daily limit 


P5575 NG 


Daily limit 


limit 16; only 


retained. 


d, 


minimum 


xcept 1 


length; 


except: Cut- 


=g 


Janu- 


( (and awitd eehe)). 
Road bridge upstream: 
e Saturday before Memorial Day through the last day in 


um length/daily limit, except: 
j gth 14 inches. 
Game fish: 


Statewide min- 


only 
over 17 in- 


only 1 


0; no size restriction. 
1 walleye over 22 inches may be 


(112) Wishkah River (Grays Harbor County): 
Single-point barbless hooks 


(a) Augusi 
are required. 

(b) From 
Rearing Ponds: 

(i) Open 
February. 

(ii) Game 


fish: 


Cutthroat trou 


a bDeoihbhy miep #6 +t ay be an aK 
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to 150 feet downstream of the Wishkah 
(within the posted fishing 


)) (A) Open October 1 through October 31: 
(I) Daily limit 6; up to 2 may be adults. 
(II) Release adult Chinook. 
(B) Open November 1 through November 30: 
(I) Daily limit 6; up to 1 may be an adult. 
(II) Release Chinook. 
(C) Open December through December 31: 
(I) Daily limit 6; up to 1 may be an adult. 
(II) Release Chinook and wild coho. 
(iv) From 150 feet upstream 
adult attraction channel/outfall structure 
boundary): Open only 


a wheelchair and have 


(a) 
(i) 


are required. 
(ii) 
(iii) 


From 
August 


16 through November 30: 


Game fish: Statewide minimum 


to anglers with disabilities who permanently use 
a designated harvester companion card. 

(113) Wynoochee River (Grays Harbor County): 

the mouth to the WDFW White Bridge Access Site: 


Single-point barbless hooks 


Cutthroat trout and wild rainbow trout: 


(iv) Sal 


mon: 


1 


(A) Open October 1 th 


Minimum 


Open the Saturday before Memorial Day through March 31: 
length/daily limit, 


except: 
length 14 inches. 


( (Open _Cetober t+ through pecember Ste 


rough October 31: 


ly limit 6; up to 2 


may be adults. 


lease adult Chinook. 


November 


30: 


Open November through 


ly limit 6; up to 


1 may be an 


adult. 


lease Chinook 


December 


Silke 


Open December through 


ly limit 6; up to 


may be an 


adult. 


Release Chinook and wild coho. 


hooks are required. 
From September 16 through November 30: 


bait. 


CLE) 


(iii) 
(iv) 


From the WDFW Wh 


From August 16 


Game fish: S 


Cut 
(c) 
(i) 


waters. 


throat trou 


(ii) 
(iii) 


ut: 
0O line bridge to 40 


t and wild rainbow tro 
From the 740 
From 4 


Open 


Game fish: Statewide minimum 


through November 30: 


Open the Saturday before Memorial Day through 
tatewide minimum length/daily limit, 


Single-poin 


ite Bridge Access Site to the 7400 line 


t barbless 


It is u 


nlawful to use 


March 31: 
except: 


Minimum length 14 inches. 


0 feet below Wyn 
00 feet downstream of Wynoochee Dam to th 
dam and from the barrier dam near Grisdal 


Cu 


(a) 


Wynoochee Fal 


(i) 


(ii) 


tthroat 
(iv) 


and wild rainbow trout: 


trout 
lective gear rules. 


S Cc 
From 


ls: 
Open 


Game fish: Statewide minimum 1 


Cutthroat 


trout and wild rainbow trout: 


the confluence of the Wynoochee Reservoir upstream | 


Minimum 


le to the barrier dam: 


oochee Dam: 
e Wynoochee 
Closed 


the Saturday before Memorial Day through March 31: 
length/daily limit, 
Minimum length 14 inches. 


except: 


the Saturday before Memorial Day through March 31: 
ength/daily limit, 


except: 


length 14 inches. 


(114) Wynoochee Reservoir (Grays Harbor County): 


(a) Open the fourth Saturday in Apr 

(b) Game fish: 

(i) Trout: Daily limit 2; minimum 1] 
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(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 


[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, 77.12.045, 
and 77.12.047. WSR 22-05-066 (Order 22-06), § 220-312-020, filed 
2/11/22, effective 7/1/22. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, and 77.12.047. WSR 21-14-067 (Order 21-95), S$ 
220-312-020, filed 7/2/21, effective 8/2/21; WSR 20-14-052 (Order 
20-97), § 220-312-020, filed 6/25/20, effective 7/26/20. Statutory Au- 
thority: RCW 77.04.012, 77.04.020, 77.04.055, 77.12.045, and 
77.12.047. WSR 20-03-130 (Order 20-09), § 220-312-020, filed 1/17/20, 
effective 2/17/20. Statutory Authority: RCW 77.04.012, 77.04.013, 
77.04.020, 77.04.055, and 77.12.047. WSR 19-15-050 (Order 19-139), S 
220-312-020, filed 7/12/19, effective 8/12/19. Statutory Authority: 
RCW 77.04.012, 77.04.020, and 77.04.130. WSR 19-03-003 (Order 19-01), 
220-312-020, filed 1/2/19, effective 2/2/19. Statutory Authority: 
RCW 77.04.012, 77.04.013, 77.04.020, 77.04.055, and 77.12.047. WSR 
18-15-065 (Order 18-163), § 220-312-020, filed 7/16/18, effective 
8/16/18. Statutory Authority: RCW 77.04.012, 77.04.020, and 77.12.047. 
WSR 18-06-045 (Order 18-30), § 220-312-020, filed 3/1/18, effective 
4/1/18. Statutory Authority: RCW 77.04.012, 77.04.013, 77.04.020, 
77.04.055, and 77.12.047. WSR 17-19-008 (Order 17-229), § 220-312-020, 
filed 9/7/17, effective 10/8/17; WSR 17-05-112 (Order 17-04), amended 
and recodified as § 220-312-020, filed 2/15/17, effective 3/18/17; WSR 
16-14-045 (Order 16-160), § 220-310-180, filed 6/28/16, effective 
7/29/16. Statutory Authority: RCW 77.04.012 and 77.12.047. WSR 
16-06-073 (Order 16-30), § 220-310-180, filed 2/26/16, effective 
7/1/16. Statutory Authority: RCW 77.04.012, 77.04.013, 77.04.020, 
77.04.055, and 77.12.047. WSR 15-17-010 (Order 15-245), § 220-310-180, 
filed 8/6/15, effective 9/6/15. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, 77.12.045, and 77.12.047. WSR 14-16-027 (Order 
14-185), § 220-310-180, filed 7/25/14, effective 8/25/14. Statutory 
Authority: RCW 77.04.012, 77.04.013, 77.04.055, and 77.12.047. WSR 
14-04-120 (Order 14-26), § 220-310-180, filed 2/4/14, effective 
3/7/14.) 


N 
U 
N 
U 


OTS-3768.1 


AMENDATORY SECTION (Amending WSR 22-05-066, filed 2/11/22, effective 
7/1/22) 


WAC 220-312-030 Freshwater exceptions to statewide rules—South- 
west. (1) Abernathy Creek and tributaries (Cowlitz County): 

(a) From 200 feet above Abernathy Falls to posted markers 500 
feet downstream from the Abernathy Fish Technology Center: Closed wa- 
ters. 
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(b) Open the Saturday before Memorial Day through August 31 and 
November 1 through March 15. 

(c) Selective gear rules, except: Use of barbed hooks is allowed. 

(d) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(e) Salmon: 

(i) Open November 1 through December 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(2) Beaver Creek (Wahkiakum County): Closed waters. 

(3) Blue Creek (Lewis County), from the mouth to Spencer Road: 

(a) From posted sign above rearing pond outlet to Spencer Road: 


Closed waters. 
) Anti-snagging rule. 
Night closure. 
Saturday before Memorial Day through April 15. 
fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 5; minimum length 8 inches. 
Steelhead: Daily limit 3 hatchery steelhead; minimum length 


August 1 through December 31. 

ly limit 6; up to 2 may be adults. 

Only hatchery Chinook and hatchery coho may be retained. 
Lake (Cowlitz County): 

the fourth Saturday in April through October 31. 
Selective gear rules. 

Release all fish. 

Blue Lake Creek (Lewis County): Selective gear rules. 
Butter Creek (Lewis County): Selective gear rules. 


Carlisle Lake (Lewis County): 

Open year-round. 

Landlocked salmon rules. 

Cedar Creek and tributaries (tributary of N.F. Lewis) 


(Clark 


) From the Grist Mill the falls: 
Closed waters. 
(b) Selective gear rules, except: Use of barbed hooks is 
(c) Open the Saturday before Memorial Day through August 
November 1 through March 15. 
(d) Game fish: Statewide minimum length/daily limit, 
(i) Trout: Daily limit 2; minimum length 14 inches. 
(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 


20 inches. 


Bridge to 100 feet upstream of 


allowed. 
31 and 


except: 


(e) Salmon: 

(i) Open November 1 through December 31. 

(ii) Daily limit 6; up to 3 adults, of which 2 may be Chinook. 

(iii) Release all salmon except hatchery Chinook and hatchery co- 
ho. 

(10) Chinook River (Pacific County): From the Highway 101 Bridge 
upstream: 

(a) Selective gear rules. 
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(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(11) Cispus River (Lewis County): From the mouth to the falls, 
not including the North Fork: 

(a) Open year-round, except closed to all angling within posted 
"Closed Waters" signs around the adult fish release site. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease wild rainbow and wild cutthroat trout. 

(c) Salmon: 

(i) Daily limit 6; up to 2 may be adults. 

(ii) Only hatchery Chinook and hatchery coho may be retained. 

(12) Cispus River, North Fork (Lewis County): Selective gear 
rules. 

(13) Coal Creek (Cowlitz County): 

(a) From the mouth to 400 feet below the falls: 

(i) Open the Saturday before Memorial Day through August 31 and 


November 1 through March 15. 


(ii) Selective gear rules, except: Use of barbed hooks is al- 
lowed. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Trout: Daily limit 2; minimum length 14 inches. 

(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(iv) Salmon: 

(A) Open November through December 31. 

(B) Daily limit 6; up to 2 may be adults. 

(C) Only hatchery Chinook and hatchery coho may be retained. 

(b) From 400 feet below the falls to the falls: Closed waters. 

(14) Coldwater Lake (Cowlitz County): 

(a) The Coldwater Lake inlet and outlet streams: Closed waters. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 1; minimum length 18 inches. 

(15) Cougar Creek (tributary to Yale Reservoir) (Cowlitz County): 

(a) Selective gear rules. 

(b) Open the Saturday before Memorial Day through August 31. 

(16) Coweeman River and tributaries (Cowlitz County): 

(a) Open the Saturday before Memorial Day through August 31 and 
November 1 through March 15. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(c) Salmon: 

(i) Open November 1 through December 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(17) Cowlitz Falls Reservoir (Lake Scanewa) (Lewis County): 

(a) The upstream boundary of the reservoir in the Cowlitz arm is 
at the posted Lewis County PUD sign on Peters Road. 

(b) The upstream boundary of the reservoir in the Cispus arm is 
at the posted markers at the Lewis County PUD kayak launch, approxi- 
mately 1.5 miles upstream from the confluence of the Cowlitz and Cis- 
pus arm. 


(c) 
(i) 


(ii) 
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(iii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iv) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(v) Channel catfish: Daily limit 10; no size restriction. 

(vi) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(d) Salmon: 
i) Daily limit 6; minimum length 12 inches. 


iii) Only hatchery Chinook and hatchery coho may be retained. 
8) Cowlitz River (Lewis/Cowlitz counties): 

a) From the boundary markers at the mouth to Lexington Bridge: 
i) July 1 through September 30: Night closure for salmon and 
steelhead fishing. 

(ii) Game fish: 

(A) Trout: 

(I) Open the Saturday before Memorial Day through March 31: Daily 
limit 5; minimum length 8 inches. Release wild rainbow and wild cut- 
throat trout. 
(II) Open April 1 through the Friday before Memorial Day: State- 
wide minimum length/daily limit, except: Release wild rainbow and wild 
cutthroat trout. 

(B) Steelhead: 
(I) Open July 1 through July 31: Daily limit 1 hatchery steel- 
head; minimum length 20 inches. 
(II) August 1 through August 31: Closed. 

(III) Open September 1 through September 30: Daily limit 1 hatch- 
ery steelhead; minimum length 20 inches. 

(IV) Open October 1 through June 30: Daily limit 3 hatchery 
steelhead, minimum length 20 inches. 

(C) Other game fish: Open year-round, statewide minimum size/ 
daily limit. 
(iii) Salmon: 
(A) Open January 1 through July 31. 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 
(B) 

(T) 


(i 

(ii) Up to 2 may be adults. 
( 

(1 

( 
( 


Open August 1 through December 31. 
Daily limit 6; up to 3 may be adults, of which 1 may be a 


Chinook. 
(II) Only hatchery ((eebe)) salmon may be retained. 

(b) From the Lexington Bridge to the mouth of Mill Creek: 

(i) Within a 100 foot radius of the new Cowlitz Trout Hatchery 
outfall structure, except open to anglers with disabilities who perma- 
nently use a wheelchair and possess a designated harvester companion 
card within posted markers when adjacent waters are open: Closed wa- 
ters. 


(ii) Game fish: 

(A) Trout: 

I) Open the Saturday before Memorial Day through March 31: Daily 
limit 5; minimum length 8 inches. Release wild rainbow and wild cut- 
throat trout. 
II) Open April 1 through the Friday before Memorial Day: State- 
wide minimum length/daily limit, except: Release wild rainbow and wild 
cutthroat trout. 


~ 


~ 
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(B) Steelhead: Open year-round; daily limit 3 hatchery steelhead; 
minimum length 20 inches. 

(C) Other game fish: Open year-round, statewide minimum size/ 
daily limit. 
(iii) Salmon: 
(A) Open January 1 through July 31. 
(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 
(B) Open August 1 through December 31. 
(I) ly limit 6; up to 3 may be adults, of which 1 may be a 


atchery ((¢ehe)) salmon may be retained. 
(c) From the mouth of Mill Creek to 1,700 feet upstream of the 
Cowlitz Salmon Hatchery barrier dam: 

(i) From 400 feet or posted markers below Cowlitz Salmon Hatchery 
barrier dam to boundary markers near the Cowlitz Salmon Hatchery water 
intake approximately 1,700 feet upstream of the Cowlitz Salmon Hatch- 
ery barrier dam: Closed waters. 

(ii) Within a 100 foot radius of the Cowlitz Salmon Hatchery 
wheelchair ramp (within the posted fishing boundary) except for an- 
glers with disabilities and who have a designated harvester companion 
card: Closed waters. 

(iii) It is unlawful to fish from a floating device. 

(iv) April 1 through November 30: 

(A) Anti-snagging rule. 

(B) Night closure. 

(v) May 1 through June 15: It is unlawful to fish from the south 
side of the river. 

(vi) Game fish: 

(A) Trout: 

I) Open the Saturday before Memorial Day through March 31: Daily 
limit 5; minimum length 8 inches. Release wild rainbow and wild cut- 
throat trout. 
(II) Open April 1 through the Friday before Memorial Day: State- 
wide minimum length/daily limit, except: Release wild rainbow and wild 
cutthroat trout. 

(B) Steelhead: Open year-round; daily limit 3 hatchery steelhead; 
minimum length 20 inches. 

(C) Other game fish: Open year-round, statewide minimum size/ 
daily limit. 
(vii) Salmon: 
(A) Open January 1 through July 31. 
(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 
(B) Open August 1 through December 31. 
(I) ly limit 6; up to 3 may be adults, of which 1 may be a 


~ 


(II) Only hatchery ((eebe)) salmon may be retained. 

(d) From 1,700 feet upstream of the Cowlitz Salmon Hatchery bar- 
rier dam to Mayfield Dam. 

(i) From 400 feet below the Mayfield powerhouse upstream to May- 
field Dam: Closed waters. 

(ii) Game fish: 

(A) Trout: 

(I) Open the Saturday before Memorial Day through March 31: Daily 
limit 5; minimum length 8 inches. Release wild rainbow and wild cut- 
throat trout. 
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(II) Open April 1 through the Friday before Memorial Day: State- 


wide minimum length/daily limit, except: 


cutthroat trout. 


Release wild rainbow and wild 


(B) Steelhead: Open year-round; daily limit 3 hatchery steelhead; 


minimum length 20 inches. 


(C) Other game fish: Open year-round, 


daily limit. 
iii) Salmon: 


Chinook. 


1 


(1 

(A) Open January 1 through July 31. 
(I) Daily imit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 
(B) Open August 1 through December 31. 

(I) Daily limit 6; up to 3 may be adults, of which 1 may be a 


statewide minimum size/ 


(II) Only hatchery ((e¢ekhe)) salmon may be retained. 


(e) From the posted PUD sign on Peters Road to the Forest Road 


1270 (old Jody's Bridge): 


(i) Closed to all angling within posted "Closed Waters" signs 


around the adult fish release sit 


(ii) September 1 through October 31: 


closure. 
(iii) Open year-round. 


(iv) Game fish: Statewide minimum 


Anti-snagging rule and night 


length/daily limit, except: Re- 


lease wild rainbow and wild cutthroat trout. 


) 

) 

) Only hatchery Chinook and hatchery coho may be retained. 

) From Forest Road 1270 (old Jody's Bridge) upstream and tribu- 


(v) Salmon: 
(A) Open year-round. 
(B) Daily limit 6; up to 2 may be adults. 
(C 
(£ 
taries 
(i) Selective gear rules. 
( 


ii) Game fish: Statewide minimum length/daily limit, except: Re- 


lease TE rainbow and wild cutthroat trout. 


Open year-round. 


9) Deep River (Wahkiakum County): 


sairon: 


n 
) 
) 
J 
e 
) 
) Daily limit 6; up to 2 may be adults. 
Ji 
0 
) 
h 


b 
F 
at 
h 
ce 
j 
i 
2 
a 
while t 
b 
Cc 
i) 
ii) 
hes. 
d) 
1 


( 
( 
( 
( 
20 inc 
( 
( 
( 
( 


(21) Drano Lake (Skamania County): In 


) Open August 1 through October 31. 
ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery Chinook and hatchery coho may be retained. 


Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 2; minimum length 14 inches. 
Steelhead: Daily limit 3 hatchery steelhead; minimum length 


) Only hatchery Chinook and hatchery coho may be retained. 
) Delameter Creek (Cowlitz County): 
From 400 feet below to 200 feet above the temporary weir 
e weir is installed in the creek: Closed waters. 
) Selective gear rules, except: Use 
) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 2; minimum length 14 inches. 
Steelhead: Daily limit 3 hatchery steelhead; minimum length 


of barbed hooks is allowed. 


the waters downstream of 


markers on point of land downstream and across from Little White Sal- 


mon National Fish Hatchery and ups 
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(a) Closed on Wednesdays beginning the second Wednesday in April 
through June 30. 

(b) Closed from 6 p.m. Tuesdays through 6 p.m. Wednesdays during 
the month of October. 

(c) March 16 through October 31: Night closure. 

(d) August 1 through December 31: Anti-snagging rule. 

(e) May 1 through June 30 and October 1 through December 31: 

(i) Each angler aboard a vessel may deploy salmon/steelhead an- 
gling gear until the salmon/steelhead limit for all anglers aboard has 
been achieved. 

(ii) Two-pole fishing for salmon/steelhead is permissible so long 
as the angler possesses a two-pole endorsement. 

(f£) April 16 through June 30: The area west of a line projected 
from the easternmost pillar of the Highway 14 Bridge to a posted mark- 
er on the north shore is open only to bank fishing. 

) Open year-round. 
) Game fish: Statewide minimum length/daily limit, except: 
) Bass: No limit and no size restriction. 

) Channel catfish: No limit. 
) Walleye: No limit and no size restriction. 
) Release trout. 
) 

Y 
1 


(g 
(i 
(A 
(B 
(C 
(D 
(E) Steelhead: From January 1 through March 15; daily limit 2 
hatchery steelhead; minimum length 20 inches. 

(ii) Salmon and steelhead: Open March 16 through December 31: 

(A) March 16 through June 30: Daily limit 2 hatchery steelhead or 
2 hatchery Chinook, or one of Bac. Release all other salmon. 

(B) July 1 through July 31 
(I) Daily limit 2 hatchery Chinook. Closed to fishing for or re- 
taining steelhead. 
(II) Release all other salmon. 

(C) August 1 through October 31: Daily limit 6; no more than 1 
adult salmon. Closed to fishing for or retaining steelhead. 

(D) November 1 through December 31: Daily limit 6; up to 1 may be 
an adult salmon or hatchery steelhead. 
(22) Elochoman River (Wahkiakum County) : 
a) From the mouth to Foster (Risk) Road Bridge: 


( 

(i) August 1 through October 31: 

(A) Anti-snagging rule. 

(B) Night closure. 

(C) Stationary gear restriction. 

(ii) Open the Saturday before Memorial Day through March 15. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
(A) Trout: Daily limit 2; minimum length 14 inches. 

(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 


20 inches. 


(iv) Salmon: Open the Saturday before Memorial Day through March 
TS 

(A) Daily limit 6; up to 2 may be adults. 

(B) Only hatchery Chinook and hatchery coho may be retained. 

(C) All Chinook must be adipose and/or ventral fin clipped to be 
retained. 

(v) Salmon and steelhead: Open April 16 through the Friday before 
Memorial Day: Daily limit 6; of which 3 may be adult hatchery Chinook 


or hatchery steelhead. Release wild Chinook. 
(b) From Foster (Risk) Road Bridge upstream to 200 feet above the 
WDFW temporary weir: 
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(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook may be retained. 

(B) Open August 1 through December 31: 

(I) Daily imit 6; up to 2 may be adults. 

(II) Only hatchery coho and hatchery Chinook may be retained. 

(III) All Chinook must be adipose and/or ventral fin clipped to 
be retained 

(b) From Barr Road Bridge to Highway 4 Bridge: 

(i) August 1 through November 15: 

(A) Anti-snagging rule. 

(B) Night closure. 

(C) Stationary gear restriction. 

(ii) January 1 through March 15: Selective gear rules, except: 
Use of barbed hooks is allowed. 

(iii) Open Saturday before Memorial Day through March 15. 

(iv) Game fish: Statewide minimum length/daily limit, except: Re- 


lease cutthroat trout and wild rainbow trout. 


( 

(A) Open Saturday before Memorial Day through July 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook may be retained. 

(B) Open August 1 through December 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery coho and hatchery Chinook may be retained. 
(III) All Chinook must be adipose and/or ventral fin clipped to 


be retained. 
(c) From the Highway 4 Bridge to the mouth of South Fork: 
(i) From 400 feet below to 200 feet above the temporary weir 
while the weir is installed in the river: Closed waters. 
(ii) August 1 through November 15: 
(A) Anti-snagging rule. 
(B) Night closure. 
(C) Stationary gear restriction. 
(iii) January 1 through March 15: Selective gear rules, except: 
Use of barbed hooks is allowed. 
(iv) Open Saturday before Memorial Day through March 15. 
(v) Game fish: Statewide minimum length/daily limit, except: Re- 


lease cutthroat trout and wild rainbow trout. 

(vi) Salmon 

(A) Open Saturday before Memorial Day through July 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook may be retained. 

(B) Open August 1 through December 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(III) All Chinook must be adipose and/or ventral fin clipped to 
be retained. 

(d) From South Fork upstream: 


(i) Selective gear rules, except: Use of barbed hooks is allowed. 

(ii) Open the Saturday before Memorial Day through March 15. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(iv) Salmon: 

(A) Open the Saturday before Memorial Day through December 31. 

(B) Daily limit 6; minimum length 12 inches. Up to 2 adults may 
be retained. 
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(28) Grays River, East Fork tributaries (unless otherwise listed) 
(Wahkiakum County): 


(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(29) Grays River, South Fork (Wahkiakum County): 

(a) Selective gear rules, except: Use of barbed hooks is allowed. 

(b) Open the Saturday before Memorial Day through October 31. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(d) Salmon: 

(i) Open the Saturday before Memorial Day through October 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained; 
all Chinook must be adipose and/or ventral fin clipped to be kept. 

(30) Grays River, South Fork tributaries (unless otherwise lis- 
ted) (Wahkiakum County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(31) Grays River, West Fork (Wahkiakum County) : 

(a) Open the Saturday before Memorial Day through December 31. 

(b) August 1 through November 15: Anti-snagging rule, night clo- 
sure and stationary gear restriction. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(d) Salmon: Open the Saturday before Memorial Day through Decem- 
ber 31. 

(i) Daily limit 6; up to 2 may be adults. 

(ii) Only hatchery Chinook and hatchery coho may be retained; all 


Chinook must be adipose and/or ventral fin clipped to be kept. 


(32) Gray 


s River, West Fork tributaries (unless otherwise listed) 


(Wahkiakum County): 
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(33) Green River (Cowlitz County): 
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(i) From 400 feet above and 400 feet below the salmon hatchery 
rack (or from the posted signs above and below the salmon hatchery 
rack) when the rack is installed in the river: Closed waters. 

(ii) From 400 feet below to 400 feet above the water intake at 
the upper end of the hatchery grounds from September 1 through Novem- 
ber 30: Closed waters. 
(iii) September 1 through October 31: Anti-snagging rule applies 
and night closure in effect from the mouth to 400 feet below the sal- 
mon hatchery rack. 
(iv) Selective gear rules, except: Use of barbed hooks is allowed 
from the Saturday before Memorial Day through July 31 and December 
through March 15. 

(v) Open the Saturday before Memorial Day through March 15. Game 
fish: Statewide minimum length/daily limit, except: Release cutthroat 
trout and wild rainbow trout. 

(vi) Salmon: 

(A) Open August 1 through November 30. 

(B) Daily limit 6; up to 3 may be adults, of which 1 may be a 
Chinook. 
(C) Only hatchery Chinook and hatchery coho may be retained. 

(b) From Miner's Creek upstream: 

(i) Selective gear rules, except: Use of barbed hooks is allowed. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(34) Green River tributaries (Cowlitz County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(35) Grizzly Lake (Skamania County): Closed waters. 

(36) Hamilton Creek (Skamania County): 

(a) Tributaries downstream from the Highway 14 Bridge: Closed wa- 


ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery Chinook and hatchery coho may be retained. 

(37) Horsethief Lake (Klickitat County): Open the fourth Saturday 
in April through October 31. 

(38) Indian Heaven Wilderness Lakes (Skamania County): Game fish: 
Statewide minimum length/daily limit, except: Trout: Daily limit 2; 
minimum length 8 inches. 

(39) Johnson Creek (Lewis County) (Cowlitz River tributary): Se- 
lective gear rules. 

(40) Kalama River (Cowlitz County): 

(a) From the mouth to the railroad bridge below Interstate 5: 

(i) July 1 through October 31: Night closure. 

(ii) Game fish: Open year-round. 

(A) Statewide minimum length/daily limit, except: 
(B 

(i 

( 


ters. 

(b) Selective gear rules, except: Use of barbed hooks is allowed. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(d) Salmon: 

(i) Open August 1 through October 31. 

( 

( 


) Trout: Daily limit 2; minimum length 14 inches. 
iii) Steelhead: 
A) Open July 1 through July 31: Daily limit 1 hatchery steel- 
head; minimum length 20 inches. 
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(B) August 1 through August 31: Closed. 

(C) Open September 1 through September 30: Daily limit 1 hatchery 
steelhead; minimum length 20 inches. 

(D) Open October 1 through June 30: Daily limit 3 hatchery steel- 
head; minimum length 20 inches. 


(iv) Salmon: 

(A) Open January 1 through July 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(B) Open August 1 through December 31: 

(I) Daily limit 6; up to 3 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(b) From the railroad bridge below Interstate 5 to Modrow Bridge: 

(i) From Modrow Bridge downstream to the markers approximately 
1,000 feet below the temporary rack when the rack is installed below 


Modrow Bridge: Closed waters. 

(ii) April 1 through October 31: 
A) Night closure. 
B) Anti-snagging rule. 
iii) Game fish: Open year-round. 


( 

( 

( 

(A) Statewide minimum length/daily limit, except: 

(B) Trout: Daily limit 2; minimum length 14 inches. 

(C) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(iv) Salmon: 

(A) Open January 1 through July 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(B) Open August 1 through December 31: 

(I) Daily limit 6; up to 3 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(c) From the Modrow Bridge to the natural gas pipeline crossing: 

(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(ii) April 1 through October 31: 

(A) Night closure. 

(B) Anti-snagging rule. 

(iii) Game fish: Open year-round. 

(A) Statewide minimum length/daily limit, except: 

(B) Trout: Daily limit 2; minimum length 14 inches. 

(C) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches 

(iv) Salmon: 

(A) Open January 1 through July 31: 

(I) Daily limit 6; up to 2 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(B) Open August 1 through December 31: 

(I) Daily limit 6; up to 3 may be adults. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(d) From the natural gas pipeline crossing to the deadline at the 
intake to the lower salmon hatchery: 

(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(ii) April 1 through October 31: 

( 

( 


A) Night closure. 
B) Anti-snagging rule. 
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(iii) Open September 1 through October 31 for fly fishing only, 
except: Use of barbed hooks is allowed. 
(iv) Game fish: Open year-round. 
(A) Statewide minimum length/daily limit, except: 
(B) Trout: Daily limit 2; minimum length 14 inches. 
(C) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 
(v) Salmon: 
A) Open January 1 through July 31: 
I ] limit 6; up to 2 may be adults. 
atchery Chinook and hatchery coho may be retained. 
Open August 1 through December 31: 
] limit 6; up to 3 may be adults. 
hatchery Chinook and hatchery coho may be retained. 
(e) From the Fallert Creek hatchery intake to 1,000 feet below 
fishway at the Kalama Falls hatchery: 
(i) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(ii) Game fish: Open year-round. 
(A) Statewide minimum length/daily limit, except: 
(B) Trout: Daily limit 2; minimum length 14 inches. 
(C) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 
(iii) Salmon: 
A) Open January 1 through July 31: 
I) Daily limit 6; up to 2 may be adults. 
II) Only hatchery Chinook and hatchery coho may be retained. 
) Open August 1 through December 31: 
) Daily limit 6; up to 3 may be adults. 
II) Only hatchery Chinook and hatchery coho may be retained. 
(f£) From 1,000 feet below to 1,000 feet above the fishway at the 
Kalama Falls hatchery: Closed waters. 
(g) From 1,000 feet above the fishway at the Kalama Falls hatch- 
ery, upstream to Summers Creek: 
(i) Open year-round. 
(ii) Selective gear rules, except: Use of barbed hooks is al- 


( 
( 
( 
( 
( 
( 


ii) Game fish: Statewide minimum length/daily limit, except: 
) Trout: Daily limit 2; minimum length 14 inches. 
(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 
(h) From Summers Creek upstream to the intersection of 6000 and 
6420 roads: Open year-round: 
(i) Fly fishing only, except: Use of barbed hooks is allowed. 
(ii) Game fish: Statewide minimum length/daily limit, except: 
(A) Trout: Daily limit 2; minimum length 14 inches. 
(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 
(i) From the intersection of 6000 and 6420 roads to the 6600 road 
bridge immediately downstream of Jacks Creek: 
) Selective gear rules, except: Use of barbed hooks is allowed. 
i) Open the Saturday before Memorial Day through November 30. 
ii) Game fish: Statewide minimum length/daily limit, except: 
) Trout: Daily limit 2; minimum length 14 inches. 
(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 


( 
( 
( 
( 


i 
i 
i 
A 
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(J) From the 6600 road bridge immediately downstream of Jacks 
Creek to Kalama Falls and tributaries: Closed waters. 

(41) Klickitat River (Klickitat County): 

(a) From the mouth (Burlington Northern Railroad Bridge) to Fish- 
er Hill Bridge: 

(i) April through the Friday before Memorial Day: 

(A) Anti-snagging rule. 

(B) Night closure. 

(ii) July 1 through July 31: Night closure. 

(iii) August 1 through January 31: 

(A) Anti-snagging rule. 

(B) Night closure. 

(iv) Game fish: 

(A) Open Saturday before Memorial Day through January 31. 

(B) Statewide minimum length/daily limit, except: 

(C) Trout: Daily limit 2; minimum length 14 inches. 

(v) Steelhead: 

(A) Open Saturday before Memorial Day through June 30: Daily lim- 
it 3 hatchery steelhead, minimum length 20 inches. 

(B) July 1 through October 31: Closed. 

(C) Open November 1 through January 31: Daily limit 3 hatchery 
steelhead, minimum length 20 inches. 

(vi) Salmon: 

(A) Open Saturday before Memorial Day through July 31: Daily lim- 
it 6; up to 2 adults may be retained. Release wild Chinook. 

(B) Open August 1 through January 31: Daily limit 6; up to 2 
adults may be retained. 

(vii) Salmon and steelhead: Open April 1 to the Friday before Me- 
morial Day for salmon and steelhead on Mondays, Wednesdays, and Satur- 
days only: 

(A) Daily limit 2; no more than 2 hatchery steelhead, or 2 sal- 
mon, or one of each, may be retained. 

(B) Release wild Chinook. 
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From the boundary markers above Klickitat Salmon Hatchery to 
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(II) Only Chinook and hatchery coho may be retained. 

(b) From the mouth of the East Fork Lewis River to Johnson Creek. 

(1) Game fish: 

(A) Open year-round. 

(B) Statewide minimum length/daily limit, except: 

(I) Trout: Daily limit 2; minimum length 14 inches. 

(II) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(ii) Salmon: 

(A) Open January 1 through April 30: Daily limit 6 hatchery Chi- 
nook; up to 1 may be an adult. 

(B) Open August 1 through September 30: 

(I) Daily limit 6; up to 3 adults ( (;—e#-weich ~~ may be—Chircek)). 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(C) Open October 1 through December 31: 

(I) Daily limit 6; up to 3 adults, of which 2 may be Chinook. 

(II) Only Chinook and hatchery coho may be retained. 

(c) From Johnson Creek to Colvin Creek: 

(i) May 1 through May 31: Closed waters. 

(ii) Those waters shoreward of the cable buoy and corkline at the 
mouth of the Lewis River Salmon Hatchery fish ladder: Closed waters. 

(iii) June 1 through November 30 and April 1 through April 30: 
Anti-snagging rule and night closure. 

(iv) Game fish: 

(A) Open June through April 30. 

(B) Statewide minimum length/daily limit, except: 

(I) Trout: Daily limit 2; minimum length 14 inches. 

(II) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(v) Salmon: 

(A) Open January 1 through April 30: Daily limit 6 hatchery Chi- 
nook; up to 1 may be an adult. 

(B) Open August 1 through September 30: 

(I) Daily limit 6; up to 3 adults ( (7;—ef-—wtech 2 may; be—Chineck)). 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(C) Open October 1 through December 31: 

(I) Daily limit 6; up to 3 adults, of which 2 may be Chinook. 

(II) Only Chinook and hatchery coho may be retained. 

(d) From the mouth of Colvin Creek to the overhead powerlines at 
Merwin Dam: 

(i) Open June 1 through October 31 and December 16 through April 
30 

(ii) Anti-snagging rule and night closure April through April 
30 and June 1 through October 31. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Trout: Daily limit 2; minimum length 14 inches. 

(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(iv) Salmon: 

(A) Open January 1 through April 30: Daily limit 6 hatchery Chi- 
nook; up to 1 may be an adult. 

(B) Open August 1 through September 30: 

(I) Daily limit 6; up to 3 adults ( (;—e#-weich ~~ may be—Chircek)). 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(C) Open October 1 through October 31: 

(I) Daily limit 6; up to 3 adults, of which 2 may be Chinook. 

(II) Only Chinook and hatchery coho may be retained. 
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(D) Open December 16 through December 31: 
(I) Daily limit 6; up to 3 adults, of which 2 may be Chinook. 
(II) Only Chinook and hatchery coho may be retained. 
(e) From the overhead powerlines below Merwin Dam to Merwin Dam: 
Closed waters. 
(f) From the cable crossing 1,300 yards below Yale Dam to Yale 
Dam: Closed waters. 
(g) From the old Lewis River streambed between Swift No. 1 Power- 
house and Swift No. 2 Powerhouse: Closed waters. 
h) Lewis River Power Canal: 


( 

(i) Open the fourth Saturday in April through October 31. 

(ii) It is unlawful to fish from a floating device. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
(iv) Trout: Daily limit 5; no minimum length. 


(i) From Eagle Cliff Bridge to Muddy River, including all tribu- 
taries except Muddy River: 

(i) Selective gear rules. 
(ii) Open the Saturday before Memorial Day through July 15. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
(A) Trout: Daily limit 10; minimum length 8 inches. 
(B) 
(a) 


Release wild trout. 
From the Muddy River to the lower falls and tributaries (in- 
cluding the Muddy River): 
(1) Selectiv gear rules. 
(ii) Release all fish. 
(45) Lewis River, East Fork (Clark/Skamania counties): 
(a) From the posted markers at the lower end of Big Eddy to 100 
feet above Lucia Falls: Closed waters. 
(b) From 400 feet below to 400 feet above Moulton Falls: Closed 
waters. 
(c) From 400 feet below Horseshoe Falls upstream, including trib- 
utaries above Horseshoe Falls: Closed waters. 
(d) From the mouth to 400 feet below Horseshoe Falls: 
(i) Open the Saturday before Memorial Day through July 15 and 
September 16 through March 15. 
(ii) Selective gear rules, except: Use of barbed hooks is al- 
lowed. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 
(iv) Salmon: 
A) Open September 16 through December 31. 
) Daily limit 6; up to 2 may be adults. 
) Only hatchery Chinook and hatchery coho may be retained. 
) Tributaries from the mouth to 400 feet below Horseshoe Falls: 
) 
1 


Selective gear rules. 
i) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(46) Little Klickitat River (Klickitat County): Within Goldendale 
city limits: 
(a) Open the fourth Saturday in April through the Friday before 
Memorial Day to juvenile anglers, senior anglers, and anglers with a 
disability who possess a designated harvester companion card only. 
(b) Open the Saturday before Memorial Day through October 31 to 
all anglers. 
(c) Game fish: Statewide minimum length/daily limit, except: 
Trout: Limit 5; no minimum length. 
(47) Little Washougal River (Clark County): 
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(a) Selective gear rules, except: Use of barbed hooks is allowed. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(c) Salmon: 

(i) Open August 1 through October 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(48 


(a) From the orange fishing boundary markers at Drano Lake up- 
stream to the intake near the north boundary of the Little White Sal- 
mon National Fish Hatchery: Closed waters. 

(b) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 5; minimum length 8 inches. 

(49) Love Lake (Clark County): Closed waters. 

(50) Mayfield Lake (Reservoir) (Lewis County): 

(a) Open from the Mayfield Dam to Onion Rock Bridge. 

(b) From the Tacoma Power safety signs at Onion Rock Bridge to 
Mossyrock Dam: Closed waters. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 10; minimum length 8 inches. 

(ii) Release wild rainbow trout and wild cutthroat trout. 

(iii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iv) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(v) Channel catfish: Daily limit 10; no size restriction. 

(vi) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(d) Salmon: 

(i) Open September 1 through December 31: 

(ii) Daily limit 6; minimum length 12 inches. 

(iii) Up to 2 may be adults. 

(iv) Only hatchery Chinook and hatchery coho may be retained. 

(51) Merrill Lake (Cowlitz County): 

(a) Fly fishing only. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Release all fish. 

(52) Merwin Lake (Reservoir) (Clark/Cowlitz counties): Landlocked 
salmon rules. 

(53) Mill Creek (Cowlitz County): 

(a) Open the Saturday before Memorial Day through August 31 and 
November through March 15. 

(b) Selective gear rules, except: Use of barbed hooks is allowed. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(d) Salmon: 

(i) Open November 1 through December 31. 

(ii) Daily ] imit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(54) Mill Creek (Lewis County): From the mouth to the hatchery 
road crossing culvert. 
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(55) Mineral Lake (Lewis County): 
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(56) Olequa Creek (Lewis/Cowlitz counties): 
From 400 feet below to 200 feet above the 
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Use of barbed hooks is allowed. 


rough October 31 and 


through December 31. 


y limit, 
inches. 


except: 


lhead; minimum length 


Open August 1 through October 31 and December 1 through De- 


ourth Saturday in 


temporary weir 


y limit, 
inches. 


except: 


length 


a) Selective gear rules, except: Use of barbed hooks is allowed. 
b) Game fish: Statewide minimum length/daily limit, except: 

i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
ches. 

(58) Outlet Creek (Silver Lake) (Cowlitz County): 

(a) From the Saturday before Memorial Day through November 30. 
(b) Selective gear rules, except: Use of barbed hooks is allowed. 
(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
ches. 

(d) Salmon: 

(i) Open August 1 through November 30. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 
(59) Rainey Creek (Lewis County): 

(a) From mouth to Highway 12. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 5; minimum length 8 inches. 

(ii) Release wild rainbow and cutthroat trout. 

(60) Riffe Lake (Reservoir) (Lewis County): 

(a) Open from Mossyrock Dam to Cowlitz Falls Dam: 

(b) From Cowlitz Falls Dam downstream to the Lewis County PUD 

y signs located approximately 800 feet below the dam: Closed wa- 
(c) It is permissible to fish up to the base of Swofford Pond 
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) Landlocked salmon rules. 

1) Rock Creek (Klickitat County): 

) From Army Corps of Engineers Park upstream to the source: 
waters. 

b) Open year-round from the mouth to the Army Corps of Engineers 
Park. Limits, size restrictions, and gear restrictions are the same as 
those in the adjacent portion of the Columbia River. 

(62) Rock Creek (Skamania County): From the mouth to the falls at 
approximately river mile one: 
(a) Open the Saturday before Memorial Day through March 15. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(c) Salmon: 
i) Open August 1 through December 31. 
ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery Chinook and hatchery coho may be retained. 
63) Rowland Lake, North (Klickitat County): Open the fourth Sat- 
urday in April through March 31. 

(64) Salmon Creek (Clark County): From the mouth to 182nd Avenue 
Bridge: 

(a) Open the Saturday before Memorial Day through March 15. 
(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(c) Salmon: 
i) Open August 1 through December 31. 
ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery Chinook and hatchery coho may be retained. 
65) Salmon Creek (Lewis County): 


( 
( 
( 
( 


a) Selective gear rules, except: Use of barbed hooks is allowed. 

b) Game fish: Statewide minimum length/daily limit, except: 

i) Trout: Daily limit 2; minimum length 14 inches. 

ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches 

c) Salmon 

i) Open August 1 through October 31. 


ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery Chinook or hatchery coho may be retained. 
(66) Silver Lake (Cowlitz County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Crappie: Daily limit 10; minimum length 9 inches. 
(b) Grass carp: No limit and no minimum length. 
(c) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(d) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(e) Channel catfish: Daily limit 10; no size restriction. 

(£) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(67) Silver Creek (tributary to Cowlitz River) (Lewis County): 
From the mouth to USFS Road 4778. Selective gear rules. 
(68) Skamokawa Creek (Wahkiakum County) : 
(a) Selective gear rules, except: Use of barbed hooks is allowed. 
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(b) Open the Saturday before Memorial Day through August 31 and 
November 1 through March 15. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(d) Salmon: 

(i) Open November 1 through December 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(69) Skate Creek (tributary to Cowlitz River) (Lewis County): Se- 
lective gear rules. 

(70) Spearfish Lake (Klickitat County): Open the fourth Saturday 
in April through March 31. 

(71) Spirit Lake (Skamania County): Closed waters. 

(72) Spring Creek (Klickitat County): From Hill Road upstream to 
the Goldendale Hatchery: Game fish: Statewide minimum length/daily 
limit, except: Trout: Limit 5; minimum length 8 inches. 

(73) Stillwater Creek (Lewis County): 

(a) Selective gear rules, except: Use of barbed hooks is allowed. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(c) Salmon: 

(i) Open August 1 through October 31. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Only hatchery Chinook and hatchery coho may be retained. 

(74) Swift Reservoir (Skamania County): 

(a) From dam to posted markers approximately 3/8 mile below Eagle 


Cliff Bridge: 
) 


Open the Saturday before Memorial Day through November 30. 


(i 

(ii) Game fish: Statewide minimum length/daily limit, except: 

(A) Trout: Daily limit 10; minimum length 8 inches. 

(B) Release wild trout. 

(C) Release all steelhead. 

(iii) Salmon: 

(A) Open the Saturday before Memorial Day through November 30. 

(B) Salmon count toward trout daily limit. 

(C) Minimum length 8 inches. 

(D) Maximum length 15 inches. 

(E) No catch record card required. 

(b) From the posted markers approximately 3/8 mile below Eagle 
Cliff Bridge to the bridge: 

(i) Selective gear rules. 

(ii) Open the Saturday before Memorial Day through July 15. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Trout: Daily limit 10; minimum length 8 inches. 

(B) Release wild trout. 

(C) Release all steelhead. 

(iv) Salmon: 

(A) Open the Saturday before Memorial Day through July 15. 

(B) Landlocked salmon rules. 

(C) Maximum length 15 inches. 

(75) Tilton River (Lewis County): From the mouth to the West 
Fork: 
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(a) Within posted "Closed Waters" signs around the adult fish re- 
lease sites: Closed waters. 
(b) Anti-snagging rule from September 1 through October 31. 
(c) Night closure from September 1 through October 31. 
(d) Game fish: Statewide minimum length/daily limit, except: Re- 
lease wild rainbow and wild cutthroat trout. Open year-round. 
e) Salmon: 
i) Open year-round. 
ii) Daily limit 6; up to 2 may be adults. 
iii) Only hatchery coho may be retained. 
76) Tilton River, East, North, South and West Forks (Lewis Coun- 
lective gear rules. 
7) Toutle River (Cowlitz County): From the mouth to the forks: 


) Open the Saturday before Memorial Day through March 15. 

) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 2; minimum length 14 inches. 

) 

) 


(c) Salmon open August 1 through November 30: 

(i) Daily limit 6; up to 3 may be adults, of which 1 may be a 
Chinook. 

(ii) Only hatchery Chinook and hatchery coho may be retained. 


(78) Toutle River tributaries (unless otherwise listed) (Cowlitz 
County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease wild trout. 

(79) Toutle River, North Fork (Cowlitz County): 

(a) From the mouth to the posted deadline below the fish collec- 
tion facility: 
(i) Open the Saturday before Memorial Day through March 15. 

(ii) September 1 through October 15: Anti-snagging rule and night 
closure on the North Fork from the confluence with the South Fork to 
the mouth of Green River. 

(iii) Selective gear rules, except: Use of barbed hooks is al- 
lowed the Saturday before Memorial Day through July 31 and December 1 
through March 15. 
(iv) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(v) Salmon open August 1 through Nov 30: 

(A) Daily limit 6; up to 3 adults, of which 1 may be a Chinook. 
(B) Only hatchery Chinook and hatchery coho may be retained. 
(b) From the posted deadline downstream of the fish collection 
facility upstream and tributaries: Closed waters. 

(80) Toutle River, North Fork tributaries from the mouth to the 
posted deadline below the fish collection facility (unless otherwise 
listed) (Cowlitz County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

81) Toutle River, South Fork (Cowlitz County): 

a) From the mouth to 4700 Road Bridge: 

i) Open April 16 through the Friday before Memorial Day: 

A) Selective gear rules, except: Use of barbed hooks is allowed. 
B 


) Game fish: Statewide minimum length/daily limit, except: 


) Release trout. 
(II) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(ii) Open the Saturday before Memorial Day through November 30: 
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length 


T53 
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Game fish: Statewide minimum length/daily limit, 
(A) Trout: Daily limit 2; minimum length 14 inches. 
(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 
(iii) Open December 1 through March 15: 
(A) Selective gear rules, except: 
(B) Game fish: Statewide minimum length/daily limit, 
(I) Trout: Daily limit 2; minimum length 14 inches. 
(II) Steelhead: Daily limit 3 hatchery steel 
20 inches. 
(C) Salmon: 
(I) Open August 1 through November 30. 
(II) Daily limit 6; up to 2 may be adults. 
(III) Only hatchery Chinook and hatchery coho may be retained. 
(b) From 4700 Road Bridge upstream: 
(i) Open the Saturday before Memorial Day through March 
(ii) From December 1 through March 15: Selectiv 
cept: Use of barbed hooks is allowed. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
(A) Trout: Daily limit 2; minimum length 14 inches. 
(B) Steelhead: Daily limit 3 hatchery st 
20 inches. 
(iv) Salmon: 
(A) Open August 1 through November 30. 
(B) Daily limit 6; up to 2 may be adults. 
(C) Only hatchery Chinook and hatchery coho may be retained. 


(82) Vancouver Lake and all other waters west of Burlington 
Northern Railroad from the Columbia River drawbridge near Vancouver 
downstream to Lewis River (Clark County): 


(a) 


feet east and west of the channel exit: 
Chumming is permissibl 
Statewide minimum length/daily 
minimum 


(b) 
(c) G 
(i) T 
(ii) 
largemouth 
ches may b 


ame fish: 
rout: Daily limi 


S 


23 


length 14 


Largemouth bass: 
bass under 
e retained. 


Dail 


y dl 


imit 10; 


12 inches may b 


limit, 
inches. 


no minimum length; 


retained, 


Vancouver Lake flushing channel and the lake shoreline 400 


Closed April 1 through May 31. 


except: 


only 


xcept 1 over 17 in- 


(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(83) Walupt Lake (Lewis County): All inlet streams: Closed wa- 
CErs.. 

(84) Washougal River (Clark County): 

(a) From the mouth to the boat ramp at the WDFW county line ac- 
cess site: 

(i) From 1,000 feet (or posted markers) below to 200 feet above 
the temporary weir when the weir is installed in the river: Closed wa- 
ters. 

(ii) Night closure. 

(iii) July 1 through October 31: Anti-snagging rule. 

(iv) Open April 16 through the Friday before Memorial Day: 

(A) Selective gear rules, except: Use of barbed hooks is allowed. 

(B) Game fish: Statewide minimum length/daily limit, except: Re- 
lease all trout. 

(v) Open the Saturday before Memorial Day through March 15. 
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(A) Game fish: Statewide minimum length/daily limit, except: 

(B) Trout: Daily limit 2; minimum length 14 inches. 

(vi) March 16 through April 15: Closed. 

(vii) Steelhead: 

(A) Open April 16 through March 15: Daily limit 3 hatchery steel- 
head; minimum length 20 inches. 

(B) March 16 through April 15: Closed. 

(viii) Salmon: 

(A) Open August 1 through December 31. 

(B) Daily limit 6; up to 3 adults may be retained, of which ((4)) 
2 may be ((a@)) Chinook. 

(C) Only hatchery Chinook and hatchery coho may be retained. 

(b) From the boat ramp at the WDFW county line access site to the 
bridge at Salmon Falls: 

(i) From 1,000 feet (or posted markers) below to 200 feet above 


the temporary weir when the weir is installed in the river: Closed wa- 
ters. 

(ii) August 1 through October 31: 

(A) Anti-snagging rule. 

(B) Night closure. 

(iii) Game fish: 

(A) Open from the Saturday before Memorial Day through March 15. 

(B) Game fish: Statewide minimum length/daily limit, except: 

(C) Trout: Daily limit 2; minimum length 14 inches. 

(D) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(iv) Salmon: 

(A) Open August 1 through December 31. 

(B) Daily limit 6; up to 3 adults may be retained, of which ((4)) 
2 may be ((a)) Chinook. 

(C) Only hatchery Chinook and hatchery coho may be retained. 

(c) From the bridge at Salmon Falls upstream and tributaries: 
Closed waters. 

(85) Washougal River, West (North) Fork (Clark/Skamania coun- 
ties): 

(a) From the mouth to the water intake at the department hatch- 
ery: Closed waters. 

(b) From the intake at the department hatchery upstream: 

(i) Open the Saturday before Memorial Day through March 15. 

(ii) Game fish: Statewide minimum length/daily limit, except: 

(A) Trout: Daily limit 2; minimum length 14 inches. 

(B) Steelhead: Daily limit 3 hatchery steelhead; minimum length 
20 inches. 

(iii) Salmon: 

(A) Open August 1 through December 31. 

(B) Daily limit 6; up to 2 may be adults. 

(C) Only hatchery Chinook and hatchery coho may be retained. 

(86) White Salmon River (Klickitat/Skamania counties): 

(a) From the mouth (Burlington Northern Railroad Bridge) to the 
county road bridge below the former location of the powerhouse: 

(i) Open year-round. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 


lease wild rainbow and wild cutthroat. 


(iii) 


J 


steelhead. 
(iv) 


(v) 
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(A) Open April through June 30: 

(I) Daily limit 2; up to 2 salmon, or 2 hatchery steelhead, or 
one of each, may be retained. 

(II) Release wild Chinook. 

(B) Open July 1 through July 31: 

(I) Daily limit 2; up to 2 salmon. 

(II) Release wild Chinook. Closed to fishing for or retaining 
steelhead. 

(C) Open August 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon. Closed to fishing for or 
retaining steelhead. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(D) Open November 1 through March 31: 

(I) Daily limit 6; up to 2 salmon, or 2 hatchery steelhead, or 
one of each, may be retained. 

(II) Only hatchery Chinook and hatchery coho may be retained. 

(b) From the county road bridge below the former location of the 
powerhouse upstream to Big Brother Falls (river mile 16): 

(i) From Big Brother Falls downstream 400 feet: Closed waters. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease wild rainbow and wild cutthroat trout. 

(iii) Selective gear rules, except: Use of barbed hooks is al- 
lowed. 

(iv) Salmon and steelhead: 

(A) Open Saturday before Memorial Day through July 31: 

(I) Daily limit 2 fish, up to 2 salmon, or 2 steelhead, or one of 
each may be retained. 

(II) Only hatchery salmon and hatchery steelhead may be retained. 

(B) Open August 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon, or 2 steelhead, or one 
of each may be retained. 

(II) Only hatchery salmon and hatchery steelhead may be retained. 

(87) Wind River (Skamania County): 

(a) From the mouth to the Highway 14 Bridge: 

(i) Open year-round. 

(ii) March 16 through June 30: Night closure. 

(iii) March 16 through June 30: Each angler aboard a vessel may 


deploy salmon/steelhead angling gear until the salmon/steelhead limit 
for all anglers aboard has been achieved. 


(iv) March 16 through June 30: Two-pole fishing for salmon/steel- 
head is permissible so long as the angler possesses a two-pole en- 
dorsement. 

(v) July 1 through October 31: Night closure for salmon and 
steelhead fishing. 

(vi) August 1 through October 31: Anti-snagging rule applies. 

(vii) Game fish: Statewide minimum length/daily limit, except: 

(A) Release cutthroat trout and wild rainbow trout. 

(B) Steelhead: Open November 1 through March 15; daily limit 3 
hatchery steelhead; minimum length 20 inches. 

(viii) Salmon and steelhead: 

(A) Open March 16 through June 30: Daily limit 6; up to 2 adult 
salmon, or 2 hatchery steelhead, or one of each, may be retained. Re- 


lease wild Chinook and wild coho. 


(B) 
(I) 


Dail 


Open July 1 through 
y limit 6; 


( (Geteber—34+)) September 30: 
up to 2 adult salmon may be retained. Closed 


to fishing for or retaining steelhead. 


(II) 


Re] 
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(I 
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S 
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la~ 


TI) 
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(b) 
(i 
(ii) 


From 


) 


ii) 


March 
July 1] 


the Highway 
Open year-round. 
16 through 
through 


steelhead fishing. 


(iv) 
through Oc 


(v 
(A 
(B 


hatcher 
(vi) 
(A) 


salmon, 


teel 
teel 


) G 
) R 
) S 
y s 


) Daily 


Anti-snagging ru 
tober 31. 
ame fish: 


Statewide minimum 


June 30: 
October 31: 


14 Bridge to 4 


le from May 1 


Nigh 
Nigh 
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t closure for salmon and 


through June 30 and August 1 


6; 


limit 


to fishing for or retaining 


Re] 


~ 


( 


II) 


) Daily 


ease wild Ch 
Open August 


1 
6; 


limi 


to fishing for or retaining s 
ease wild Ch 


II) 


Re] 


(c) 


ladder: 


(a) 


Closed 


From 400 feet 


From 100 
below the Coffer 


ters. 
feet 
Dam: 


wa 


through 


up 


head: 
June 30: 
teelhead, 
d coho. 
Open July 1 through July 31: 
to 2 adu] 


length/daily limit, 


or one of each, may b 


t sal 


except: 


elease cutthroat trout and wild rainbow trout. 
head: Open November 1 through March 15; 
head; minimum length 20 inches. 

Salmon and steel 
Open March 16 
or 2 hatchery s 
lease wild Chinook and wil 

(B) 
(I 


daily limit 3 


Daily limit 6; to 2 adult 


tained. Re- 


up 
ag 


mon may be retained. Closed 


s 
inoo 
th 

u 


p to 


teelhead. 

k and wild 
rough October 31: 
2 adult sal 


coho. 


mon may be retained. Closed 


inoo 
below 


teel 
k and wild coho. 


to 100 feet above Shipherd Falls fish 


head. 


above Shipherd Falls fish ladder to 400 feet 


(i) Anti-snagging rule. 

(ii) Night closure. 

(iii) Open September 16 through November 30: 

(A) Release all fish. 

(B) Selective gear rules, except: Use of barbed hooks is allowed. 

(iv) Salmon and steelhead: 

(A) Open May 1 through June 30. 

(B) Daily limit 6; up to 2 adult salmon, or 2 hatchery steelhead, 
or one of each, may be retained. 

(e) From 400 feet below the Coffer Dam to 100 feet above the Cof- 
fer Dam: Closed waters. 

(£) From 100 feet above the Coffer Dam to 800 yards downstream 
from Carson National Fish Hatchery: 

(i) Anti-snagging rule. 

(ii) Night closure. 

(iii) Open September 16 through November 30: 

(A) Release all fish. 

(B) S ctive gear rules, except: Use of barbed hooks is allowed. 

(iv) Salmon and steelhead open May 1 through June 30: Daily limit 
6; up to 2 adult salmon, or 2 hatchery steelhead, or one of each, may 
be retained. 


(g 


) 


upstream to Moore Bridge: 


(i 
(i 


) 


i) 
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(iii) Selective gear rules, except: Use of barbed hooks is al- 


lowed. 
(h) From Moore Bridge upstream: Closed waters. 
(88) Wind River tributaries (Skamania County): Closed waters. 
(89) Yale Reservoir (Cowlitz County): Landlocked salmon rules. 
(90) Yellowjacket Creek (tributary to Cispus River) (Lewis Coun- 
ty): Selective gear rules. 


[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, 77.12.045, 
and 77.12.047. WSR 22-05-066 (Order 22-06), § 220-312-030, filed 
2/11/22, effective 7/1/22. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, and 77.12.047. WSR 21-14-067 (Order 21-95), S$ 
220-312-030, filed 7/2/21, effective 8/2/21; WSR 20-14-052 (Order 
20-97), § 220-312-030, filed 6/25/20, effective 7/26/20. Statutory Au- 
thority: RCW 77.04.012, 77.04.020, 77.04.055, 77.12.045, and 
77.12.047. WSR 20-03-130 (Order 20-09), § 220-312-030, filed 1/17/20, 
effective 2/17/20. Statutory Authority: RCW 77.04.012, 77.04.013, 
77.04.020, 77.04.055, and 77.12.047. WSR 19-15-050 (Order 19-139), § 
220-312-030, filed 7/12/19, effective 8/12/19; WSR 18-15-065 (Order 
18-163), § 220-312-030, filed 7/16/18, effective 8/16/18. Statutory 
Authority: RCW 77.04.012, 77.04.020, and 77.12.047. WSR 18-06-045 (Or- 
der 18-30), § 220-312-030, filed 3/1/18, effective 4/1/18. Statutory 
Authority: RCW 77.04.012, 77.04.013, 77.04.020, 77.04.055, and 
77.12.047. WSR 17-17-029, § 220-312-030, filed 8/8/17, effective 
9/8/17; WSR 17-05-112 (Order 17-04), recodified as § 220-312-030, 


filed 2/15/17, effective 3/18/17; WSR 16-14-038 (Order 16-158), § 
220-310-185, filed 6/28/16, effective 7/29/16. Statutory Authority: 
RCW 77.04.012 and 77.12.047. WSR 16-06-073 (Order 16-30), S 
220-310-185, filed 2/26/16, effective 7/1/16. Statutory Authority: RCW 
77.04.012, 77.04.013, 77.04.020, 77.04.055, and 77.12.047. WSR 
15-13-081 (Order 15-177), § 220-310-185, filed 6/12/15, effective 
7/13/15. Statutory Authority: RCW 77.04.012, 77.04.013, 77.04.055, and 
77.12.047. WSR 15-06-065 and 15-06-006 (Order 15-033), § 220-310-185, 
filed 3/4/15 and 2/20/15, effective 7/1/15. Statutory Authority: RCW 
77.04.012, 77.04.020, 77.04.055, 77.12.045, and 77.12.047. WSR 
14-16-027 (Order 14-185), § 220-310-185, filed 7/25/14, effective 
8/25/14. Statutory Authority: RCW 77.04.012, 77.04.013, 77.04.055, and 
77.12.047. WSR 14-04-120 (Order 14-26), § 220-310-185, filed 2/4/14, 


effective 3/7/14.] 


OTS-3772.2 


AMENDATORY SECTION (Amending WSR 22-05-066, filed 2/11/22, effective 
7/1/22) 


WAC 220-312-040 Freshwater exceptions to statewide rules—Puget 
Sound. (1) Beaver ponds located within or adjacent to streams that 
drain into Puget Sound listed as open to trout and other game fish 
follow the same rules as the adjacent stream. 

(2) County-wide freshwater exceptions to statewide rules: 

(a) Beaver ponds in Kitsap County and Mason County on Tahuya Pen- 
insula west of Belfair-Bremerton Highway (S.R. 3): 
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the fourth Saturday in April through October 31. 
No minimum 
Beaver ponds in Kitsap 


County and Mason County east of Bel- 
fair-Bremerton : 


Highway (S.R. 3): 

Open the first Saturday in June through October 31. 

) Trout: No minimum length. 
(3) AKL Pond (King County): Game fish: Statewide minimum length/ 

except: 

Largemouth bass: Daily limit 10; no minimum length; only 

th bass under 12 inches may be retained, except 1 over 17 in- 

be retained. 

Smallmouth bass: Daily limit 15; no minimum length; only 1 

14 inches may be retained. 

Channel catfish: Daily limit 10; no size restriction. 

Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
(4) Aldrich Lake (Mason County): Open the fourth Saturday in 


April through October 31. 


(5) Alexander Lake (Kitsap County): Closed waters. 

(6) American Lake (Pierce County): 

(a) Chumming is permissible. 

(b) Game fish: Statewide minimum length/daily limit, except: Com- 
bined daily limit of trout and kokanee is 5, any length. 

(7) Anderson Creek (Kitsap County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(8) Armstrong Lake (Snohomish County): Open the fourth Saturday 
in April through October 31. 

(9) Bainbridge Island - All streams (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(10) Baker Lake (Whatcom County): 

(a) Closed waters within a 200-foot radius around the pump dis- 
charge at the south end of the lake. 


(b) Chumming is permissible. 

(c) Open the fourth Saturday in April through October 31. 

(d) Game fish: Statewide minimum length/daily limit, except: Ko- 
kanee: Minimum length 8 inches and maximum length 18 inches. 

(e) Salmon: Open July 9 through August 31: Daily limit 2 sockeye 
only. Minimum size 18 inches. Release all other salmon. Each angler 
aboard a vessel may deploy salmon angling gear until the salmon limit 


for all 


ang] 


ers aboard h 


as been achieved. 


(a) 
largemout 
ches may 

(b) 


smallmout 
(c) 
(d) 

retained 


(11) Baker River (Skagit/Whatcom County): From the mouth to the 
Lower Baker Dam: Cl 
(12) 
imum length/da 


losed waters. 
Ballinger Lake (Snohomish County): Game fish: Statewide min- 
ily limit, except: 
Largemouth bass: Daily limit 10; no minimum length; only 
th bass under 12 inches may be retained, except 1 over 17 in- 
be retained. 
Smallmouth bass: Daily limit 15; no minimum length; only 1 
th bass over 14 inches may be retained. 
Channel catfish: Daily limit 10; no size restriction. 
Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
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Game fish: Statewide minimum 


(a) 
largemout 
ches may 

(b) 
smallmou 

(c) 

(d) 
retained. 

(14) 
mum lengt 

(a) 
largemout 
ches may 

(b) 
smallmout 

(c) 

(d) 
retained. 

(15) 


length/daily limit 


Beaver Lake (Skagit County): 


Beecher, Lake (Snohomish County): 


Game fish: 


ty except: 
Largemouth bass: Daily limit 10; no minimum length; only 
h bass under 12 inches may be retained, except 1 over 17 in- 
be retained. 
Smallmouth bass: Daily limit 15; no minimum length; only 1 
th bass over 14 inches may be retained. 
Channel catfish: Daily limit 10; no size restriction. 
Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


Statewide mini- 


h/daily limit, except: 

Largemouth bass: Daily limit 10; no minimum length; only 

h bass under 12 inches may be retained, except 1 over 17 in- 
be retained. 

Smallmouth bass: Daily limit 15; no minimum length; only 1 

h bass over 14 inches may be retained. 

Channel catfish: Daily limit 10; no size restriction. 
Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
Benson Lake (Mason County): Open the fourth Saturday in 


April through October 31. 


~ 


16) Big Beaver Creek (Whatcom County), from 1/4 mile upstream of 


the closed water markers on Ross Lake upstream, including tributary 
streams and beaver ponds: 


(a) Open July 1 through October 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(17) Big Beef Creek (Kitsap County): 

(a) From Seabeck Highway Bridge to Lake Symington: 

(i) Open the Saturday before Memorial Day through August 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(iv) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(v) From August 1 through August 31: Closed waters within 100 
feet of the Seabeck Highway N.W. Bridge. 

(b) From Lake Symington upstream: 

(i) Selective gear rules. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(18) Big Lake (Skagit County) : 

(a) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(b) Landlocked salmon rules. 

(19) Big Mission Creek (Mason County): 

(a) Selective gear rules. 
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(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(20) Big Quilcene River (Jefferson County): 
(a) From the mouth to Rodgers Street: Open the Saturday before 
Memorial Day through August 15: 
(i) Selective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(b) From Rodgers Street to the Highway 101 Bridge: 
(i) From the Saturday before Memorial Day through August 15: Se- 
lective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(iii) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(iv) From August 16 through October 31: 
) Night closure. 
Anti-snagging rules. 
Salmon: 
Open August 16 through October 31. 
Daily limit 4 coho only; minimum length 12 inches. 
(c) From the Highway 101 Bridge to the weir at Quilcene National 
Fish Hatchery: Closed waters. 
(d) From the weir at Quilcene National Fish Hatchery to the upper 
boundary of Falls View campground: 
(i) Selective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(21) Big Soos Creek (King County): From the mouth to the hatchery 


(A 
( 
( 
( 
( 


B 
V 
A 
B 


rack: 


(a) Open the Saturday before Memorial Day through August 31. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(22) Black Lake (Thurston County): Game fish: Statewide minimum 
length/daily limit, except: Crappie: Daily limit 10; minimum length 9 
inches. 

(23) Blackjack Creek (Kitsap County): 

(a) Open Saturday before Memorial Day through August 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(24) Blacksmith Pond (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(25) Boise Creek (King County) (White River tributary): From the 
mouth to the Highway 410 crossing: Closed waters. 
(26) Bosworth Lake (Snohomish County): 
(a) Open the fourth Saturday in April through October 31. 
(b) Game fish: Statewide minimum length/daily limit, except: 
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(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(27) Boulder River (Snohomish County) (N.F. Stillaguamish River 
tributary): From the mouth to Boulder Falls: 

(a) Open September 16 through October 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(28) Bradley Lake (Pierce County): Open to juvenile anglers, se- 
nior anglers, and anglers with a disability who possess a designated 
harvester companion card only. 

(29) Buck Lake (Kitsap County): Open the fourth Saturday in April 
through October 31. 
(30) Buffington Pond (Kitsap County): Game fish: Statewide mini- 
mum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(31) Burley Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(32) Cady Lake (Mason County): 

(a) Fly fishing only. 

(b) Release all fish. 
(c) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(33) Cain Lake (Whatcom County): Open the fourth Saturday in 
April through October 31. 

(34) Calligan Lake (King County): It is unlawful to use lead 
weights or lead jigs that measure 1 1/2 inch or less along the longest 
axis. 


(35) Campbell Creek (Mason County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(36) Campbell Lake (Skagit County): Grass carp: No daily limit 
for anglers and bow and arrow fishing allowed. 

(37) Canyon Creek (Snohomish County) (S.F. Stillaguamish River): 

(a) From the mouth to the forks (North Fork and South Fork): 

(i) Open September 16 through January 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(b) From the forks (North Fork and South Fork) upstream: Closed 
waters. 
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(38) Capitol Lake (Thurston County): Closed waters. 

(39) Carbon River (Pierce County): 

(a) From the mouth to Voight Creek: 

(i) From September 1 through ( (Nevembes)) September 30: 

(A) Night closure. 

(B) Anti-snagging rules. 

(C) Barbless hooks required. 

(ii) Open September 1 through ( (Nevembes)) September 30. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) Open December 1 through January 15: 

(A) Selective gear rules. 

(B) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(v) Salmon: 

(A) Open September 1 through ( (Nevembes)) September 30, Wednes- 


days through Saturdays only. 


(B) Daily limit 6; up to 2 may be adults, minimum length 12 in- 
ches. 

(C) Release wild Chinook and chum. 

(b) From Voight Creek to the Highway 162 Bridge: 

(i) Open from December 1 through January 15. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 


Release cutthroat trou 


t and wild rain 


bow trout. 


(40) Carney Lake (Pierce County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Salmon: Landlocked salmon rules. 

(41) Carpenter Lake (Kitsap County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(42) Cascade Creek (San Juan County): 

(a) From the mouth to Mountain Lake. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 


(43) 


April through October 


(44) 
(a 


(i) 


Open July 1 


Saturdays only: 


through July 15: 


Cascade Lake (San Juan County): 


Sle. 


Cascade River (Skagit County): 
) From the mout 


Open the fourth Saturday in 


th to the Rockport-Cascade Road Bridge: 


( (Feescde ys) ) 


Wednesdays through 


except: 
Minimum length 14 in- 


y Varden/Bull trout: Minimum length of 20 inches as part 


(A) Anti-snagging rules and night closure. 
(B) Game fish: Statewide minimum length/daily limit, 
(I) Cutthroat trout and wild rainbow trout: 
ches. 
(II) Doll 
of the trout limit 


(C) Salmon: Daily limit 4 hatchery Chinook; up to 2 may be 


adults. 
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(I) Release all other salmon. 

(II) Minimum length 12 inches. 

(ii) Open September 16 through October ( (+5:Feesdeys)) 31: Wed- 
nesdays through Saturdays only: 

(A) Anti-snagging rules and night closure. 

(B) Salmon: Daily limit 4 coho 

(I) Release all other salmon 

(II) Minimum length 12 inches. 

(C) Game fish: Statewide length/daily limit, except: 

(I) Cutthroat trout and wild rainbow: Minimum length 14 inches. 

(II) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit. 

(iii) Open December through January 31: 

(A) Game fish: Statewide length/daily limit, except: 

(I) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(II) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit. 

(B) Salmon: Closed. 

(b) From the Rockport-Cascade Road Bridge upstream: 

(i) Open June 1 through January 31. 

(ii) Selective gear rules. 

(iii) Release all fish except hatchery steelhead. 

(45) Cass Pond (King County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(46) Cavanaugh Lake (Skagit County): Chumming is permissible. 

(47) Cedar River (King County): 

(a) From the mouth to Landsburg Road: 

(i ) Open the Saturday before Memorial Day through August 31. 

(ii) Selective gear rules. 

(iii) Night closure. 

(iv) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout 

(v) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) From Landsburg Bridge upstream to the falls: Closed waters. 

(48) Chain Lake (Snohomish County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 2; minimum length 14 inches. 

(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(49) Chambers Creek (Pierce County): 
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(a) From the mouth (Burlington Northern Bridge) to the markers 
400 feet below the Boise-Cascade Dam: 

(i) Selective gear rules, except bait is permissible September 1 
through October 15. 

(ii) Open the Saturday before Memorial Day through November 15 
for game fish. 

(iii) Night closure. 

(iv) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(v) Salmon: 

(A) Open July 1 through November 15: 

(B) Daily limit 6; up to 4 may be adults; minimum length 12 in- 


ches. 
) Release chum, wild Chinook, and wild coho. 
) From Boise-Cascade Dam to Steilacoom Lake: 
MES ctive gear rules. 

i) Night closure. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(50) Chambers Lake (within Ft. Lewis Military Reservation) 
(Pierce County): 

(a) Selective gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Release cutthroat trout and wild rainbow trout. 

(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(51) Channel Creek (Whatcom County) (Baker River tributary): Open 
the Saturday before Memorial Day through August 31. 

(52) Chaplain Creek (Snohomish County) (Sultan River tributary): 
Waters adjacent to the water filtration plant, from the inlet to the 
beaver pond (Grass Lake) below the water filtration plant gate to the 
waterfall approximately .4 miles upstream: Closed waters. 

(53) Cherry Creek (King/Snohomish County) (tributary to the Sno- 
qualmie River): From the mouth to Cherry Creek Falls: Selective gear 
rules. 


54) Chico Creek (Kitsap County) : 

a) Open Saturday before Memorial Day through August 31. 

b) Selective gear rules. 

c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(55) Christine, Lake (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 
(c) Channel catfish: Daily limit 10; no size restriction. 
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(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(56) Church Creek (Mason County): From the mouth to the bridge on 
U.S. Forest Service Road #2361: Closed waters. 

(57) Clarks Creek (Pierce County): Closed waters. 

(58) Clear Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(59) Clear Lake (Pierce County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Chumming is permissible. 

(60) Clear Lake (Skagit County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(61) Clear Lake (Thurston County): Open the fourth Saturday in 
April through October 31. 

(62) Clearwater River (Pierce County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(63) Clover Creek (Pierce County): From the mouth upstream to 
Steilacoom Lake: Closed waters. 

(64) Cottage Creek South Pond (King County): Game fish: Statewide 
minimum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(65) Cottage Lake (King County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(66) Coulter Creek (Kitsap/Mason counties) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(67) County Line Ponds (Skagit County): Closed waters. 
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(68) Crabapple Lake (Snohomish County): Open the fourth Saturday 
in April through October 31. 

(69) Cranberry Creek (Mason County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(70) Cranberry Lake (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(71) Crescent Creek (Kitsap County): 


(a) Selective gear rules. 
(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 


(72) Crescent Lake (Pierce County): Open the fourth Saturday in 
April through October 31. 
(73) Crocker Lake (Jefferson County): Game fish: Statewide mini- 
mum length/daily limit, except: Closed to trout fishing. 

(74) Cushman Lake (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Kokanee: Minimum length 8 inches and maximum length 18 in- 


ches. 


(b) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(c) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(d) Channel catfish: Daily limit 10; no size restriction. 

(e) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(75) Dakota Creek (Whatcom County): From the mouth to Giles Road 
Bridge. 

(a) Open the Saturday before Memorial Day through December 31. 

(b) Selective gear rules. 

(76) De Coursey Pond (Pierce County): Open the fourth Saturday in 
April through October 31 to juvenile anglers, senior anglers, and an- 
glers with a disability who possess a designated harvester companion 
card only. 

(77) Deer Creek (Mason County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(78) Deer Creek (Snohomish/Skagit counties) (Tributary to the 
N.F. Stillaguamish) and all tributaries: Closed waters. 

(79) Deer Lake (Island County): Open the fourth Saturday in April 
through October 31. 
(80) Deer Lake (Mason County): Open the fourth Saturday in April 
through October 31. 
(81) Deschutes River (Thurston County): From Old Highway 99 
Bridge upstream: 

(a) Selective gear rules. 
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Game fish: 

Open year-round. 

Statewide minimum length/daily limit, except: Release cut- 

out and wild rainbow trout. 

Salmon: 

Open year-round. 

) Daily limit 6; up to 2 may be adults. 

ii) Release coho. 

82) Devereaux Lake (Mason County): Open the fourth Saturday in 

April through October 31. 

83) Dewatto River (Mason County): 
a) From the mouth to Dewatto-Holly Road Bridge: 
i) Open the Saturday before Memorial Day through August 15. 
ii) Selective gear rules. 
iii) Game fish: Statewide minimum length/daily limit, except: 

( (+44+)) Release cutthroat trout and wild rainbow trout. 
( 
b 
1 


) From Dewatto-Holly Road Bridge upstream: 
i) Selective gear rules. 
ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(84) Dogfish Creek (Kitsap County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(85) Don Lake (also known as "Clara Lake") (Mason County): Open 
the fourth Saturday in April through October 31. 

(86) Dosewallips River (Jefferson County): 

(a) From the mouth to Highway 101 Bridge: 

(i) Open the Saturday before Memorial Day through August 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(iv) Salmon: 
(A) Open November 1 through December 15. 
(B) Limit 2 chum only. 
(b) From Highway 101 Bridge to Olympic National Park boundary 
about three-quarters of a mile downstream of the falls: 

(i) Open the Saturday before Memorial Day through August 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(87) Duckabush River (Jefferson County) : 

(a) From the mouth to Mason County PUD #1 overhead distribution 


line: 


(i) Open the Saturday before Memorial Day through August 31. 
(ii) Selective gear rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 
(iv) Salmon: 
(A) Open November 1 through December 15. 
(B) Daily limit 2 chum only 
(b) From Mason County PUD Xi overhead distribution line to the 
Olympic National Park boundary: 
(i) Open the Saturday before Memorial Day through August 31. 
(ii) Selective gear rules. 
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except: 


the fourth Saturday in 


(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(90) Elson Creek (Thurston County): Closed waters. 

(91) Erdman Lake (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(92) Erickson Pond (Kitsap County): Game fish: Statewide minimum 


length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(93) Erickson Reservoir (Kitsap County): Game fish: Statewide 
minimum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(94) Erie Lake (Skagit County): Open the fourth Saturday in April 
through October 31. 

(95) Fawn Lake (Upper and Lower) (Mason County): Game fish: 


Statewide minimum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(96) Fazon Lake (Whatcom County): It is unlawful to fish from any 
floating device from the first Friday in October through January 27. 

(97) Finch Creek (Mason County): Anglers with disabilities who 


permanently use 
panion card may 
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Salmon Hatchery, so long as those anglers follow all applicable rules 
of the adjoining waters of Marine Area 12. 

(98) Finney Creek (Skagit County): From the mouth up to the USFS 
17 road bridge: Closed waters. 
(99) Fisher Creek Slough (Skagit County): From the mouth to the 
I-5 Bridge: Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(100) Fortson Mill Pond #1 (Snohomish County): Game fish: State- 
wide minimum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(101) Fortson Mill Pond #2 (Snohomish County) : 

(a) Open the fourth Saturday in April through October 31 for ju- 
venile anglers only. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(102) Fulton Creek (Mason County): From the mouth to falls at 
river mile 0.8: 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
103) Geneva Lake (King County): Open the fourth Saturday in 
April through October 31. 

(104) Gibbs Lake (Jefferson County): 

(a) Selective gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 1; minimum length 18 inches. 

(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(105) Gissberg Pond, North (Snohomish County): Open for juvenile 
anglers only. 

106) Goat Ranch Pond (Mason County): Game fish: Statewide mini- 
mum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


~ 


~ 


Certified on 7/13/2022 [ 196 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-054 


(b) Smallmouth bass: Daily limit 
smallmouth bass over 14 inches may be 
(c) Channel catfish: Daily limit 


15; no minimum length; only 1 
retained. 
10; no size restriction. 


(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 


(107) Goldsborough Creek and tributaries (Mason County): 


(a) Selective gear rules. 


(b) Game fish: Statewide minimum length/daily limit, except: Re- 


lease cutthroat trout and wild rainbow trout. 
(108) Goodwin Lake (Snohomish County): Chumming is permissible. 


(109) Goss Lake (Island County): 
April through October 31. 


( 
(a 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum 


110) Gorst Creek (Kitsap County): 
) Open the Saturday before Memorial Day through August 31. 


Open the fourth Saturday in 


length/daily limit, except: Re- 


length/daily limit, except: 


lease cutthroat trout and wild rainbow trout. 
(111) Grandy Lake (Skagit County): Game fish: Statewide minimum 


(a) Largemouth bass: Daily limit 
largemouth bass under 12 inches may b 
ches may be retained. 


10; no minimum length; only 


retained, except 1 over 17 in- 


(b) Smallmouth bass: Daily limit 
smallmouth bass over 14 inches may be 
(c) Channel catfish: Daily limit 


15; no minimum length; only 1 
retained. 
10; no size restriction. 


(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 


(112) Granite Lakes (near Marblemount) (Skagit County): Game 


fish: Statewide minimum length/daily limit, except: Release Grayling. 


(113) Grass Lake (Mason County): 
April through October 31. 


(114) Green (Duwamish) River (King County): 


Open the fourth Saturday in 


(a) From an east-west line extending through the southernmost tip 
of Harbor Island to Tukwila International Boulevard/Old Highway 99: 
(i) Open for game fish the Saturday before Memorial Day through 


July 31. 


(ii) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iii) In years ending in odd numbers, open for game fish and sal- 


mon August 20 through December 31: 
(A) Anti-snagging rules. 
(B) Night closure. 


(C) Daily limit 6 salmon of which no more than 3 may be any com- 


bination of adult coho and adult chum. 


(I) Release Chinook. 


(II) Salmon minimum length 12 inches. 
(III) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) In years ending in even numbers, open for game fish and sal- 


mon September 1 through December 31: 
(A) Anti-snagging rules. 

(B) Night closure. 

(C) Salmon: Daily limit 6 salmon 

may be retained. Release Chinook. 

(D) Game fish: Statewide minimum 


of which no more than 3 adults 


length/daily limit, except: Cut- 


throat trout and wild rainbow trout: Minimum length 14 inches. 
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(b) From Tukwila International Boulevard/Old Highway 99 to the 
South 212th Street Bridge: 
(i) Open for game fish the Saturday before Memorial Day through 
July 31. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) In years ending in odd numbers: Open for salmon and game 
fish August 20 through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Salmon: Daily limit 6; up to 3 may be any combination of 
adult coho, chum, or adult Chinook. Up to 2 of the daily limit may be 
Chinook, anglers must keep the first 2 Chinook caught. 

(D) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) In years ending in even numbers, open for game fish and sal- 
mon September 1 through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Salmon: Daily limit 6; up to 3 ( (aded:s—may; be ‘ctained,—eof 
whieh—eone_maybe—a_Chineck)) may be adults of which up to 2 of the 
daily limit may be Chinook. Anglers must keep the first 2 adult Chi- 
nook caught. 
(D) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(c) From the South 212th Street Bridge to the Highway 18 East- 
bound Bridge: 

(i) Open for game fish the Saturday before Memorial Day through 
August 15. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) In years ending in odd numbers, open for game fish and sal- 
mon September 16 through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Salmon: Daily limit 6; up to 3 may be any combination of 
adult coho and adult chum. Release Chinook. 

(D) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(iv) In years ending in even numbers, open for game fish and sal- 
mon October 1 through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Salmon: Daily limit 6; up to 3 adults may be retained. R 
lease Chinook. 
(D) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(d) From Highway 18 Eastbound Bridge to the Auburn-Black Diamond 
Road Bridge: Closed waters. 

(e) From the Auburn-Black Diamond Road Bridge to Tacoma Municipal 
Watershed Boundary Marker (1.3 miles downstream of Tacoma Headworks 
Dam) : 


(i) From 150 feet upstream and 150 feet downstream from a point 
directly across the river from the mouth of Keta Creek (Crisp) includ- 
ing both banks of the river: Closed waters. 

(ii) Open for game fish the Saturday before Memorial Day through 
September 15. 
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(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) Open for game fish and salmon November 1 through December 


3g 
(A) Anti-snagging rules. 
(B) Night closure. 
(C) Daily limit 6; up to 3 may be ( (amy-eembineaticnofadiit—ecke 
and adut+—ehum)) adults. Release Chinook. 
(D) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 
(f) From Tacoma Municipal Watershed Boundary Marker (1.3 miles 
downstream of Tacoma Headworks Dam) to Friday Creek: Closed waters. 
(115) Greenwater River (King County): From the mouth to Greenwa- 
ter Lakes: 
(a) Open December 1 through last day in February for whitefish 


only. 
b) Whitefish gear rules. 
116) Grovers Creek (Kitsap County): 
a) Open the Saturday before Memorial Day through August 31. 
b) Selective gear rules. 
c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(117) Hamma Hamma River (Mason County): From the mouth to 400 
feet below the falls: 
(a) Open the Saturday before Memorial Day through August 31. 
(b) Selective gear rules. 
(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(118) Hancock Lake (King County): It is unlawful to use lead 
weights or lead jigs that measure 1 1/2 inch or less along the longest 


19) Harvey Creek (Snohomish County): Closed waters. 
120) Haven Lake (Mason County): 
a) Open the fourth Saturday in April through October 31. 

b) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

121) Heart Lake (near Anacortes) (Skagit County): Open the 
fourth Saturday in April through October 31. 

(122) Heins Lake (Kitsap County): Closed waters. 

(123) Hicks Lake (Thurston County): Open the fourth Saturday in 
April through October 31. 

(124) Horseshoe Lake (Jefferson County) : 
(a) Selective gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 1; minimum length 18 inches. 
(125) Horseshoe Lake (King County): Game fish: Statewide minimum 
length/daily limit, except: 


~ 
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(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(126) Horseshoe Lake (Kitsap County): Open the fourth Saturday in 
April through October 31 
(127) Howard Lake (Snohomish County): Open the fourth Saturday in 
April through October 31. 
(128) Howell Lake (Mason County): Open the fourth Saturday in 
April through October 31. 
(129) Hozomeen Lake (Whatcom County): It is unlawful to use lead 
weights or lead jigs that measure 1 1/2 inch or less along the longest 
axis. 


(130) Illahee Creek (Kitsap County): 


(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(131) Isabella Lake (Mason County): Game fish: Statewide minimum 


length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 

largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
132) Issaquah Creek (King County): Open the Saturday before Me- 
morial Day through August 31. 
133) Jackson Lake (Pierce County): Open the fourth Saturday in 
April through October 31. 

134) Jennings Park Pond (Snohomish County): Open for juvenile 
anglers, senior anglers and anglers with a disability who possess a 
designated harvester companion card. 

(135) Jimmy-come-lately Creek (Clallam County): From the mouth to 
the confluence with East Fork. Open the Saturday before Memorial Day 
through August 31. 

136) Johns Creek (Mason County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(137) Joy, Lake (King County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


~ 


e cpm 


~ 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(da) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(138) Kapowsin, Lake (Pierce County): Game fish: Statewide mini- 
mum length/daily limit, except: 
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retained, except 1 over 17 in- 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 


smallmouth bass over 14 inches may be retained. 


(c) Channel catfish: Daily limit 10; no size restriction. 
(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 


(139) Keefe Lake (Whatcom County): 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may b 
ches may be retained. 


Game fish: Statewide minimum 


retained, except 1 over 17 in- 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 


smallmouth bass over 14 inches may be retained. 


(c) Channel catfish: Daily limit 10; no size restriction. 
(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 


~ 


140) Kendall Creek (Whatcom County) 


From the mouth through the hatchery to the 


Closed waters. 


(a) From 
(i) Open 
(ii) Game 


(141) Kennedy Creek (Mason County) : 
the mouth to Highway 101 Bridge: 


the Saturday before Memorial 


lease cutthroa 


iii) Sal 
b) From 
i) Open 


mon: Closed. 
Highway 101 Bridge upstream: 
the Saturday before Memorial 


ii) Sel 


(iii) Game fish: 


ctive gear rules. 


Release cutthr 
142) Ki 
April through 


~ 


143) Kings Lake Bog (King County): 
L44) Kitsap Creek (Kitsap County): 


(N.F. Nooksack tributary) : 


hatchery boundary fence: 


Day through September 30. 


fish: Statewide minimum length/daily limit, except: Re- 
t trout and wild rainbow trout. 


Day through September 30. 


Statewide minimum length/daily limit, except: 
oat trout and wild rainbow trout. 


Lake (Snohomish County): Open the fourth Saturday in 


October 31. 


a) Selec 
b) Game 


( 
( 
( 
( 


tive gear rules. 


lease cutthroa 


length/daily 1 
(a) Large 
largemouth bas 
ches may be re 
(b) Small 
smallmouth bas 
(c) Chann 
(d) Walle 
retained. 
(146) Koe 
(a) Open 


t trout and wild rainbow trou 


imit, except: 
mouth bass: Daily limit 10; n 


Closed waters. 


fish: Statewide minimum length/daily limit, except: Re- 


t 


(145) Kitsap Lake (Kitsap County): Game fish: Statewide minimum 


o minimum length; only 


s under 12 inches may be retained, except 1 over 17 in- 


tained. 


mouth bass: Daily limit 15; n 
s over 14 inches may be retained. 
el catfish: Daily limit 10; n 


o minimum length; only 1 


o size restriction. 


ye: Daily limit 16; only 1 walleye over 22 inches may be 


neman Lake (Fern Lake) (Kitsap County): 


the fourth Saturday in April 


(b) Selec 
(c) It is 


tive gear rules. 


through October 31. 


unlawful to fish from a floating device equipped with 


an internal combustion motor. 


(d) Relea 
(147) Lan 
April through 
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(148) Larsen Lake (King County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(149) LeBar Creek (Mason County): From the mouth to the falls at 
river mile 1: Closed waters. 
(150) Lilliwaup River (Mason County): From the mouth to 200 feet 
below the falls: 
(a) Open the Saturday before Memorial Day through August 31. 
(b) Selective gear rules. 
(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
151) Limerick Lake (Mason County): 
a) Open the fourth Saturday in April through October 31. 
b) Game fish: Statewide minimum length/daily limit, except: 
(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 
(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 
(iii) Channel catfish: Daily limit 10; no size restriction. 
(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 
(152) Little Menzel Lake (Snohomish County): Game fish: Statewide 
minimum length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


( 
( 
( 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(153) Little Quilcene River (Jefferson County): From the mouth to 
the Little Quilcene River Bridge on Penny Creek Road: 

(a) From the mouth to the Highway 101 Bridge: Open the Saturday 
before Memorial Day through August 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(154) Little Scandia Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(155) Lois Lakes (Thurston County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 
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(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(156) Lone Lake (Island County): 

(a) S ctive gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Trout: Daily limit 1; minimum length 18 inches. 

(ii) Grass carp: No limit for anglers and bow and arrow fishing. 

(157) Long Lake (Kitsap County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(158) Long's Pond (Thurston County): Open for juvenile anglers, 
senior anglers and anglers with a disability who possess a designated 


harvester companion card only. 


(159) Maggie Lake (Mason County): 


April through October 31. 


(a) 
(b) 
lease cu 


Selectiv 
Game fish: 


tthroat 


tober 31 


(160) Malaney Creek (Mason County) : 
gear rules. 

Statewide minimum length/daily limit, 
trout and wild rainbow trout. 
(161) Margaret Lake (King County): 
April through Oc 


Open the fourth Saturday in 


except: Re- 


Open the fourth Saturday in 


(162) Martha Lake (Alderwood Manor) (Snohomish County): Open the 
fourth Saturday in April through October 31. 

(163) Martha Lake (Warm Beach) (Snohomish County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 2; minimum length 14 inches. 

(164) Mashel River (Pierce County): Closed waters. 

(165) Mason Lake (Mason County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(166) McAllister Creek (Thurston County): 

(a) Open the Saturday before Memorial Day through November 15. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(c) Salmon: 

(i ) Open July 1 through November 15. 

(ii) Daily limit 6; up to 2 may be adults. 

(iii) Release chum, wild coho, and wild Chinook. 

(167) McLane Creek (Thurston County) : 
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(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

c) Night closure. 

168) McMurray Lake (Skagit County): 
a) Open the fourth Saturday in April through October 31. 

b) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(c) Landlocked salmon rules. 

169) Melbourne Lake (Mason County): Open the fourth Saturday in 
April through October 31. 
170) Mill Creek (Mason County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
171) Mill Pond (Auburn) (King County): Open for juvenile an- 
glers, senior anglers, and anglers with a disability who possess a 
designated harvester companion card only. 

(172) Millers Pond (King County): Game fish: Statewide minimum 
length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


( 
( 
( 
( 


~ 


~ 


— 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(173) Minter Creek (Pierce/Kitsap counties): From the mouth to 
the fishing boundary markers approximately 50 feet downstream of the 
hatchery rack: 

(a) Open for salmon September 1 through December 31. 

(b) Night closure. 

(c) Anti-snagging rule. 
(d) Daily limit 6; up to 4 may be adults, of which only 2 may be 
coho or Chinook. Release wild coho. 

(e) Game fish: Closed. 

(174) Mission Lake (Kitsap County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(ii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iii) Channel catfish: Daily limit 10; no size restriction. 

(iv) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(175) Mission Lower Pond (Kitsap County): Game fish: Statewide 
minimum length/daily limit, except: 
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(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(176) Monte Cristo Lake (Snohomish County): 

(a) Open June through August 31. 

(b) S ctive gear rules. 

(c) Release all fish except hatchery steelhead. 

(177) Muck Lake (Pierce County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(da) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(178) Mud Lake (Mason County): Open the fourth Saturday in April 
through October 31. 

(179) Munn Lake (Thurston County): 

(a) S ctive gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Release all fish. 

(180) Nisqually River (Pierce County): 

(a) From the mouth to Military Tank Crossing Bridge: 

(i) Anti-snagging rules. 

(ii) Night closure. 

(iii) Barbless hooks are required. 

(iv) Open ouly 1 through DoVe T5. rrom August ( (eo 
Mendays)) 7 EhTOUGN Agust 30, Wednesdays a barda S only. 
Closed August 24, August 31, and September 1. From September 4 through 
November 7, Tuesdays through Saturday only. 

(v) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(vi) Salmon: 

(A) Daily limit 6; up to 2 may be adults. 

(B) Release chum, wild coho, and wild Chinook. 

(b) From Military Tank Crossing Bridge to 400 feet below La 
Grande Powerhouse: 

(i) Open July 1 through October 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(181) Nisqually River tributaries downstream of Alder Dam not 
otherwise listed (Pierce County): 

(a) Open July 1 through October 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(182) Nooksack River (Whatcom County): 
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(a) From the Lummi Indian Reservation boundary to the yellow 
marker at the FFA High School barn at Deming: 

(i) Open the Saturday before Memorial Day through January 31. 

(ii) From the Saturday before Memorial Day through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) Steelhead: 

(A) Open the Saturday before Memorial Day through September 30: 
Statewide minimum size/daily limit. 

( 

( 


B) From October 1 through December 31: Closed to retention. 
C) Open January 1 through January 31: Statewide minimum size/ 
daily limit. 
(v) Salmon: 
(A) Open August 1 through September 30: 


(I) Daily limit ((23 
+-e#-eaer)) 4; of which up to 2 may be wild coho and up to 2 may be 
hatchery Chinook. 
(II) Release chum and wild Chinook. 
(B) Open October 1 through December 3l; 
(I) Daily limit ((2 
+e#-eaer)) 4; of which up to 2 may be wild coho and up to 2 may be 
Chinook. 
(II) Release chum. 
(b) From the yellow marker at the FFA High School barn in Deming 
to the confluence of the forks: 
(i) Open ((#*em)) October 1 through January 31. 
(ii) October 1 through December 31: 
(A) Anti-snagging rules. 
(B) Night closure. 
(iii) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(iv) Steelhead: 
(A) From October 1 through December 31: Closed to retention. 
(B) Open January 1 through January 31: Statewide minimum size/ 
daily limit. 
(v) Salmon: 
(A) Open October 1 through December 31: 


(B) Daily limit ((2-—ptes~-add+ticnat pinks—er hatchery eeheo—eor 
+e#-eaerR)) 4; up to 2 may be wild coho. 
) Release chum. 
83) Nooksack River, North Fork (Whatcom County): 
) From the mouth to the Highway 9 bridge: Closed waters. 
) From the Highway 9 bridge to the yellow marker at the up- 
s 
) 
1 


ide of Kendall Hatchery: 


Open the Saturday before Memorial Day through February 15. 


1 

ii) The Saturday before Memorial Day through December 31: 
A) Anti-snagging rules. 
B 
1 


B) Night closure. 
iii) November 1 through February 15: It is unlawful to fish from 
a floating device equipped with a motor. 

(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(v) Steelhead: 
(A) Open the Saturday before Memorial Day through September 30: 
Statewide minimum size/daily limit. 
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(B) From October through December 31: Closed. 

(C) Open January 1 through February 15: Statewide minimum size/ 
daily limit. 

(vi) Salmon: 

(A) Open October 1 through November 30. 

(B) Daily limit ( (2;—-pis2-additicnal batechery)) 4; up to 2 may 
be wild coho. 

(C) Release chum. 

(c) From the yellow marker at the upstream side of Kendall Hatch- 
ery to Maple Creek: 

(i) Open the Saturday before Memorial Day through February 15. 

(ii) From the Saturday before Memorial Day through December 31: 

(A) Anti-snagging rules. 

(B) Night closure. 

(iii) November 1 through February 15: It is unlawful to fish from 
a floating device equipped with a motor. 

(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(v) Steelhead: 

(A) Open the Saturday before Memorial Day through September 30: 
Statewide minimum size/daily limit. 

(B) From October through December 31: Closed to retention. 

(C) Open January 1 through February 15: Statewide minimum size/ 
daily limit. 

(vi) Salmon: 

(A) Open October 1 through November 30. 

(B) Daily limit ( (2;~-pis 2-additicnal Fatechery)) 4; up to 2 may 
be wild coho. 

(C) Release chum. 

(d) From Maple Creek to Nooksack Falls: 

(i) Open the Saturday before Memorial Day through January 31. 

(ii) Selective gear rules. 

(iii) November 1 through January 31: It is unlawful to fish from 
a floating device equipped with a motor. 

(iv) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(184) Nooksack River, Middle Fork (Whatcom County): From the 
mouth to the former city of Bellingham diversion dam: 

(a) November 1 through January 31: It is unlawful to use motors. 

(b) Open the Saturday before Memorial Day through January 31. 

(c) Selective gear rules. 

(d) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(185) Nooksack River, South Fork (Skagit/Whatcom counties) : 

(a) From the mouth to Skookum Creek: 

(i) Open October through January 31. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(iii) Only one single-point hook allowed. 

(iv) From October 1 through ( (Nevembex—30)) December 31: Night 
closure. 

(v) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(vi) Steelhead: 

(A) From October through December 31: Closed to retention. 

(B) Open January 1 through January 31: Statewide minimum size/ 
daily limit. 
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(vii) Salmon: 

(A) Open October 1 through October 15: 

(I) Daily limit ( (2;-—p+)s—+4-add++ticnat hatchery eoke)) 6; of 

which up to 2 may be wild coho or 2 hatchery Chinook or 1 of each. 

(II) Release chum and wild Chinook. 

(B) Open October 16 through December 31: 

(I) Daily limit ( (2;—p+)s—4-add+ticnat hatchery eoke)) 6; of 

which up to 2 may be wild coho or 2 Chinook or 1 of each. 

(II) Release chum. 

(b) From Skookum Creek upstream to Wanlick Creek: Closed waters. 
(c) Upstream from and including Wanlick Creek, including all 

tributaries: 
(i) Open the Saturday before Memorial Day through October 31 for 

fly fishing only. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 

lease cutthroat trout and wild rainbow trout. 

186) North Lake (King County): Open the fourth Saturday in April 

through October 31. 

187) Northern State Hospital Pond (Skagit County): Open for ju- 

venile anglers only 

(188) Ohop Lake (Pierce County): Game fish: Statewide minimum 

length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 

largemouth bass under 12 inches may be retained, except 1 over 17 in- 

ches may be retained. 


ox LOTS 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(189) Olalla Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
190) Old Fishing Hole Pond (Kent, King County): Open to juvenile 
anglers, senior anglers, and anglers with a disability who possess a 
designated harvester companion card. 
191) Osborne Lake (Mason County): Open the fourth Saturday in 
April through October 31 
(192) Padden Lake (Whatcom County): Open the fourth Saturday in 
April through October 31. 
(193) Panther Lake (Kitsap/Mason counties): Open the fourth Sat- 
urday in April through October 31. 
(194) Panther Lake (Snohomish County): Game fish: Statewide mini- 
mum length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


~ 


~ 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(da) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
(195) Pass Lake (Skagit County): 
(a) Fly fishing only. 
(b) All motors prohibited. 
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(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease all trout. 

(196) Perry Creek (Thurston County): From the mouth to the falls: 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(197) Phillips Lake (Mason County): Open the fourth Saturday in 
April through October 31. 
(198) Pilchuck Creek (Snohomish County) : 

(a) From the mouth to the Highway 9 Bridge: 

(i) Open September ((4+6)) 1 through January 31. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(b) From the Highway 9 Bridge to Pilchuck Falls: 

(i) Open the Saturday before Memorial Day through January 31. 

(ii) From the Saturday before Memorial Day through November 30; 
selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(199) Pilchuck River (Snohomish County) : 

(a) From the mouth to 500 feet downstream from the Snohomish City 
diversion dam: 

(i) Open from December 1 through January 31. 

(ii) It is unlawful to fish from any floating device. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(b) From 500 feet downstream from the Snohomish City diversion 
dam upstream: Closed waters. 

(200) Pine Lake (King County): Open the fourth Saturday in April 
through October 31. 

(201) Pioneer Ponds (tributary to Stillaguamish River) (Snohomish 
County): Closed waters. 

(202) Pipers Creek (King County) and tributaries: Closed waters. 

(203) Portage Creek (Snohomish County): Closed waters. 

(204) Prices Lake (Mason County): 

(a) Selective gear rules. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(c) Release all fish. 

(205) Puyallup River (Pierce County): 

(a) From the 11th Street Bridge to 400 feet downstream of Clarks 
Creek: 

(i) From August 16 through ( (Aveust—3t+-eH weters_etesed Sundays+ 

Lay P EE he ; 30 aH 1 ijji 
days Mendeys,—and Fuesdeys=— 


+)) September 30 all waters 


open Wednesdays through Saturdays. 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Barbless hooks are required. 

( (+#4+)) (41) Open for game fish August 16 through ( (Nevembes) ) 
September 30. Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

((44+)) (431) Salmon: Open August 16 through ( (Nevember)) Septem- 
ber 30. 
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(A) Daily limit 6; up to ((4)) 2 may be adults ( (;—ef-which-eoaty;2 
masybe—echeo—o+—Chineck) ). 

(B) Release chum and wild Chinook. 

(b) From 400 feet downstream to 400 feet upstream of Clarks 
Creek: Closed waters. 

(c) From 400 feet upstream of Clarks Creek to East Main Bridge: 


(i) From August 16 through ( (Aveust3t+eH owetesrs_etesed Sundeys+ 
iy F : ' 1 he ; 30 aH 1 j o 
GAYS; Mendays7 and_Fuesdays+ 


open Wednesdays through Saturdays. 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Barbless hooks are required. 

( (+#+)) (ii) Game fish: Open August 16 through ( (Nevember)) Sep- 
tember 30: Statewide minimum length/daily limit, except: Release cut- 
throat trout and wild rainbow trout. 

((44+)) (iii) Salmon: Open August 16 through ( (Nevember)) Septem- 
ber 30. 


+)) September 30 all waters 


(A) Daily limit 6; up to ((4)) 2 may be adults ( (;—e£-whieR may 
be—eoho—ex—Chincck) ). 

(B) Release chum and wild Chinook. 

(d) From East Main Bridge to Carbon River: 

(i) August 16 through ( (Nevember)) September 30 open Wednesdays 
through Saturdays: 

(A) Anti-snagging rules. 

(B) Night closure. 

(C) Barbless hooks are required. 

(ii) Game fish: 

(A) Open August 16 through ( (Nevembes)) September 30. 

(B) Statewide minimum length/daily limit except: Release cut- 


throat trout and wild rainbow trout. 
(iii) Salmon: 
(A) Open August 16 through ( (Nevembes)) September 30. 
(B) Daily limit 6; up to ((4)) 2 may be adults ( (;—ef-whieR—oaAt;2 
maybe—eoho—e+ Chincck) ). 
C) Release chum and wild Chinook. 
e) From Carbon River upstream: 
i) 
11 


Open the Saturday before Memorial Day through January 15. 
i) Selective gear rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 
(206) Raging River (King County): From the mouth to the Highway 
18 Bridge: 
(a) Open the Saturday before Memorial Day through January 31. 
(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 
(207) Rapjohn Lake (Pierce County): Open the fourth Saturday in 
April through October 31. 
(208) Rattlesnake Lake (King County): 
(a) Selective gear rules. 
(b) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 2; minimum length 14 inches. 
(209) Ravensdale Lake (King County): 
(a) Selective gear rules. 
(b) Game fish: Statewide minimum length/daily limit, except: 
(i) Trout: Daily limit 2; minimum length 14 inches. 
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Largemouth bass: Daily limit 10; no minimum length; only 
bass under 12 inches may be retained, except 1 over 17 in- 
e retained. 


(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(210) Riley Lake (Snohomish County): Open the fourth Saturday in 
April through October 31. 

(211) Robbins Lake (Mason County): Open the fourth Saturday in 
April through October 31. 

(212) Rocky Creek (Mason County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat and wild rainbow trout. 

(213) Roesiger Lake (Snohomish County): Game fish: statewide min- 
imum length/daily limit, except: Crappie: Daily limit 10; minimum 


length 9 i 
14) 
) O 
) S 
) G 
) T 


length 16 


(215) 


nches. 
Ross Lake (Reservoir) (Whatcom County): 
pen July 1 through October 31. 


lective gear rules. 
ame fish: Statewide minimum length/daily limit, except: 
rout except eastern brook trout: Daily limit 1; minimum 
inches. 
Eastern brook trout: Daily limit 5; no minimum size. 


Ross Lake tributary streams, and their tributaries, except 


Big Beaver Creek and Ruby Creek (Whatcom County): 


(a) F 


rom mouth to one mile upstream: Closed waters. 


(b) From one mile above the mouths to the headwaters: Open July 1 
through October 31 

(216) Ruby Creek (Whatcom County): Closed waters. 

(217) Ruby Creek tributaries (Whatcom County): Open July 1 
through October 31. 

(218) Salmon Creek and all forks (Jefferson/Clallam counties): 
Closed waters. 

(219) Salmonberry Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(220) Samish Lake (Whatcom County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Cutthroat trout: Daily limit 2; minimum length 14 inches. 

(b) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(c) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(d) Channel catfish: Daily limit 10; no size restriction. 

(e) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(221) Samish River (Skagit County): 

(a) From the mouth to the Thomas Road Bridge: 

(i) Open the Saturday before Memorial Day through September 13 
and October 1 through November 30. 

(ii) Game fish: Statewide minimum length/daily limit, except: 


Cutthroat 


Certified 


trout and wild rainbow trout: Minimum length 14 inches. 
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August 1 through November 30: 


Night closure. 
is unlawful 


hook. 
(iv) 


Open Augusti 
Dail 


Salmon: 


2; 


(ii) 


) Open 


y limit 


Game fish: 


Cutthroat 
(iii) 
(A) 


crou 


Stat 
t and wil 
August 1 through November 30: 
Night closure. 


) Release chum ( (;—p+5#:;) ) 
From Thomas Road Bridge to the I-5 Bridge: 


the Saturday before Memorial Day through July 31 and Oc- 
through November 30. 
tewide minimum length/daily limit, 


to use anything other than one single-point 


1 through September 13. 
anglers may only retain fish hooked inside the 


and wild coho. 


except: 


d rainbow 


(B) I 


hook. 


t is unlawful 


ctiv 


Game fish: 


Cutthroat 
(d) 
(e 
(i) 
(ii) 


From 
rack: Closed wa 
) From 


trou 


ters. 


ctiv 


(iii) 


Game fish: 


Cutthroat 
(222) 
(a) 

August 16 
(b) 
(i) 


(ii) 


Game fish: 
Release all kokanee. 
th bass: 
largemouth bass under 12 inches may b 


crou 


Largemou 


trout: Minimum length 14 inches. 


to use anything other than one single-point 


the I-5 Bridge to the Old Highway 99 Bridge: 
the Saturday before Memorial Day through August 30. 
gear rules. 
Statewide minimum length/daily limit, 


except: 


t and wild rainbow trout: 
the Old Highway 99 Bridge to 


Minimum length 14 inches. 
the Samish hatchery salmon 


upstream of the Samish hatchery rack to Hickson Bridge: 
Open the Saturday before Memorial Day through November 30. 
gear rules. 


Statewide minimum length/daily limit, 
t and wild 
Sammamish Lake 
Closed waters within 10 
through November 30. 

Statewide minimum length/daily limit, 


rainbow 


except: 


trout: Minimum length 14 inches. 


(King County) : 


0O yards of the mouth of Issaquah Creek 


except: 


Daily 


limit 10; no minimum length; only 
retained, except 1 over 17 in- 


ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(c) December 1 through June 30: Release all steelhead and rainbow 


trout over 20 inches in 


(a) 


length. 


Landlocked salmon rules apply for December 1 
Hatchery coho only may be ret 
under the landlocked salmon rules, 


tained as part of 


through May 31. 
the trout daily limit 
minimum length 12 inches. 


(e) Salmon: ((Gtesed)) Open October 1 through November 30: Daily 
limit 4 coho only. Release all other salmon. 

(223) Sammamish River (Slough) (King County): From the 68th Ave- 
nue N.E. Bridge to Lake Sammamish: 

(a) Open from January 1 through August 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
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County): Open the fourth Satur- 


(225) Sauk River (Skagit/Snohomish counties) : 

(a) Selective gear rules. 

(b) Release all fish except hatchery steelhead. 

(c) From the mouth to Darrington Bridge: 

(i) Open June 1 through January 31. 

(ii) It is unlawful to fish from a floating device equipped with 


an internal combustion motor. 


(a) 


(e) 


mouth to 
(£) 


Ti 


From the Whitechuck River to 


Ta 


through August 31. 


(22 
(a) 
(b) 
(i) 
largemou 
ches may 
(ii 
smallmou 
(ii 
(iv 


6) Sawyer Lake (King County): 
Chumming is permissible. 
Game fish: Statewide minimum 


From Darrington Bridge to the mouth of 
Open June 1 through January 31. 


the headwaters 


length/daily 1 


Largemouth bass: Daily limit 


th bass under 12 inches may b 


be retained. 


the White Chuck River: 


, including the 
North Fork from mouth to North Forks Falls and the South Fork from 


Elliot Creek: Open June 1 through October 31. 
In the South Fork upstream from Elliot Creek: Open June 1 


imit, 


except: 


10; no minimum length; only 


retained, except 1 over 17 in- 


) Smallmouth bass: Daily limit 15; 
th bass over 14 inches may be 


retained. 


no minimum length; only 1 


i) Channel catfish: Daily limit 10; no size restriction. 


) Walleye: Daily limit 16; only 1 


be retained. 
7) Schneider Creek (Thurston County): 


(22 
(a) 
(b) 
lease cu 
(22 


Selective gear rules. 
Game fish: Statewide minimum 


length/daily 1 


tthroat trout and wild rainbow trout. 


8) Serene Lake (Snohomish County): 


April through October 31. 


(22 


9) Shady Lake (King County): 


through October 31. 
0) Shannon, Lake (Skagit County): 


(23 
(a) 
(b) 
(c) 
kanee: M 
(23 
(a) 
(b) 
lease cu 


(232) 


(a) 
(b) 
lease cu 


Open the fourth Saturday in April through 


Chumming is permissible. 
Game fish: Statewide minimum 


Open 


inimum length 8 inches. 


length/daily 1 


1) Shelton Creek (Mason County): 


Selective gear rules. 
Game fish: Statewide minimum 


length/daily 1 


tthroat trout and wild rainbow trout. 


Selective gear rules. 
Game fish: Statewide minimum 


Sherwood Creek (Mason County): 


tthroat trout and wild rainbow trout 


length/daily 1 


(233) Sherwood Creek Mill Pond (Mason County): 


wide min 


imum length/daily limit, except: 


(a) 
(b) 
largemou 
ches may 
(c) 
smallmou 
(d) 


th bass under 12 inches may b 


th bass over 14 inches may be 


Trout: Daily limit 2; minimum length 14 inc 


Largemouth bass: Daily limit 


10; no minimum 


be retained. 


retained, exc 


Imit; 


imit, 


imit, 


imit, 


walleye over 22 inches may 


except: Re- 


Open the fourth Saturday in 


the fourth Saturday in April 


October 31. 


except: Ko- 


except: Re- 


except: Re- 


Game fish: State- 


hes. 
lengt 


Smallmouth bass: Daily limit 


Channel catfish: Daily limit 


15; no minimum 
retained. 
10; no size re 
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(e) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(234) Shoe Lake (Mason County): Open the fourth Saturday in April 
through October 31. 

(235) Silent Lake (Jefferson County): Open the fourth Saturday in 
April through October 31. 

(236) Silver Lake (Pierce County): Open the fourth Saturday in 
April through October 31. 

(237) Silver Lake (Whatcom County): Open the fourth Saturday in 
April through October 31. 

(238) Sixteen Lake (Skagit County): Open the fourth Saturday in 
April through October 31. 

(239) Skagit River (Skagit/Whatcom counties) : 

(a) From the mouth to the Memorial Highway Bridge (Highway 536 at 
Mt. Vernon): 


(i) 
(ii) 
(A) 
use bait. 
(B) It is unlawful 
inch or less from point 


Open March 1 t 
March 1 throu 
Selective gear 


hrough January 31 


gh August. ((23)) 32% 


rule except anglers fishing for sturgeon must 


to 
to shank, 


use hooks other than those measuring 1/2 
except anglers fishing for sturgeon 


may use single-point barbless hooks of any size. 


(iii) 
closure. 


( (Ae) 


) September 1 through October 


(iv) 
inches. 

(v) 
of the trout 

(vi) Sal 


limit. 
mon: 


Cutthroat trout and wild rainbow trout: 


limit 2 salmon ( (;—ptis—~addtticnat pinks 


+t#})). Release Ch 
(b) From Memorial 
stream to Gilligan Cree 


inook and chum. 


k: 


( (45)) 31: Night 


Minimum length 14 


Dolly Varden/Bull Trout: Minimum length of 20 inches as part 


( (Aopen August —HM——through Augusts h —bDbahbhy hhm 


+B}+)) Open September 1 through October ((+5)) 


ules 


((+5-)) Daily 


Highway Bridge (Highway 536 at Mt. Vernon) up- 


(i) Open June 1 through January 31. 

(ii) ( (Aegoese—+)) July 1 through July 15 and September 1 through 
October ((45)) 31: Night closure. 

(iii) June through August ((4+8)) 31: 

(A) Selective gear rules except for sturgeon. 

(B) It is unlawful to use hooks other than those measuring 1/2 
inch or less from point to shank, except anglers fishing for sturgeon 
may use single-point barbless hooks of any size. 

(iv) Cutthroat trout and wild rainbow trout: Minimum length 14 
inches. 

(v) Dolly Varden/Bull Trout: Minimum length of 20 inches as part 
of the trout limit. 

(vi) Salmon: 

(A) ( (Open August +pheoeugh August: 31i:_daddiy Him pirk samon 

+8})) Open July 1 through July 15: 

(I) Daily limit 2 sockeye only. 

(II) Release all other salmon. 

(B) Open September 1 through October ((4+5)) 31: 

(I) Daily limit 2 salmon ( (;—e}s—~2—-additionat pinisaimer)). 

(II) Release Chinook and chum. 

(c) From Gilligan Creek to The Dalles Bridge at Concrete: 
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It 


is unlawful 


inch or less from point 
(iii) 


(iv) 
inches. 


(v) 


(vi) 


June 1 


Cutthroat 


Dolly Varden/Bull Trou 
of the trout 


limit. 
Salmon: 
Open July 1 


through 


gear rules. 
to u 


an 


È? 


Ju 


se hooks other 
to shank. 
through October 
trout 


( (45)) 31: 
d wild rainbow 


Minimum 


ty- I5: 


Dai 


ly limit 2 sockeye 


only. 


lease all 


other 


salmon 


(d) 


( (4B) ) 


tember 1 th 


(I) Dail 


y limit 2 sal 


rough 


(II) Rel 


From The Da 


at Rockport: 


(1) 


Open June 1 through J 


ease Ch 


in 


January 31. 
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than those measuring 1/2 


Night closure. 
Minimum length 14 


length of 20 inches as part 


ook and chum. 
lles Bridge at Concrete to the Highway 530 Bridge 


anuary 31. 


(ii) June 1 through August 31: Closed waters between a line pro- 
jected across the thread of the river 200 feet above the east bank of 
the Baker River to a line projected across the thread of the river 200 
feet below the west bank of the Baker River. 

(iii) June 1 through August 31: 

(A) Selective gear rules. 

(B) It is unlawful to use hooks other than those measuring 1/2 
inch or less from point to shank. 

(iv) June 1 through October ((45)) 31: Night closure. 

(v) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(vi) Dolly Varden/Bull Trout: Minimum length of 20 inches as part 
of the trout limit. 

(vil) Salmon: Open September 1 through October ((4+5)) 31: ((+44))) 
Daily limit 2 salmon ( (;—e}is—~2-add+ticnatpinksaimen— 


4B}) ) . 
From the Highway 530 Bridge at Rockport to the Cascade 
Marblemount 
Open 
June 
June 
closure. 


(e) 
Road ( 
(i) 
(A) 
( 
night 
(C) Ju 
lawful to u 
point 


(ii) 
(A) 
only; 


limit 2((7 


Ae) ys 


S 


Release Chinook and chum. 


June 


ly 
se 


through 
through 


hooks o 
to shank. 
Salmon: 
Open July 1 
up to 2 may be adults. 


Bridge): 
rough January 31: 
1 5:7 


1 th 


July 


July 


15 and September 1 throu 


16 through August 31: 


River 


anti-snagging rules. 


gh October 15; 


Selective gear rules and it is un- 


th 


th 


(B) Open September 1 


er than those measuring 1/2 in 


rough July 15: 


through October 


ch or less from 


Daily limit 4 hatchery Chinook 


((=)) 31: ote)” Daily 


Release Chinook and chum 
From Cascade River Road to 
Open June 


lectiv 


It 


is unl 


awful 


an internal combustion motor. 
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(iv) Release all fish except hatchery steelhead. 

(240) Skokomish River (Mason County) : 

(a) From the mouth to the city of Tacoma PUD overhead distribu- 
tion lines: Closed waters. 
(b) From the city of Tacoma PUD overhead distribution lines to 
the Bonneville Transmission lines west of Highway 101: Closed waters. 
(c) From the Bonneville Transmission lines west of Highway 101 to 
the forks: 


(i) Selective gear rules. 
(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease steelhead, cutthroat trout, and wild rainbow trout. 


241) Skokomish River, North Fork (Mason County): 

a) From the mouth to the lower dam: 

i) Selective gear rules. 

ii) Game fish: Statewide minimum length/daily limit, except: Re- 


( 
( 
( 
( 


lease steelhead, cutthroat trout, and wild rainbow trout. 
(b) Above Lake Cushman, from the mouth to Olympic National Park 
boundary: 
T Open the Saturday before Memorial Day through August 31. 
i) Selective gear rules. 
ii) Release all fish. 
ae Skokomish River, South Fork (Mason County) : 


From the mouth to the mouth of LeBar Creek: 
Selective gear rules. 
i) Game fish: Statewide minimum length/daily limit, except: Re- 
leas ae lhead, cutthroat trout, and wild rainbow trout. 

(b) From LeBar Creek to Rule Creek: Closed waters. 
(243) Skookum Creek (Mason County) : 
(a 
(b 


) Selective gear rules. 


) Game fish: Statewide minimum length/daily limit, except: Re- 

lease cutthroat trout and wild rainbow trout. 

(244) Skykomish River (Snohomish County) : 

(a) Game fish: Statewide minimum length/daily limit, except: 

(i) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(ii) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit. 

(b) From the mouth to the mouth of Wallace River: 

(i) Open the Saturday before Memorial Day through January 31. 

(ii) From August 1 through November 30: 

(A) Anti-snagging rules. 

(B) Night closure. 

(iii) From November 1 through January 31: It is unlawful to fish 


from any floating device from the boat ramp below Lewis Street Bridge 
at Monroe downstream 2,500 feet. 

(iv) Salmon: ( (423) ) Open the Saturday before Memorial Day 
through July 31: Daily limit 4 hatchery Chinook; up to 2 may be 
adults. Release all other e 


) From the mouth of the Wallace River to the forks: 

) Open the Saturday before Memorial Day through February 15. 
i) August 1 through November 30: 
) 

) 


Anti-snagging rules. 
Night closure. 
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(iii) 
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From the Saturday before Memorial Day through February 15: 
ful to fish from any floating device in the area 1,500 feet 


upstream an 


d 1,000 feet downstream of the outlet at Reiter Ponds. 


(Semon Open August 30 threugh September 19+ patty Time 


5) Skykomish River, Nor 


om the mouth to 


)) 


th Fork (Snohomish County): 
1,000 feet downstream of Bear Creek Falls: 


en the Saturday before Memorial Day through January 31. 
lective gear rules. 


(24 
(a) Fr 
(i) Op 
(ii) S 
(iii) 
(b) Fr 
and all tri 
(246) 
(a) Fr 
fishway: 
(i) Op 
(ii) F 
(A) An 
(B) Ni 
(iii) 


Release all fish except hatchery steelhead. 
om 1000 feet downstream of Bear Creek Falls to Deer Falls 
butaries: Closed waters. 


Skykomish River, South Fork (King/Snohomish counties): 


om the mouth to 600 feet downstream from the Sunset Falls 


en the Saturday before Memorial Day through January 31. 
rom August 1 through November 30: 


ti-snagging rules. 


ght closure. 


Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(b) Fr 
Falls: Clos 
(c) Fr 
(i) Op 
February. 
(ii) S 


om 600 feet downstream of 


ed waters. 
om Sunset Falls 


to the source: 


Sunset Falls fishway to Sunset 


en the Saturday before Memorial Day through the last day in 


lective gear ru 


(iii) 


les. 


Game fish: Statewide minimum length/daily limit, except: 


Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 


(d) Al 
(1) Ga 


1 tributaries an 
me fish: Statewi 


d their tributaries 


above Sunset Falls: 


de minimum length/daily limit, except: Cut- 


throat trout and wild rainbow trout: 


(ii) S 


lective gear ru 


(247) 


Snohomish River 


les. 
(Snohomish County): 


Minimum length 14 inches. 


(a) From the Burlington-Northern Railroad bridges to Highway 9 
els, sloughs, and interconnected waterways, 


Bridge, inc 


luding all chann 


but excludi 


ng all tributaries: 


(i) Sturgeon catch and release is permissible year-round. 
(ii) August 1 through November 30: 


(A) Anti-snagging rules; 


use single- 
(B) Ni 


(iii) 
(iv) G 
(A) Cu 


(B) Dolly Varden/Bull trout: Minimum lengt 


of the trou 


(b) Fr 
and Snoqual 
(1) Op 


) Ni 
iii) 


( 
( 
( 
( 


Certified o 


point barbless hooks of any size. 


ght closure. 


except anglers fishing for sturgeon may 


Open the Saturday before Memorial Day through January 31. 


ame fish: Statewide minimu 
tthroat trout and wild rainbow trout 


t Limit. 


om the Highway 9 


m length/daily limit, except: 


t: Minimum length 14 in- 


mie rivers and all channels: 
en the Saturday before Memorial Day through January 31. 


ght closure. 


ii) August 1 through November 30: 
A) Anti-snagging rules. 
B 


th of 20 inches as part 


Bridge to the confluence of the Skykomish 


Game fish: Statewide minimum length/daily limit, except: 


n 7/13/2022 
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(A) Cutthroat 
ches. 

(B) Dolly Varden/Bull trout: 
of the trout limit. 


From 
From 


Washington State Register, 


Snoqualmie River (King County): 
the mouth to Snoqualmie Fall 
the Saturday before Memorial 


(ii) 
(iii) 


the Saturday before Memorial Day 
From the boat ramp 
Saturday before Memorial 
From November 
from any floating device in the waters from the boat 
the mouth of 
Game fish: 


(iv) 
(v) 


access to 
(vi) 


gear rules. 
From September 1 through November 30: 


From the mouth to 


throat 
(b) 

South Fork, 

Middle For} 


Cut 


K: 


all 


(i) S 
(ii) 


Et 


lectiv 
is 


To 


trout and wild 
From Snoqualmie 


unlawful 


an internal 
(iii) 
(iv) 
lease all f 
(c) Mi 
utaries: 
(i) 
S 


combustion 


Open 


ish. 
ddle 


ctiv 


(ii) 
(iii) 


It is unl 


mo 


Open November 1 
Fork from 
Open year- round. 


gear rules. 
awful 


an internal 
(iv) 
(249) 
city of Buc 


Rel 


ease al 


k] 


(250) 
(a) Op 
(b) S 


en 
lec 


tiv 


(c) TE 


is unlawful 


an internal 
(d) Ga 

Trout: Dail 
(251) 

Closed wate 
(252) 


Day 
thro 


kul 


Cree 
Statewide minimum 


k 


thro 


through 


ugh Febr 


trout and wild rainbow trou 


Minimum leng 


uary 


(about 


Fal 


tor. 


combustion motor. 
l fish. 

South Prairie Creek (Pierce County): 
ey diversion dam: 
Spada Lake (Reservoir) 


combustion motor. 


me fish: 
y limit 5; 


rainbow 
tributaries except 


gear rules. 
to fish from a floating device equipped with 


trout: 
ls upstream, 
Middl 


e 


the mouth to the source, 


Minimum 
including 


Issue 22-14 


th of -2 


S: 
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Minimum length 14 in- 


O inches as part 


Day through November 30: 


15. 
DE 


Tos is 


the falls: 


unlawful 


Night closure. 
the boat ramp at the Plum access: 
ugh January 31. 
at the Plum access to 
February 


Open 
Open the 


to -fish 


1/4 mile). 


length/daily limit 
length 14 inches. 
the North Fork, 


ramp at the Plum 


except: 


=y 


Fork and 


tribu 


including all 


taries to the 


the Saturday before Memorial Day through October 31. 
through the Friday before Memorial Day: Re- 


trib- 


From 


Closed waters. 


(Snohomish County) : 
the fourth Saturday in April 
gear rules. 
to fish from a float 


through Oc 


Statewide minimum length/daily limit, 
maximum length 12 inches. 


to fish from a floating device equipped with 


the mouth to the 


tober 31. 


ing device equipped with 


except: 


Spada Lake (Reservoir) tributaries (Snohomish County): 


rs. 


Spanaway Lake and Spanaway Lake outlet downstream to the 
dam (approximately 800 feet) 


(Pierce County): 


Open year-rou 


nd. 


(253) Sprague Pond (Kitsap County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction 
Certified on 7/13/2022 [ 218 ] WSR Issue 22-14 - Permanent 


retained. 
(254) 


tributary) : 


(d) 


Washington State Register, Issue 22- 


Walleye: Daily 


limit 16; only 1 walleye o 


Squalicum Lake (Whatcom County): 


Fly fishing only. 
All motors prohibited. 


nimum length 14 inches. 


(255) Squire Creek 


(a) 
(b) 
(c) 


Open September 
Selective gear 


Game fish: Statewide minimum lengt 


(Snohomish County) (N.F. S 


16 through October 31. 
rules. 


lease cutthroat trout and wild rainbow trout. 


(256) 


through October 31. 


(257) 


Creek: Closed waters. 


largemout 
ches may 
(ii) 
smallmou 


258) 


( 

(a) 
(b) 
(i) 


Steel Lake (King County): Open the four 
Stetattle Creek (Whatcom County): From 


Stevens, Lake (Snohomish County) : 


Chumming is permissible. 


Game fish: Stat 


Largemouth bass: 


h bass under 12 
be retained. 
Smallmouth bas 


(iii) Channel catfi 


(iv) 


ewide minimum length/daily 
Daily limit 10; no minim 


14 WSR 22-14-054 


ver 22 inches may be 


Game fish: Statewide minimum length/daily limit, except: 
Daily limit 2; mi 


tillaguamish River 


h/daily limit, except: Re- 


th Saturday in April 


the mouth to Bucket 


limit, except: 
um length; only 


inches may be retained, 


s: Daily limit 15; no mini 


th bass over 14 inches may be retained. 


sh: Daily limit 10; no siz 


Walleye: Daily limit 16; only 1 walleye 


be retained. 


largemout 
ches may 


smallmou 


ree 


Saturday in April 


cep 
of 


(259) 
mum lengt 


(a) 


(b) 


(c) 
(d) 


ained. 


h/daily limit, 
Largemouth bass: 
h bass under 12 
be retained. 
Smallmouth bass: 


th bass over 14 


Channel catfish: 
Walleye: Daily 


Steilacoom Lake (Pierce County): Game f 


except: 
Daily limit 10; no minim 
inches may be retained, 


xcept 1 over 17 in- 
mum length; only 1 


e restriction. 
over 22 inches may 


ish: Statewide mini- 


um length; only 


Daily limit 15; no minim 
inches may be retained. 
Daily limit 10; no size 


xcept 1 over 17 in- 


um length; only 1 


restriction. 


limit 16; only 1 walleye over 22 inches may be 


(260) Steves Lake ( 


(261) Stickney Lake 
in April through October 31. 
(262) Stillaguamish 


(a) 
(i) 


(ii) 


From the mouth 


Stevens Lake) (Mason County): Open the fourth 


through October 31. 


(Snohomish County): Open 


River (Snohomish County): 
to Marine Drive, including 


the fourth Saturday 


all sloughs: 


Open year-round. 


Night closure. 


(iii) From August 1 


(iv) 


through November 30: Anti- 
t anglers fishing for sturgeon may use single-point barbless hooks 
any size. 


snagging rules, ex- 


Game fish: Statewide minimum length/daily limit, except: 


Cut 


Closed waters. 


(b) 
(i) 
(ii) 
(A) 
(B) 


throat trout and wild 


Open September 


rainbow trout: Minimum length 14 inches. 
From Marine Drive to the forks: 
From the barrier dam (downstream of I-5) downstream 200 feet: 


((+6)) 1 through November 


Selective gear rules. 


Night closure. 
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(C) Release all fish except hatchery steelhead. 

(iii) Open from December 1 through January 31. Game fish: State- 
wide minimum length/daily limit, except: Cutthroat trout and wild 
rainbow trout: Minimum length 14 inches. 

(iv) Salmon: ((€tesed)) Open September 1 through November 15: 


Daily limit 2 coho only. Release all other salmon. 

(263) Stillaguamish River, North Fork (Snohomish County) : 

(a) From the North Fork mouth to the mouth of French Creek: 

(i) It is unlawful to fish from any floating device upstream of 
the Highway 530 Bridge at mile post 28.8 (Cicero Bridge). 

(ii) It is unlawful to fish from any floating device equipped 
with a motor downstream from the Highway 530 Bridge. 

(iii) Open the September 16 through November 30: 

(A) Fly fishing only 

(B) From September 16 through November 30; night closure. 

(C) Release all fish except hatchery steelhead. 

(iv) Open from December 1 through January 31. Game fish: State- 
wide minimum length/daily limit, except: Cutthroat trout and wild 
rainbow trout: Minimum length 14 inches. 

(b) From the mouth of French Creek to Swede Heaven Bridge: 
) From September 16 through November 30: 
) Night closure. 

) Anti-snagging rules. 
1l 
) 


i) Open September 16 through November 30: 
Fly fishing only. 
) Release all fish except hatchery steelhead. 

(iii) Open from December 1 through February 15. Game fish: State- 
wide minimum length/daily limit, except: Cutthroat trout and wild 
rainbow trout: Minimum length 14 inches. 

(c) From Swede Heaven Bridge to North Forks Falls approximately 
one mile upstream of Cascade Creek: 

(i) Open September 16 through November 30. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(264) Stillaguamish River, South Fork (Snohomish County) : 

(a) From the mouth to 400 feet downstream of the outlet to Gran- 
ite Falls fishway: 

(i) Open September 16 through January 31. 

(ii) From September 16 through November 30: 

(A) Anti-snagging rules. 

(B) Night closure. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(b) From 400 feet below the Granite Falls Fishway to the Mountain 
Loop Highway Bridge above Granite Falls: Closed waters. 

(c) From the Mountain Loop Highway Bridge above Granite Falls up- 
stream to the source: 

(i) Open Saturday before Memorial Day through November 30. 

(ii) From August 1 through November 30: 

(A) Anti-snagging rules. 

(B) Night closure. 

(265) Stitch Lake (Snohomish County): Game fish: Statewide mini- 
mum length/daily limit, except: 
(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 

ches may be retained. 
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(b) Smallmouth bass: Daily limit 15; no minimum 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; 

(d) Walleye: Daily limit 16; 
retained. 

(266) Storm Lake (Snohomish County): 


April through October 31. 


WSR 22-14-054 


length; 


no size restriction. 
only 1 walleye over 22 inches may be 


only 1 


Open the fourth Saturday in 


(267) Suiattle River (Skagit/Snohomish County) : 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Dol- 
ly Varden/Bull trout: Minimum length of 20 inches as part of trout 
limit. 

(268) Sultan River (Snohomish County): From the mouth to a point 
400 feet downstream from the diversion dam at river mile 9.7: 

(a) Open the Saturday before Memorial Day through January 31. 

(b) Game fish: Statewide minimum length/daily limit, except: 

(i) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(ii) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit 


(269) Sultan River; North Fork (Snohomish County): C 


losed waters. 


(270) Sultan River; South Fork (Snohomish County): Closed waters. 

(271) Summit Lake (Thurston County): Open the fourth Saturday in 
April through October 31. 

(272) Sunset Lake (Whatcom County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(273) Susan Lake (Thurston County): 

(a) Selective gear rules. 

(b) Release all fish. 

(274) Swan's Mill Pond (Stossel Creek) (King County): Open the 
Saturday before Memorial Day through October 31. 

(275) Symington Lake (Kitsap County): 

(a) Open the fourth Saturday in April through October 31. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: 

(i) Release cutthroat trout and wild rainbow trout. 

(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(276) Tahuya Lake (Kitsap County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

Certified on 7/13/2022 [E224 J WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-054 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 

(277) Tahuya River (Mason County): 

(a) From the mouth to the Belfair Tahuya Road Bridge: 

(i) Open the Saturday before Memorial Day through August 15. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(b) From the Belfair Tahuya Road Bridge upstream: 

(i) Selective gear rules. 

(ii) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 
(278) Tanwax Lake (Pierce County): Game fish: Statewide minimum 
length/daily limit, except: Crappie: Daily limit 10; minimum length 9 
inches. 

(279) Tapps Lake (Reservoir) and Tapps Lake (Reservoir) intake 
canal (Pierce County), to within 400 feet of the screen at Dingle Ba- 
Sin: Open year-round. 

(280) Tarboo Creek (Jefferson County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(281) Tarboo Lake (Jefferson County) : 

(a) Open the fourth Saturday in April through October 31. 

(b) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 
(282) Teal Lake (Jefferson County) : 
(a) It is unlawful to fish from a floating device equipped with 
an internal combustion motor. 

(b) Selective gear rules. 

(c) Game fish: Statewide minimum length/daily limit, except: 
Trout: Daily limit 1; minimum length 18 inches. 

(283) Tenas Lake (Mason County): Open the fourth Saturday in 
April through October 31. 

(284) Tennant Lake (Whatcom County): It is unlawful to fish from 
any floating device from the first Friday in October through January 
27s 


(285) Terrell, Lake (Whatcom County): It is unlawful to fish from 
any floating device from the first Saturday after Labor Day through 
the following Friday and from October 1 through January 31, except 
fishing from a floating dock is permissible. 
(286) Thornton Creek (Whatcom County): Game fish: Statewide mini- 
mum length/daily limit, except: Cutthroat trout: No daily limit; no 
minimum length. 
(287) Thornton Lake, lower (Whatcom County): Game fish: Statewide 
minimum length/daily limit, except: Cutthroat trout: No daily limit; 
no minimum length. 
(288) Tiger Lake (Kitsap/Mason counties): Open the fourth Satur- 
day in April through October 31. 

(289) Toad Lake (Whatcom County): Open the fourth Saturday in 
April through October 31. 

(290) Tokul Creek (King County) (Snoqualmie River tributary): 

(a) From the mouth to the Fish Hatchery Road Bridge: 
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(i) Open December 1 through February 15, except closed waters 
from 5:00 p.m. to 7:00 a.m. 
(ii) Anti-snagging rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(b) From Fish Hatchery Road Bridge to the posted boundary marker 
located downstream of the diversion dam: 
(i) Open January 15 through February 15, except closed waters 
from 5:00 p.m. to 7:00 a.m. 
(ii) Anti-snagging rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(c) From the posted boundary marker downstream of the diversion 
dam to Tokul Road S.E.: Closed waters. 
(291) Tolt River (King County): 
(a) From the mouth to the USGS trolley cable near the confluence 
of the North and South Forks: 
(i) Open the Saturday before Memorial Day through January 31. 
(ii) Selective gear rules. 
(iii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 
(b) From the USGS trolley cable just below the confluence of the 
North Fork and South Forks to the forks: Closed waters. 
(292) Tolt River, North Fork (King County): 
(a) From the mouth upstream to the falls approximately 1/3 miles 
above the Northeast North Fork Road Bridge (Pipeline Bridge): Closed 


(b) From the falls approximately 1/3 mile above the Northeast 
North Fork Road Bridge (Pipeline Bridge) upstream, including all trib- 


(i) Selective gear rules. 

(11) Release all fish. 

(293) Tolt River, South Fork (King County): From the mouth up- 
stream to the dam: Closed waters. 

(294) U Lake (Mason County): Open the fourth Saturday in April 
through October 31. 

(295) Uncle John Creek (Mason County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(296) Union River (Mason County): 

(a) From the mouth to the lower bridge on Old Belfair Highway: 

(i ) Open the Saturday before Memorial Day through August 15. 

(ii) Selective gear rules. 

(iii) Game fish: Statewide minimum length/daily limit, except: 
Release cutthroat trout and wild rainbow trout. 

(b) From the lower bridge on Old Belfair Highway upstream: 

(i) Selective gear rules. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(297) Vogler Lake (Skagit County): 

(a) Fly fishing only. 

(b) Release all fish. 

(298) Voight Creek (Pierce County): From the mouth to the Highway 
162 Bridge: Closed waters. 

(299) Wagners Lake (Snohomish County): Open the fourth Saturday 
in April through October 31. 


<~ 
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(300) Walker Lake (King County): Open the fourth Saturday in 
April through October 31. 

(301) Wallace River (Snohomish County): 

(a) From the mouth to 363rd Ave. S.E./Reece Rd: 

(i) Open from the Saturday before Memorial Day through February 
ESI 


(ii) From the Saturday before Memorial Day through November 30: 
(A) Anti-snagging rules. 
(B) Night closure. 

(iii) From November 1 through February 15: It is unlawful to fish 
from any floating device. 
(iv) Game fish: Statewide minimum length/daily limit, except: 

(A) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 


ches. 


(B) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit. 

(v) Salmon: 

(A) Open October 1 through November 30. 
(B) Daily limit 2 hatchery coho only. 
(b) From 363rd Avenue S.E./Reece Road to 200 feet downstream of 
the water intake of the salmon hatchery: 

(i) Open September 16 through February 15. 

(ii) September 16 through November 30: 

(A) Anti-snagging rules. 

(B) Night closure. 

(iii) November 1 through February 15: It is unlawful to fish from 
any floating device. 
(iv) Game fish: Statewide minimum length/daily limit, except: 

(A) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 


ches. 


(B) Dolly Varden/Bull trout: Minimum length of 20 inches as part 
of the trout limit. 

(v) Salmon: 

(A) Open October 1 through November 30. 

(B) Daily limit 2 hatchery coho only. 

(c) From 200 feet downstream of the water intake to 200 feet up- 
stream of the water intake: Closed waters when the hatchery weir is in 
operation. 

(d) From 200 feet upstream of the water intake of the salmon 


hatchery to Wallace Falls: 

(i) Open November 1 through January 31. 

(ii) It is unlawful to fish from any floating device. 

(iii) Game fish: Statewide minimum length/daily limit, except: 

(A) Cutthroat trout and wild rainbow trout: Minimum length 14 in- 
ches. 

(B) Dolly Varden/Bull trout: Minimum length of 20 inches as part 


of the trout limit. 
(302) Walsh Lake (King County): Game fish: Statewide minimum 
length/daily limit, except: 

(a) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 


(b) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(c) Channel catfish: Daily limit 10; no size restriction. 

(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 


retained. 
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(303) Wapato Lake (Pierce County): Open to juvenile anglers, se- 
nior anglers and anglers with a disability who possess a designated 
harvester companion card. 

(304) Washington Lake, including that portion of the Sammamish 
River from the 68th Avenue N.E. Bridge downstream and Mercer slough 
(King County) : 

(a) Open year-round. 

(b) Chumming is permissible. 

(c) From July 1 through November 30: Game fish: Statewide minimum 
length/daily limit, except: 

(i) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 
(ii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iii) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(iv) Channel catfish: Daily limit 10; no size restriction. 

(v) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(d) December 1 through the last day in February: 

(i) Game fish: Statewide minimum length/daily limit, except: Re- 
lease steelhead and rainbow trout over 20 inches in length. 

(ii) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 
(iii) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(iv) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(v) Channel catfish: Daily limit 10; no size restriction. 

(vi) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(e) March 1 through June 30: Game fish: Statewide minimum length/ 
daily limit, except: 

(i) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 

(ii) Trout: Minimum length 12 inches. 
(iii) Release steelhead and rainbow trout over 20 inches in 
length. 
(iv) Largemouth bass: Daily limit 10; no minimum length; only 

largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(v) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(vi) Channel catfish: Daily limit 10; no size restriction. 

(vil) Walleye: Daily limit 16; only 1 walleye over 22 inches may 
be retained. 

(£) Salmon: ((€tesed)) Open September 16 through October 31: 
North of Highway 520 bridge and east of Montlake Bridge. Daily limit 4 
coho only. Release all other salmon. 

(305) Washington Lake, Ship Canal (King County) (waters east of a 
north-south line 400 feet west of the fish ladder at the Chittenden 
Locks and west of a north-south line at the eastern ends of the con- 
crete abutments east of the Montlake Bridge): 

(a) East of the Fremont Bridge: Chumming is permissible. 
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t boundary to a north-south line 400 feet east of 
hern wing wall of Chittenden Locks: 


Closed 


nd of the northern wing 


wall of Chittenden Locks to the east boundary: 

(i) From July 1 through November 30: Game fish: Statewide minimum 
length/daily limit, except: 

(A) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 

(B) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(C) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(D) Channel catfish: Daily limit 10; no size restriction. 

(E) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(ii) From December 1 through the last day in February: Game fish: 
Statewide minimum length/daily limit, except: 

(A) Release steelh ad and rainbow trout over 20 inches in length. 

(B) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 

(C) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(D) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(E) Channel catfish: Daily limit 10; no size restriction. 

(F) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 

(iii) March 1 through June 30: Game fish: Statewide minimum 
length/daily limit, except: 

(A) Kokanee: Daily limit 5; minimum length 8 inches; maximum 
length 18 inches. 

(B) Trout: Minimum length 12 inches. 

(C) Release steelhead and rainbow trout over 20 inches in length. 

(D) Largemouth bass: Daily limit 10; no minimum length; only 
largemouth bass under 12 inches may be retained, except 1 over 17 in- 
ches may be retained. 

(E) Smallmouth bass: Daily limit 15; no minimum length; only 1 
smallmouth bass over 14 inches may be retained. 

(F) Channel catfish: Daily limit 10; no size restriction. 

(G) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 


(306) Whatcom Creek (Whatcom County) : 


tewide minimum leng 


markers bel 


(a) From the mouth to the 
pont Street in Bellingham: 
(i) Open the Saturday before Memorial 
(ii) Game fish: Sta 
Cutthroat trout and wild rainbow 
(iii) Anglers fishing lawful 
Technical College Hatchery Collect 
the creek that hook and land 
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Collection Tube. 
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(c) From the footbridge below Dupont Street in Bellingham to the 
stone bridge at Whatcom Falls Park: 

(i) August through October 31: 

(A) Anti- snagging rules. 

(B) Night closure. 

(ii) Game fish: Statewide minimum length/daily limit, except: 
Cutthroat trout and wild rainbow trout: Minimum length 14 inches. 

(d) From the stone bridge at Whatcom Falls Park upstream to Lake 
Whatcom: Open the fourth Saturday in April through October 31 for ju- 
venile anglers only. 
(e) Game fish: Statewide minimum length/daily limit, except: 
Trout: No minimum length. 

(307) Whatcom, Lake (Whatcom County): 

(a) The waters between the Electric Avenue Bridge and the outlet 
dam: Closed waters. 

(b) Open the fourth Saturday in April through October 31. 

(c) Game fish: Statewide minimum length/daily limit, except: Re- 
lease all cutthroat trout. 

308) Whatcom, Lake, tributaries (Whatcom County): Closed waters. 
309) White (Stuck) River (Pierce County): 

) From October 1 through October 31: 

) Night closure. 

i) Selective gear rules. 

) Release all fish. 

) Cascade Water Alliance canal, including the screen bypass 
channel above the screen at Dingle Basin: Closed waters. 

(d) Whitefish: Open December 1 through the last day in February: 
Whitefish gear rules. 

(310) White Chuck River (Snohomish County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Dol- 
ly Varden/Bull trout: Minimum length of 20 inches as part of the trout 
limit. 

(311) Wildcat Creek (Kitsap County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(312) Wildcat Lake (Kitsap County): Open the fourth Saturday in 
April through October 31. 

313) Wilderness Lake (King County): 

a) Open the fourth Saturday in April through October 31. 

b) Landlocked salmon rules. 

314) Wilkeson Creek (Pierce County) (South Prairie Creek tribu- 
tary): From the mouth to the confluence with Gale Creek: Closed wa- 


( 
( 
( 
(i 
(i 
( 
( 


a 
i 
1 

b 
€ 


315) Woodard Creek (Thurston County): 
a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Cut- 
throat trout and wild rainbow trout: Minimum length 14 inches. 

(316) Wood Lake (Mason County): Open the fourth Saturday in April 
through October 31. 

(317) Woodland Creek (Thurston County): 

(a) Selective gear rules. 

(b) Game fish: Statewide minimum length/daily limit, except: Re- 
lease cutthroat trout and wild rainbow trout. 

(318) Woodland Farm Reservoir (Snohomish County): Game fish: 
Statewide minimum length/daily limit, except: 
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(a) Largemouth bass: 


(b) Smallmouth bass: 
smallmouth 
(c) Channel catfish: 
(d) Walleye: Daily limit 16; only 1 walleye over 22 inches may be 
retained. 
(319) Wooten Lake (Mason County): Open the fourth Saturday in 


77.12.0 


312-040 


TTel2 047. 


effect 


77.04.020, 
220-312-040, filed 7/12/19, effective 8/12/19; WSR 18-15-065 (Order 


18-163), $ 


Authority: 


der 


18-30), 


Authority: 
77.12.047. 


effective 8/28/17; WSR 17- 


ty: RCW 77.04.012, 


tive 2/17/20. 


bass over 14 inches may be retained. 


Daily limit 10; no minimum length; only 


th bass under 12 inches may be retained, except 1 over 17 in- 
be retained. 


Daily limit 15; no minimum length; only 1 


Daily limit 10; no size restriction. 


gh October 31. 


Authority: RCW 


77.04.012, 77.04.020, 77.04.055, 77.12.045, 


47. WSR 22-05-066 (Order 22-06), & 220-312-040, filed 


effective 7/1/22. 


77.04.055, and 
, filed 7/2/21, 


Statutory Authority: RCW 77.04.012, 
77.12.047. WSR 21-14-067 (Order 21-95), § 
effective 8/2/21; WSR 20-14-052 (Order 


§ 220-312-040, filed 6/25/20, effective 7/26/20. Statutory Au- 
77.04.020, 77.04.055, 77.12.045, and 


WSR 20-03-130 (Order 20-09), § 220-312-040, filed 1/17/20, 


77.04.055, and 


Statutory Authority: RCW 77.04.012, 77.04.013, 


77.12.047. WSR 19-15-050 (Order 19-139), § 


220-312-040, filed 7/16/18, effective 8/16/18. Statutory 


RCW 77.04.012, 
S 220-312-040, 
RCW 77.04.012, 


77.04.020, and 77.12.047. WSR 18-06-045 (Or- 
filed 3/1/18, effective 4/1/18. Statutory 
77.04.013, 77.04.020, 77.04.055, and 


WSR 17-16-109 (Order 17-147), § 220-312-040, filed 7/28/17, 


05-112 (Order 17-04), amended and recodified 


as 5 220-312-040, filed 2/15/17, effective 3/18/17; WSR 16-17-008 (Or- 


| 6-0 


TJI ue: 


filed 


77.0 


Auth 


14-0 


6-073 ( 


4.055, 


4.020, 


14-185), § 


ority: 
4-120 ( 


SYT iA] 


OTS- 


AMENDATORY SECTION 


3774.2 


Statutory Auth 


Order 16-158), 


der 16-201), 5 220-310-190, filed 8/4/16, effective 9/4/16; WSR 
16-14-038 ( -] 
7/29/1 


§ 220-310-190, filed 6/28/16, effective 


6. Statutory Authority: RCW 77.04.012 and 77.12.047. WSR 


Order 16-30), § 220-310-190, filed 2/26/16, effective 


and 77.12.047. 


ority: RCW 77.04.012, 77.04.013, 77.04.020, 
WSR 15-13-081 (Order 15-177), § 220-310-190, 
6/12/15, effective 7/13/15. Statutory Authority: RCW 77.04.012, 


77.04.055, 77.12.045, and 77.12.047. WSR 14-16-027 (Order 
220-310-190, filed 7/25/14, effective 8/25/14. Statutory 


RCW 77.04.012, 


77.04.013, 77.04.055, and 77.12.047. WSR 


Order 14-26), § 220-310-190, filed 2/4/14, effective 


7/1/22) 


bia. 


(Amending WSR 22-05-066, filed 2/11/22, effective 


WAC 220-312-060 Freshwater exceptions to statewide rules—Colum- 
The following exceptions to statewide rules apply to the Colum- 


bia River, 
Wells Ponds: 
(1) General Columbia River rules: 


including impoundments and all connecting sloughs, except 
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current waters of the Columbia River between Wash- 
ither state is valid when fishing 


st comply with the fishing regulations of the state 


This subsection does not allow an angler licensed in Oregon 


the Washington shore, 
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e point 
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Astoria Bridge: 


(i) 


erly of a line originating on the Oregon shore at 
t the Warrenton Fiber log yard 
through green navigation buoys 
ter of the Astoria-Megler Bridge abutment 
and continuing southerly in line with the 
the Oregon shore. 


seawall at 
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north of 
center of 

(ii) 


gling from August 1 through September 15. 


the ship 


heasterly 
channel, 
the Megler Bridge span to 
The Youngs Bay Control 
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tomobil 
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teelhead angling gear u 
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Barbless hooks are required for salmon an 
less otherwise provided. 
losure for salmon and steelhead fishing 
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state in which 
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the field salmon or 


they are fishin 
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t in 
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29, 


le or principal means of 1 
and completed his or her daily angling. 
and trout handling rules provided in WAC 220-310-10 
except from Febru ] 
in the mainstem Columbia from the Rocky Point/Tongu 
ton-Oregon border where WAC 220-310-100 applies 


through June 
e Point line up- 


d steel] 


length (as 


e Board registra- 


gler aboard a ves- 
the sal 


lmon/steel- 


Lhead. 


minimum size 


llow the most liberal regulations if both areas are 
t barbless hooks may be used for salmon and 


From a true north-south line through Buoy 10 to the Megler 


The Youngs Bay Control Zone is defined as those waters south- 
the east end of the 
tely river mile 

31, 
t adjacent to, 


and 35A 
and 


334 


is closed to recreat 


(iii) Game fish: Statewide minimum length/daily limit, 
Release trout. 
(iv) Salmon and steelhead: 
(A) April through July 31: Closed. 
(B) Open August 1 through August ((48)) 24: 
(I) Daily limit 2; of which only 1 may be a Chinook. 
(II) Release all salmon and steelhead 
hatchery coho. 
(III) Chinook minimum length 24 inches. 
(IV) Coho minimum length 16 inches. 
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(C) Open August ((+4+)) 25 through September ((4)) 7: 
(I) Daily limit 2; of which 1 may be a Chinook. 
(II) Release all salmon and steelhead except Chinook and hatchery 


atc 


coho. 


(III) Chinook minimum length 24 inches. 

(IV) Coho minimum length 16 inches. 

( Open September ((#)) 8 through September 30: 

( Daily limit 3. 

(II) Release all salmon and steelhead except hatchery coho. 
( 

( 

( 


III) Coho minimum length 16 inches. 

Open October 1 through October 31: 

Daily limit 6; up to 3 adult salmon ( (maybe-*ectaimed)), of 
which 1 may be a Chinook. 
(II) Release all salmon and steelhead except Chinook and hatchery 


(III) ((Geke)) Salmon minimum length 12 inches. 
(F) Open November 1 through December 31: 
(I) Daily limit 6; up to 3 adults ( (Ss@tmen—ext+eadett—saimer)), 
of which up to 1 may be a Chinook and up to 2 hatchery steelhead may 
be retained. 
II) Release all salmon except Chinook and hatchery coho. 

III) ((€eke)) Salmon minimum length 12 inches. 

G) Open January 1 through March 31: 

I) Daily limit 6; up to 2 adult salmon, or 2 hatchery steelhead, 
f each, may be retained. 
II) Release all salmon except hatchery Chinook. 


April 1 through May 15: Closed. 
) Open May 16 through March 31. 

(vi) Forage fish and bottomfish: Marine Area 1 general rules ap- 
ply; eulachon closed. 

(c) From the Megler Astoria Bridge to a projected line from Rocky 
Point on the Washington bank through Red Buoy 44 to the red navigation 
marker 2 at Tongue Point on the Oregon bank: 

(i) Game fish: Statewide minimum length/daily limit, except: Re- 
lease trout. 

ii) Salmon and steelhead: 
A) April 1 through June 15: Closed. 
B 


( 
( 
(B) Open from June 16 through ( (dime 39)) July 31: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
( 

( 

( 


) Release all salmon except hatchery jack Chinook. 
III) Salmon minimum length 12 inches. 


C) ( (Opeth 


++) ) Open August 1 through August ((4+6)) 24: 

(I) Daily limit 2; of which 1 may be a Chinook. 

(II) Release all salmon and steelhead except hatchery coho and 
hatchery Chinook. 

(III) Chinook minimum length 24 inches. 

(IV) Coho minimum length 16 inches. 

((+44+)) (D) Open August ((#++)) 25 through September ((4)) 7: 
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ease all salmon except 
Salmon minimum 


Jan 


t Ch 
len 


gth 12 inches. 


uary 1 through March 31: 
up to 2 adul 
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Forage fish and bottomfish: Marine Area 1 general rules ap- 


hatchery Chinook. 


Closed. 


ugh March 31. 


inook and hatchery coho. 


p to 2 hatchery steel- 


or 2 hatchery steelhead 


From a line at Rocky Point on the Washington bank through Red 


Buoy 44 to red navigation marker 2 at Tongue Point on the Oregon bank 
upstream to a line at the west end of Puget Island projected from 
green navigation marker 39 on the Washington bank to green navigation 


marker 41, 


navigation marker 44A on the Oregon bank: 


(i) 
Slough and Gnat Creek 
ry markers at the mout 


The Blind Slou 


lect 
nor 
Lind 


gh Sel 
froma 
th of Bl 


er in Gnat Creek locat 
(upstream) of 
(ii) 
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ern shore of Kar] 
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line projecting from a regu 
land to the nort 


of Minaker 

(A) Game fish: 
trout. 
(B) Salmon: 


lease 


the mouth of Blind Slou 
line projecting souther] 
tip of Karlson Island through regulatory markers on the western tips 
Island to a marker on the Oregon 


Daily 


Ly from a 


th-south lin 
Slough upstream to a regulatory mark- 
ted approximately 0.5 miles southeast 
dse Road Bridge. 
The Knappa Slough Select Area is defined as waters of Knappa 
Slough, Calendar Slough 


gh and bounded 


Area is defined as wat 


ters of Blin 


represent 


ted by regul 


terly 


Creek Slough bounded 
thernmost regulat 
to the west 
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shore. 


limit 
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each and 5 jacks. 
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Release 


al 


(downstream) 


to the north 


latory marker on the east 


tory marker 
by 


the southwes 


except: 


coho, and hatchery steelhead. Use of barbed hooks allowed. 
(C) Shad: Open year-round. 
(iii) Game fish: Statewide minimum size/daily limit, except: 


Certified on 7/13/2022 


23k. 


WSR Issue 22-14 


then to red navigation marker 42, and terminating at red 


d 
ato- 


ct ct 


ai 
a 
tern 


Re- 


is 2 adult salmon or 2 steelhead or 1 of 
No more than 2 daily jack limits in possession. 
ll salmon other than hatchery Chinook, hatchery 


eg 


- Permanent 


Washington State Register, Issue 22-14 WSR 22-14-054 


) Trout: Open May 16 through March 31: 

) Daily limit 2 hatchery cutthroat; minimum length 12 inches. 
) Release all trout except hatchery cutthroat. 
) Barbless hooks required for cutthroat trout. 
v) Salmon and steelhead: 
) 

) 


April 1 through May 15: Closed. 

Open May 16 through June 15: 

Daily limit 6; up to 2 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) Open June 16 through ( (drRe—3¢)) July 31: 

) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 


D) ( (Q@een Joh t+theeughFa $+ 


+>) ) Open August 1 through ( (September—3)) August 24: 

(I) Daily limit 6; up to 2 may be adults of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except hatchery Chinook and 
hatchery coho. 
(E) Open August 
I) Daily limit 
may be a Chinook. 
(IT) Release all salmon and steelhead except Chinook and hatchery 


25 through September 7: 
6; up to 2 may be adult salmon of which only 1 


la~ 


(III) Salmon minimum length 12 inches. 

(F) Open September 8 through September 30: 

(I) Daily limit 6; up to 3 may be adults. 

(II) Release all salmon and steelhead except hatchery coho. 
( 

( 

( 


III) Coho minimum length 12 inches. 


Open ( (Septembesr—)) October 1 through October 31: 


) 

) Daily limit 6; up to ((2ede++—setmen-maybeetained)) 3 may 
be adult salmon, of which 1 may be a Chinook. 

I 


) Release all salmon and steelhead except Chinook and hatchery 


coho. 
(H) Open November 1 through December 31: 
(I) Daily limit 6; up to (( J 
)) 3 may be adults, of which up to 1 may 
be a Chinook and up to 2 hatchery steelhead may be retained. 


C 

(II) Release all salmon except Chinook and hatchery coho. 

(I) Open January 1 through March 31: 

(I) Daily limit 6; up to 2 adult salmon or 2 hatchery steelhead 
or 1 of each may be retained. 

(I 

( 

( 

( 

( 


I) Release all salmon except hatchery Chinook. 
) Shad: 
) 
) 


April 1 through May 15: Closed. 

Open May 16 through March 31. 
) From a line at the west end of Puget Island projected from 
green navigation marker 39 on the Washington bank to green navigation 
marker 41, then to red navigation marker 42, and terminating at red 
navigation marker 44A on the Oregon bank, upstream to the Longview 
Bridge: 
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(i) Game fish: Statewide minimum size/daily limit, except: 

(A) Trout: Open May 16 through March 31. 

(B) Release all trout except hatchery cutthroat. 

(C) Daily limit 2 hatchery cutthroat; minimum length 12 inches. 
(D) Barbless hooks are required for cutthroat trout. 

(ii) Salmon and steelhead: 

(A) April 1 through May 15: Closed. 

(B) Open May 16 through June 15: 

(I) Daily limit 6; up to 2 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 

(C) Open June 16 through ( (dRe—-3¢)) July 31: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 

(D) ( (Open Jeti; + theergh duty $+ 


+>) ) Open August 1 through September (($)) 7: 

(I) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except Chinook and hatchery 


(+6}—Open)) (E) September ((+6)) 8 through September 30: Closed. 
F) Open October 1 through October 31: 


( 
( 
( 
nook may be retained. 
(II 


iii) Shad: 

A) April 1 through May 15: Closed. 

B) Open May 16 through March 31. 

(f) From the Longview Bridge to a line projected from the Warrior 
Rock lighthouse through Red Buoy 4 to the marker atop the piling dol- 
phin located at the downstream end of Bachelor Island on the Washing- 
ton shore (Warrior Rock line): 


) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 
) Release all salmon and steelhead except Chinook and hatchery 
coho. 
( ({4=>+)) (G) Open November 1 through December 31: 
(I) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 
(II) Release all salmon except Chinook and hatchery coho. 
( (4=)) (H) Open January 1 through March 31: 
(I) Daily limit 6; up to 2 adult salmon or 2 hatchery steelhead 
or 1 of each may be retained. 
(II) Release all salmon except hatchery Chinook. 
( 
( 
( 


(i) Game fish: Statewide minimum size/daily limit, except: 

(A) Trout: Open May 16 through March 31. 

(B) Release all trout except hatchery cutthroat. 

(C) Daily limit 2 hatchery cutthroat; minimum length 12 inches. 
(D) Barbless hooks are required for cutthroat trout. 

(ii) Salmon and steelhead: 

(A) April 1 through May 15: Closed. 

(B) Open May 16 through June 15: 

(I) Daily limit 6; up to 2 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
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Open June 16 through ( (deme 34)) July 31: 


( (Open—Fats+++ ov) h—_Fu $+ 


+>) ) Open August 1 through September (($)) 7: 


nook may be retained. 


WSR 22-14-054 


(C) 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
(D) : 


(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 


(II) Release all salmon and steelhead except Chinook and hatchery 


((46+)) (E) September 8 through September 30: Closed. 
( 


(E) Open 


(Septembexr10)) October 1 through October 31: 
(I) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 


nook may be retained. 


(II) Release all salmon and steelhead except Chinook and hatchery 


coho. 


1 —~ 


+4+-)) (G) Open November 1 through December 31: 
) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 


1 —~ 
~~ 
~ 


(H) Open January 1 through March 31: 


f each may be retained. 


n 
ii) Shad: 

) April 1 through May 15: Closed. 
) 

) 


Open May 16 through March 31. 


Oe On ws 


QW H- 


) Release all salmon except hatchery Chinook. 


r 2 hatchery steelhead or 1 of each may be retained. 
II) Release all salmon except Chinook and hatchery coho. 


) Daily limit 6; up to 2 adult salmon or 2 hatchery steelhead 


From a line projected from the Warrior Rock lighthouse 


through Red Buoy 4 to the marker atop the piling dolphin located at 
the downstream end of Bachelor Island on the Washington shore (Warrior 


Rock line) to the I-5 Bridge: 


(i) Game fish: Statewide minimum size/daily limit, except: 
(A) Trout: Open May 16 through March 31. 
(B) Release all trout except hatchery cutthroat. 
(C) Daily limit 2 hatchery cutthroat; minimum length 12 inches. 
(D) Barbless hooks are required for cutthroat trout. 
(ii) Salmon and steelhead: 
(A) April 1 through May 15: Closed. 
(B) Open May 16 through June 15: 
(I) Daily limit 6; up to 2 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
(C) Open June 16 through ( (de#e—-30)) July 31: 
(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
(D) ( (Open Fetter het $+ 
D paijo Lim 7 > al 1 eee eg i 
+&}—open Fay +6 hore hed s4 
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+#})) Open August 1 through ( (SetebexS3t)) September 13: 
(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 


(II) Release all salmon and steelhead except Chinook and hatchery 
coho. 

E) September 14 through September 30: Closed. 

F) Open October 1 through October 31: 


(E) 
(F) 
(I) 
nook may be retained. 
(II 


a 
ii) Shad: 
) April 1 through May 15: Closed. 
) Open May 16 through March 31. 
) From the I-5 Bridge to a line crossing the Columbia from Nav- 
igation Marker 82 on the Oregon shore westerly to the boundary marker 
on the Washington shore upstream of Fir Point 9 miles downstream from 
Bonneville Dam: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
ii) Salmon and steelhead: 
A) April 1 through June 15: Closed. 
B) Open June 16 through ( (deRe-3¢)) July 31: 


Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
) Release all salmon and steelhead except Chinook and hatchery 
coho. 
(G) Open November 1 through December 31: 
(I) Daily limit 6; up to 2 adult salmon, of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 
(II) Release all salmon except Chinook and hatchery coho. 
(H) Open January 1 through March 31: 
(I) Daily limit 6; up to 2 adult salmon or 2 hatchery steelhead 
or 1 of each may be retained. 
(II) Release all salmon except hatchery Chinook. 
( 
( 
( 
( 


) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) 


( (OQpen—_Fats+th vor) h—_Fu ty $+ 


4+#}+)) Open August 1 through ( (Geteber—3+)) September 13: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except Chinook and hatchery 


(D) September 14 through September 30: Closed. 

(E) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 


(F) Open November 1 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 

(II) Release all salmon except Chinook and hatchery coho. 
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January 1 through March 31: 
Daily limit 2 hatchery steelhead. 
) Release all salmon. 


April 1 through May 15: Closed. 

Open May 16 through March 31. 

Camas Slough: 

) It is permissible for an angler licensed in Oregon or Wash- 
ington to fish from a floating device. 

(ii) In the waters of the Columbia River downstream from the 
mouth of the Washougal River, north of Lady Island, and downstream of 
the Highway 14 Bridge at the upstream end of Lady Island. 


(iii) (Eromi Hesa 


( 


and—haetehery—<cohor +eteaseattethersaimen-)) Additional angling 
rules for Camas Slough are the same as the special rules or effective 
emergency rule in the adjacent mainstem Columbia. 

(j) From a line between the upstream end of Sand Island (near 
Rooster Rock) on the Columbia River, to the boundary marker on the Or- 
egon shore, downstream to a line between the lower end of Sand Island 
and the boundary marker on the Oregon shore: 

(i) January 1 through April 30: Closed waters. 

(ii) Game fish: 

(A) Open May 1 through December 31. 

(B) Statewide minimum size/daily limit, except: Release all 


trout. 
ii) Salmon and steelhead: 

) May 1 through June 15: Closed. 

) Open June 16 through ( (drRe—3¢)) July 31: 

) Daily limit 6; up to 1 hatchery steelhead may be retained. 
T 

) 


1 
A 
B 


) Release all salmon except hatchery jack Chinook. 


( (Open—_Fats +e ov)eh—_Fu ty S5+ 


Q 


4+#}+)) Open August 1 through ( (Geteber—3+)) September 13: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except Chinook and hatchery 


coho. 


(D) September 14 through September 30: Closed. 

(E) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 


D 
E 


coho. 
(F) Open November 1 through December 31: 
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I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
r 2 hatchery steelhead or 1 of each may be retained. 

II) Release all salmon except Chinook and hatchery coho. 

G) January 1 through April 30: Closed waters. 

iv) Shad: 

A) May 1 through May 15: Closed. 

B) Open May 16 through December 31. 

(k) From a line crossing the Columbia from Navigation Marker 82 
on the Oregon shore westerly to the boundary marker on the Washington 
shore upstream of Fir Point 9 miles downstream from Bonneville Dam to 
Beacon Rock: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

ii) Salmon and steelhead: 
A) April 1 through June 15: Closed. 
B) Open June 16 through ( (deRe—-39)) July 31: 


nook 


) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) . 


( (Oeean 


+5}+)) Open August 1 through ((9etebes—3+)) September 13: 
(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 


(II) Release all salmon and steelhead except Chinook and hatchery 
coho. 

D) September 14 through September 30: Closed. 

E) Open October 1 through October 31: 


(D) 

(E) 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II 


) Release all salmon and steelhead except Chinook and hatchery 
coho 
F) Open November 1 through December 31: 
I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 


I) Release al salmon except Chinook and hatchery coho. 
) Open January 1 through March 31: 
) Daily limit 2 hatchery steelhead. 


II) Release all salmon. 


1 : 
A) April 1 through May 15: Closed. 
B) Open May 16 through March 31. 
1) From Beacon Rock to a line from the Hamilton Island boat ramp 
to an Oregon boundary marker on the westernmost point of Robins Island 
to a marker on the Oregon mainland shore: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
ii) Salmon and steelhead: 
A) April 1 through June 15: Closed. 
B) Open June 16 through ( (deRe—-39)) July 31: 


) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
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4+#}+)) Open August 1 through ( (Geteber—3+)) September 13: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except Chinook and hatchery 


(D) September 14 through September 30: Closed. 

(E) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 


(F) November 1 through December 31: Closed. 
(G) Open January 1 through March 31: 

(I) Daily limit 2 hatchery steelhead. 

(II) Release all salmon. 
(ii 
(A) 
(B) 


April 1 through May 15: Closed. 
Open May 16 through March 31. 

(m) From a line from the Hamilton Island boat ramp to an Oregon 
boundary marker on the westernmost point of Robins Island to a marker 
on the Oregon mainland shore to a line projected from a boundary mark- 
er about 4,000 feet downstream from the fish ladder at the new Bonne- 
ville Dam Powerhouse south to the downstream end of Cascade Island and 
across to the Oregon angling boundary on Bradford Island (about 850 
feet downstream from the fish ladder): 

(i) It is unlawful to fish from any floating device. 

(ii) Closed to any method of angling except hand-casted gear from 
shore. 

(iii) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

iv) Salmon and steelhead: 
A) April 1 through June 15: Closed. 
B) Open June 16 through ( (dteRe—-39)) July 31: 


) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) 


( (OQpen—_Fats++ ov) Ie 


4+#}+)) Open August 1 through ( (Getebexr—3+)) September 13: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 


coho. 


(D) September 14 through September 30: Closed. 
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tober 31: 


) 


Dai 


ly limit 6; 


up to 2 adult salmon of which 1 may be a Chi- 


ay be retained. 


( 
( 
nook m 
( 


TT) 


Re] 


ease all salmon and st 


lhead 


xcept Chinook and hatchery 


coho. 


a 
O 
O 
ae 


~ 


ee NOY mss Som 


STWUPrs 


1 Hj 


Open November 1 
Dail 


y limit 6; 


1b 


tchery steel 
lease all 


1 GQ) 


through December 31: 


up to 2 adult salmon of which 1 may be a Chi- 


mon excep 


) 


April 


2 hatch 
1 sa 


ery st 
mon. 


through May 15: 
Open May 16 thro 
Inside the south navigation lock at Bonneville Dam, 


Cc 
March 


ugh 


lhead or 1 of each may be retained. 
sal 


t Chinook and hatchery coho. 


eelhead. 


losed. 
31. 
from a 


marker on the westernmost point of Robins Island to a marker on the 


Oregon mainland shore: 


lease all 


(o) 


( 
( 


( 
( 
( 
( 
( 
( 


t>) ) 
(I 


i) 


Closed waters. 


From a boundary marker about 4,000 feet downstream from the 
fish ladder at the new Bonneville Dam Powerhouse south to the down- 
stream end of Cascade Island and across to the Oregon angling boundary 
on Bradford Island (about 850 feet downstream from the fish ladder) to 
a point 600 feet below the fish ladder at Bonneville Dam powerhouse: 


It 


is unlawful 


to fish fr 


om any floating device. 


ii) Game fish: Statewide minimum size/daily limit, except: Re- 
trout. 

iii) Salmon and steelhead: 

A) April through June 15: Closed. 

B) Open June 16 through ( (deRe—-39)) July 31: 

I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

II) Release all salmon except hatchery jack Chinook. 

C) ((@pen-— heh H+ height ey 5 


) 


Open August 1 through 
Dail 


y limit 6; 


nook may be retained. 


( 
up to 2 ad 


(Ceteber—34+)) September 13: 
ult salmon of which 1 may be a Chi- 


(II) Release all salmon and steelhead except Chinook and hatchery 
coho. 

(D) September 14 through September 30: Closed. 

(E) Open October 1 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 
coho. 

(F) Open November 1 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 

(II) Release all salmon except Chinook and hatchery coho. 

(G) Open January 1 through March 31: 

(I) Daily limit 2 hatchery steelhead. 

(II) Release all salmon. 
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v) Shad: 
) April 1 through May 15: Closed. 
) Open May 16 through March 31. 
) From a point 600 feet below the fish ladder at the new Bonne- 
ville Dam Powerhouse to the upstream line of Bonneville Dam: Closed 
waters. 
(q) From Bonneville Dam to the Hood River Bridge: 
(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
(ii) Salmon and steelhead: 
(A) When open from March 16 through June 15: Bank fishing only. 
(B) When open from March 16 through June 15: Only hand-cast lines 
may be used. 
(C) When open from March 16 through June 15: It is unlawful to 
use a floating device to set lines for salmon and steelhead. 
(D) When open from August 1 through October 15: Anti-snagging 
rule applies. When the anti-snagging rule is in effect, only fish 
hooked inside the mouth may be retained. 
(E) April 1 through June 15: Closed. 
(F) Open June 16 through June 30: 
(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
(G) 
(I) 


(i 
(A 
(B 
(p 


Open July 1 through July 31: 


Daily limit 6; ( (#p—te—2—ede++—satmen—efowbiech_t maybe-a 
seckeye—and_t_hatecherystecthead)) 2 adult salmon or 1 hatchery steel- 


head and 1 adult salmon may be retained. 

(II) Release all salmon except ( (seekeye—arnd)) hatchery Chinook. 

(H) Open August 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and hatchery 
coho. 


(I) Open October 16 through October 31: 
(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 
(I 


I) Release all salmon and steelhead except Chinook and hatchery 
coho. 
J) Open November 1 through December 31: 
I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery steelhead or 1 of each may be retained. 


) Open January 1 through March 31: 
) Daily limit 2 hatchery steelhead. 
II) Release all salmon. 

(r) Waters within 1/4 mile of the USFWS Spring Creek Hatchery 
grounds between posted markers located 1/4 mile on either side of the 
fish ladder entrance: Closed waters. 

(s) From Hood River Bridge to the Tower Island power lines: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open from March 16 through June 15: Bank fishing only. 

(B) When open from March 16 through June 15: Only hand-cast lines 
may be used. 

(C) When open from March 16 through June 15: It is unlawful to 
use a floating device to set lines for salmon and steelhead. 


( 
( 
O 
(II) Release al salmon except Chinook and hatchery coho. 
( 
( 
( 
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(G) Open July thr 
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may be retained. 
ease all salmon except 
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Anti-snagging 
only fish 


Closed. 


up to 1 hatchery steelhead may be retained. 
lmon except hatchery jack Chinook. 

ough July 31: 

up to 2 adult salmon (( 


efcwhteh ti may bea 
or 1 hatchery steelhead and 1 adult 


( (seekeye—and)) hatchery Chinook. 


1 through October 15: 


up to 2 adult salmon of which 1 may be a Chi- 


lhead except Chinook and coho. 


Open October 16 through October 31: 


ease all salmon and st 


up to 2 adult salmon of which 1 may be a Chi- 


lhead 


xcept Chinook and coho. 


through December 31: 


up to 2 adult salmon of which 1 may be a Chi- 


lhead or 1 of each may be retained. 
mon except Chinook and coho. 


Open January 1 through March 31: 


(II) Rel 

(H) Open August 

(I) Daily limit 6; 
nook may be retained. 

(II) Rel 

(I) 

(I) Daily limit 6; 
nook may be retained. 

(II) Rel 

(J) Open November 1 

(I) Daily limit 6; 
nook or 2 hatchery steel 

(II) Release all sal 

(K) 

(I) Daily limit 

(II) Release all sal 

(t) 


mon. 


2 hatchery steelhead. 


From Tower Island power lines to a line from the east 

(upstream) dock at the Port of The Dalles boat ramp straight across to 
a boundary marker on the Washington shore (approximately 1.8 miles be- 
low The Dalles Dam): 


(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open from August 1 through October 15: Anti-snagging 
rule applies. When the anti-snagging rule is in effect, only fish 
hooked inside the mouth may be retained. 

(B) April through June 15: Closed. 

(C) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(D) Open July 1 through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 


salmon 


(II) 


Re] 


(E) 
(I) 


Open 
Dail 


may be retained. 
ease all salmon except 
1 through October 15: 


August 
y limit 


6; 


IT) 


Rel 


F) 
I) 


ay be retained. 
ease all salmon and st 


efcwhteh i may bea 
or 1 hatchery steelhead and 1 adult 


( (seekeye—and)) hatchery Chinook. 


up to 2 adult salmon of which 1 may be a Chi- 


lhead 


xcept Chinook and coho. 


Open October 16 through October 31: 
up to 2 adult salmon of which 1 may be a Chi- 


Dai 


ly limit 6; 


nook 


Rel 


IT) 
G) 
I) 


m 
( 
( 
( 

m 
( 
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( 


Open 
Dail 


ay be retained. 
ease all salmon and st 


November 1 


y limit 6; 


nook or 2 hatchery steel 
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Chinook and coho. 


(II) Release all salmon except 

(H) Open January 1 through March 31: 
(I) Daily Limit 2 hatchery steelhead. 
(II) Release all salmon. 

(u) 


From a line from the east (upstream) dock at the Port of The 
Dalles boat ramp straight across to a boundary marker on the Washing- 
ton shore to the upstream side of the Interstate (Highway 197) Bridge: 


(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open from August 1 through October 15: Anti-snagging 
rule applies. When the anti-snagging rule is in effect, only fish 
hooked inside the mouth may be retained. 

(B) April through June 15: Closed. 

(C) Open June 16 through June 30: 

(I) Daily J imit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(D) Open July 1 through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 


efcwhteh i may bea 
or 1 hatchery steelhead and 1 adult 


salmon may be retained. 

(II) Release all salmon except ( (seekeye—and)) hatchery Chinook. 

(E) Open August 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(G) Open November 1 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery stee] Lhead or 1 of each may be retained. 

(II) Release al salmon except Chinook and coho. 

(H) Open January 1 through March 31: 

(I) Daily limit 2 hatchery steelhead. 

(II) Release all salmon. 

(v) From the Washington shore from the upstream side of the In- 
terstate (Highway 197) Bridge to the navigation lock wall: 

(i) It is unlawful to fish from a floating device. 

(ii) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(iii) Salmon and steelhead: 

(A) When open from August 1 through October 15: Anti-snagging 
rule applies. When the anti-snagging rule is in effect, only fish 
hooked inside the mouth may be retained. 

(B) April through June 15: Closed. 

(C) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(D) Open July 1 through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 


salmon 


II) 


Re] 


(E) 


may be retained. 
ease all salmon excepi 


ef eh may bee 
or 1 hatchery steelhead and 1 adult 


( (seekeye—and)) hatchery Chinook. 


Open August 1 through October 15: 
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(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through October 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(G) Open November 1 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook or 2 hatchery steel Lhead or 1 of each may be retained. 

(II) Release al salmon except Chinook and coho. 

(H) Open January 1 through March 31: 

(I) Daily limit 2 hatchery steelhead. 

(II) Release all salmon. 


(w) From the Interstate (Highway 197) Bridge to the upstream line 
of The Dalles Dam except the Washington shore from the upstream side 
of the Interstate Bridge to the navigation lock wall: Closed waters. 

(x) From The Dalles Dam to a line starting from a fishing boun- 
dary sign on the Washington north shore located approximately 1,300 
feet upstream of The Dalles Dam and Lock boat ramp projected easterly 
across the Columbia River to a boundary sign on the Washington south- 
ern shore located approximately 200 feet above the fish ladder exit: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: Closed. 

(y) From a line starting from a fishing boundary sign on the 
Washington north shore located approximately 1,300 feet upstream of 
The Dalles Dam and Lock boat ramp projected easterly across the Colum- 
bia River to a boundary sign on the Washington southern shore located 
approximately 200 feet above the fish ladder exit to the west end of 
the grain silo at Rufus, Oregon 2.4 miles downstream of John Day Dam: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 
(II) Release all salmon except hatchery jack Chinook. 
(C) 
(I) 


Open July 1 through July 31: 
Daily limit 6; up to 2 adult salmon ( ( 

eye-and t heteckhery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 
II) Release all salmon except ( (seekeye—and)) hatchery Chinook. 
(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

II) Release all salmon except Chinook and coho. 

E) September 1 through October 15: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 


~ 


nook may be retained. 

II) Release all salmon and steelhead except Chinook and coho. 

F) Open October 16 through December 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 


E= E 


1 
H 


) Release all salmon and steelhead except Chinook and coho. 
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January 1 through June 15: 
(z) From the west end of the grain silo at Rufus, Oregon 


CL 
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osed. 


2.4 miles downstream of John Day Dam to markers approximately 3,000 


feet downstream of John Day Dam: 


(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(C) Open July through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 
eye—and_+batechery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 

(II) Release all salmon except ( (seekeye—arnd)) hatchery Chinook. 

(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

(II) Release all salmon except Chinook and coho. 

(E) September 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(G) January 1 through June 15: Closed. 

((+#+)) (aa) From markers approximately 3,000 feet downstream of 
John Day Dam to 400 feet below the fishway entrance: 

(i ) It is unlawful to fish from a floating device. 

(ii) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(iii) Salmon and steelhead: 

(A) When open August through October 15: Anti-snagging rule ap- 
plies. When the anti- snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(C) Open July through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 
eye—and_t+bheatechery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 

(II) Release all salmon except ( (seekeye—and)) hatchery Chinook. 

(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

(II) Release all salmon except Chinook and coho. 

(E) September 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through December 31: 
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(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 
(II) Release all salmon and steelhead except Chinook and coho. 

(G) January 1 through June 15: Closed. 

((tee})) (bb) From 400 feet below the John Day Dam fishway en- 
trance to the upstream line of John Day Dam: Closed waters. 

((465}+)) (cc) From John Day Dam to a line from the grain eleva- 
tors at Patterson Ferry Road on the Oregon shore, straight across to a 
marker on the Washington shore at the west end of the old concrete 
foundation: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) 

) 


Open July 1 through July 31: 


Daily limit 6; up to 2 adult salmon ((of—whiceh— may be—e 
seckeye—and_}hatcherystecthead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 
(II) Release all salmon except ( (seekeye—arnd)) hatchery Chinook. 
(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

) Release all salmon except Chinook and coho. 

E) September 1 through October 15: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 


1 
H 


nook may be retained. 
II) Release all salmon and steelhead except Chinook and coho. 
F) Open October 16 through December 31: 
I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 


I) Release all salmon and steelhead except Chinook and coho. 
G) January 1 through June 15: Closed. 
(tee}+)) (dd) From a line from the grain elevators at Patterson 
Ferry Road on the Oregon shore, straight across to a marker on the 
Washington shore at the west end of the old concrete foundation to the 
Interstate 82/Highway 395 Bridge: 
(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
(ii) Salmon and steelhead: 
(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 
(B) Open June 16 through June 30: 

) Daily limit 6; up to 1 hatchery steelhead may be retained. 
II) Release all salmon except hatchery jack Chinook. 
) 

) 


Shad oes i ee = See 


Open July 1 through July 31: 
Daily limit 6; up to 2 adult salmon ( ( 

eye—and_t+hbatechery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 
(II) Release all salmon except ( (seekeye—and)) hatchery Chinook. 
(D) Open August 1 through August 31: 


( 
( 
( 
( 
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salmon of which 1 may be a Chi- 


xcept Chinook and coho. 


which 1 may be a Chi- 


xcept Chinook and coho. 


(I) Daily limit 6; up to 2 adult salmon of 
and 1 hatchery steelhead may be retained. 

(II) Release all salmon except Chinook and coho. 

(E) September 1 through October 15: 

(I) Daily limit 6; up to 2 adult 
nook may be retained. 

(II) Release all salmon and steelhead 

(F) Open October 16 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of 
nook may be retained. 

(II) Release all salmon and steelhead 

(G) January 1 through June 15: Closed. 


((+dd+)) (ee) From the Interstate 82/Highway 395 Bridge to a red 
and white marker on the Oregon shore on a line that intersects the 
downstream end of the wingwall of the boat lock near the Washington 


shore: 
(i) 


lease all trout. 


Game fish: Statewide min 


imum size/daily limit, 


except: Re- 


(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(C) Open July through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 
eye-and t hateckhery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 

(II) Release all salmon except ( (seekeye—arnd)) hatchery Chinook. 

(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 


which 1 may be a Chi- 


xcept Chinook and coho. 


which 1 may be a Chi- 


xcept Chinook and coho. 


and 1 hatchery steelhead may be retained. 
(II) Release all salmon except Chinook and coho. 
(E) September 1 through October 15: 
(I) Daily limit 6; up to 2 adult salmon of 
nook may be retained. 
(II) Release all salmon and steelhead 
(F) Open October 16 through December 31: 
(I) Daily limit 6; up to 2 adult salmon of 
nook may be retained. 
(II) Release all salmon and steelhead 
(G) January 1 through June 15: Closed. 
((tee}+)) (ff) From a line across the river from the red and white 


marker on the Oregon shore on a line that intersects the downstream 
end of the wingwall of the boat lock near the Washington shore to the 


upstream 


line of McNary Dam: Closed waters. 


( (+£6+)) (gq) From McNary Dam to Highway 730 at Washington/Oregon 


border: 
(i) 


lease all trout. 


Game fish: Statewide min 


(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: 
plies. When the anti-snagging rule is in effect, 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; 
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(II) Release all salmon except hatchery jack Chinook. 

(C) Open July 1 through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 
eye—and_}+beatechery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 

(II) Release all salmon except ( (seekeye—and)) hatchery Chinook. 

(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

(II) Release all salmon except Chinook and coho. 

(E) September 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(G) January 1 through June 15: Closed. 

((+¢¢+)) (hh) From Highway 730 at Washington/Oregon border to the 
Highway 395 Bridge at Pasco: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Salmon and steelhead: 

(A) When open August 1 through October 15: Anti-snagging rule ap- 
plies. When the anti-snagging rule is in effect, only fish hooked in- 
side the mouth may be retained. 

(B) Open June 16 through June 30: 

(I) Daily limit 6; up to 1 hatchery steelhead may be retained. 

(II) Release all salmon except hatchery jack Chinook. 

(C) Open July 1 through July 31: 

(I) Daily limit 6; up to 2 adult salmon (( 
eye—and_}+hbatechery steethead)) or 1 hatchery steelhead and 1 adult 
salmon may be retained. 

(II) Release all salmon except ( (seekeye—arnd)) hatchery Chinook. 

(D) Open August 1 through August 31: 

I) Daily limit 6; up to 2 adult salmon of which 1 may be Chinook 
and 1 hatchery steelhead may be retained. 

(II) Release all salmon except Chinook and coho. 

(E) September 1 through October 15: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(F) Open October 16 through December 31: 

(I) Daily limit 6; up to 2 adult salmon of which 1 may be a Chi- 
nook may be retained. 

(II) Release all salmon and steelhead except Chinook and coho. 

(G) January 1 through June 15: Closed. 

((+65+)) (41) From the Highway 395 Bridge at Pasco to the Inter- 


state 182 Bridge: 


(i) 


Game fish: 


lease all trout. 
Steelhead: Closed to fishing for or retaining. 


(ii) 


(iii) 
to 2 adult salmon may b 


up 


Salmon: 


nook and 


Cert 


coho. 


Statewide minimum size/daily limit, 


Open August 16 through October 31: 


except: Re- 


Daily limit 6; 
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((++4+)) (971) Within a 400 foot radius of the Columbia Irrigation 
District (CID) fish barrier at the mouth of the CID wasteway at Colum- 
bia Park: Closed waters. 

( (455>)) (kk) From the Interstate 182 Bridge to WDFW markers 1/4 
mile downstream from the South Columbia Basin Irrigation PE16.4 waste- 
way (Ringold wasteway) outlet: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: ( (Ctesed te—_fishing forex retaining) ) Open Oc- 
tober 1 through March 31: Statewide minimum size/daily limit except 
steelhead must be both adipose fin clipped and ventral fin clipped to 
be retained. 

(iii) Salmon: 
(A) Open July 1 through August 15: 

(I) Daily imit 6 salmon; up to 2 may be adults. 
(II) Release wild adult Chinook. 

(B) Open Augus 16 through ( (Qeteber)) December 31: 
(I 

( 


) t 
) Daily imit 6; up to 2 may be adults. 
II) Release all salmon other than Chinook and coho. 

( (+kk+)) (11) West Branch Esquatzel Coulee Block 1 Irrigation 
Wasteway Lagoon in the Columbia River: 

(i) September 1 through November 30: Closed waters. 

(ii) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
o Steelhead: Closed to fishing for or retaining. 


v) Salmon: 
Open July 1 through August 15: 
Daily limit 6 salmon; up to 2 may be adults. 


A) 

) 

) Release wild adult Chinook. 

) Open Augus' 16 through August 31: 
) 

) 


Daily limit 6; up to 2 adult salmon may be retained. 

Release all salmon except Chinook and coho. 

+i4-)) (mm) From WDFW markers 1/4 mile downstream from the 
South Columbia Basin Irrigation PE16.4 wasteway (Ringold wasteway) 
outlet to WDFW markers 1/2 mile upstream from Ringold Springs Hatchery 
Creek: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 

lease all trout. 
(ii) Steelhead: ( (Ctesed te—_fishing feor—or retaining ) ) 
(A) Open October 1 through March 31: Statewide minimum size/daily 
limit except steelhead must be both adipose fin clipped and ventral 
fin clipped to be retained. 
(B) Open April 1 through April 15: Statewide minimum size/daily 
limit except steelhead must be both adipose fin clipped and ventral 
fin clipped to be retained. Open only to fishing from the bank on the 
hatchery side of the river only. 

(iii) Salmon: 
(A) Open July 1 through August 15: 

(I) Daily imit 6 salmon; up to 2 may be adults. 
(II) Release wild adult Chinook. 

(B) Open August 16 through ( (Qeteber)) December 31: 
(I 

( 


~w OUTE 


) 
) Daily imit 6; up to 2 may be adults. 
II) Release all salmon other than Chinook and coho. 

( (4mam+)) (nn) Between the markers located 100 feet upstream and 
100 feet downstream of the Ringold Springs Hatchery Creek, and extend- 
ing 100 feet towards the middle of the river: Closed waters. 
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((t+aR+)) (00) From WDFW markers 1/2 mile upstream from Ringold 
Springs Hatchery Creek to the Old Hanford townsite powerline crossing: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: ( (Ctesed te—_fishing forex retaining) ) Open Oc- 
tober 1 through March 31: Statewide minimum size/daily limit except 
steelhead must be both adipose fin clipped and ventral fin clipped to 
be retained. 

(iii) Salmon: 
(A) Open July 1 through August 15: 

(I) Daily imit 6 salmon; up to 2 may be adults. 

(II) Release wild adult Chinook. 

(B) Open August 16 through ( (Qeteber)) December 31: 
(I) Daily imit 6; up to 2 may be adults. 

(II) Release all salmon other than Chinook and coho. 

((tee+)) (pp) From the Old Hanford townsite powerline crossing to 
Vernita Bridge (Highway 24): 

(i) Open February 1 through October 15. 

(ii) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(iii) Steelhead: Closed to fishing for or retaining. 

(iv) Salmon: 

(A) Open July 1 through August 15: 

(I) Daily limit 6 salmon; up to 2 may be adults. 
(II) Release wild adult Chinook. 
( 
( 
( 


B) Open August 16 through October 15: 
I) Daily limit 6; up to 2 may be adults. 
II) Release all salmon other than Chinook and coho. 
((+ee+)) (qq) From Vernita Bridge (Highway 24) to 400 feet down- 
stream of the Priest Rapids Hatchery outlet channel (Jackson Creek): 
(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 
(ii) Steelhead: Closed to fishing for or retaining. 
(iii) Salmon: 
(A) Open July 1 through August 15: 
(I) Daily imit 6 salmon; up to 2 may be adults. 
(II) Release wild adult Chinook. 
( 
( 
( 


) Open August 16 through October 15: 
) Daily imit 6; up to 2 may be adults. 
II) Release all salmon other than Chinook and coho. 

((tee+)) (rr) From the marker 400 feet downstream of the mouth of 
the Priest Rapids Hatchery outlet channel (Jackson Creek) to boundary 
markers 650 feet below the fish ladders at Priest Rapids Dam: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all rout: 

(ii) Steelhead: Closed to fishing for or retaining. 

(iii) Salmon: 

(A) Open July 1 through August 15: 
(I) Daily imit 6 salmon; up to 2 may be adults. 
(II) Release wild adult Chinook. 
( 

( 

( 

( 


i 


) Open August 16 through October 15: 
) Daily imit 6; up to 2 may be adults. 
II) Release all salmon other than Chinook and coho. 

(te+}+)) (ss) At Priest Rapids Hatchery outlet channel (Jackson 
Creek) extending to midstream of the Columbia River between boundary 
markers located 400 feet downstream of outlet channel to 100 feet up- 
stream: Closed waters. 
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((+ss+)) (tt) From boundary markers 650 feet below the fish lad- 
ders at Priest Rapids Dam to the upstream line of the dam: Closed wa- 
ters. 

((+&+)) (uu) From Priest Rapids Dam to a line from boundary 
markers 750 feet downstream of the east fish ladder and 500 feet down- 
stream of west fish ladder at Wanapum Dam: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: Closed to fishing for or retaining. 

(iii) Salmon: 

(A) Open July 1 through August 31: 

(I) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 
sockeye may be retained. 
(II) Release coho and wild adult Chinook. 

(B) Open September 1 through October 15: Daily limit 6 Chinook 
only; up to 2 adults may be retained. 

((4e++)) (vv) From a line from boundary markers 750 feet down- 
stream of the east fish ladder and 500 feet downstream of the west 
fish ladder to the Wanapum Dam: Closed waters. 

( (+4+)) (ww) From the Wanapum Dam to boundary markers 400 feet 
downstream of the fish ladders at Rock Island Dam: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: Closed to fishing for or retaining. 

(iii) Salmon: 

(A) Open July 1 through August 31: 

(I) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 


(II) Release coho and wild adult Chinook. 

(B) Open September 1 through October 15: Daily limit 6 Chinook 
only; up to 2 adults may be retained. 

( (++) ) (xx) From the boundary markers 400 feet downstream of 
the fish ladders at Rock Island Dam to the upstream line of the dam: 
Closed waters. 

( (4ee+)) (yy) From the upstream line of Rock Island Dam to boun- 
dary markers 400 feet downstream of the Rocky Reach Dam fish ladders: 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: Closed to fishing for or retaining. 
(iii) Salmon: Open July 1 through October 15: 

(A) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 
sockeye. 

(B) Release coho and wild adult Chinook. 

( (+4+)) (zz) From boundary markers 400 feet downstream of the 
Rocky Reach Dam fish ladders to the upstream line of Rocky Reach Dam: 
Closed waters. 

((tz2})) (aaa) From the upstream line of Rocky Reach Dam to boun- 
dary markers 400 feet downstream of the spawning channel discharge (on 
Chelan County side) and fish ladder at Wells Dam (on Douglas County 
side): 

(i) Game fish: Statewide minimum size/daily limit, except: Re- 
lease all trout. 

(ii) Steelhead: Closed to fishing for or retaining. 
(iii) Salmon: Open July 1 through October 15: 

(A) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 
sockeye. 

(B) Release coho and wild adult Chinook. 
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((teaa})) (bbb) From the boundary markers 400 feet downstream of 
the spawning channel discharge (on Chelan County side) and fish ladder 
at Wells Dam (on Douglas County side) to the upstream line of Wells 
Dam: Closed waters. 

( (4665+) ) (ccc) From Wells Dam to Highway 173 Bridge at Brewster: 

(i) Game fish: Statewide minimum size/daily limit, except: Hatch- 
ery trout: Open July 16 through August 15. Minimum size 12 inches. 
Daily limit 10. Barbless hooks required. 

(ii) Steelhead: Closed to fishing for or retaining. 

(iii) Salmon: Open July 16 through September 30: 

(A) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 
sockeye. 

(B) Release coho and wild adult Chinook. 

( (tee¢e}+)) (ddd) From Highway 173 Bridge at Brewster to the High- 
way 17 Bridge: 

(i) Game fish: Statewide minimum size/daily limit, except: Hatch- 
ery trout: Open July 1 through August 15. Minimum 12 inches. Daily 
limit 10. Barbless hooks required. 

ii) Steelhead: Closed to fishing for or retaining. 
iii) Salmon: Open July 1 through October 15: 
(A) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 


(B) Release coho and wild adult Chinook. 

( (tdde}+)) (eee) From the Highway 17 Bridge to the Corps of Engi- 
neers safety marker on the Douglas County shore to the rock jetty at 
the upstream shoreline of Foster Creek: 

(i) From the Okanogan County shore between Chief Joseph Dam and 
the Highway 17 Bridge: Closed waters. 

(ii) From the Douglas County shore from Chief Joseph Dam to the 
rock jetty at the upstream shoreline of Foster Creek: Closed waters. 

(iii) It is unlawful to fish from a floating device downstream of 
Chief Joseph Dam from the boundary marker to the Corps of Engineers 
safety zone marker. 

(iv) Hatchery trout: Open July 1 through August 15. Minimum 12 
inches. Daily limit 10. Barbless hooks required. 

(v) Steelhead: Closed to fishing for or retaining. 

(vi) Salmon: Open July 1 through ( (September) ) October 15: 

(A) Daily limit 6; up to 2 adult hatchery Chinook and up to 2 
sockeye. 

(B) Release coho and wild adult Chinook. 

((teee}+)) (fff) Above Chief Joseph Dam: See Rufus Woods Lake in 
WAC 220-312-050. 

( (+££6+)) (ggg) Above Grand Coulee Dam: See Lake Roosevelt in WAC 
220-312-050. 


[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, 77.12.045, 
and 77.12.047. WSR 22-05-066 (Order 22-06), § 220-312-060, filed 
2/11/22, effective 7/1/22. Statutory Authority: RCW 77.04.012, 
77.04.020, 77.04.055, and 77.12.047. WSR 21-14-067 (Order 21-95), § 
220-312-060, filed 7/2/21, effective 8/2/21; WSR 20-14-052 (Order 
20-97), § 220-312-060, filed 6/25/20, effective 7/26/20. Statutory Au- 
thority: RCW 77.04.012, 77.04.013, 77.04.020, 77.04.055, and 
77.12.047. WSR 19-15-050 (Order 19-139), § 220-312-060, filed 7/12/19, 
effective 8/12/19. Statutory Authority: RCW 77.04.012, 77.04.020, and 
77.04.130. WSR 19-03-003 (Order 19-01), § 220-312-060, filed 1/2/19, 
effective 2/2/19. Statutory Authority: RCW 77.04.012, 77.04.013, 
77.04.020, 77.04.055, and 77.12.047. WSR 18-15-065 (Order 18-163), § 
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220-312-060, filed 7/16/18, effective 8/16/18. Statutory Authority: 
RCW 77.04.012, 77.04.020, and 77.12.047. WSR 18-06-045 (Order 18-30), 
§ 220-312-060, filed 3/1/18, effective 4/1/18. Statutory Authority: 
RCW 77.04.012, 77.04.013, 77.04.020, 77.04.055, and 77.12.047. WSR 
17-17-029, § 220-312-060, filed 8/8/17, effective 9/8/17; WSR 
17-05-112 (Order 17-04), recodified as § 220-312-060, filed 2/15/17, 
effective 3/18/17; WSR 16-14-038 (Order 16-158), § 220-310-200, filed 
6/28/16, effective 7/29/16. Statutory Authority: RCW 77.04.012 and 
77.12.047. WSR 16-06-073 (Order 16-30), § 220-310-200, filed 2/26/16, 
effective 7/1/16. Statutory Authority: RCW 77.04.012, 77.04.013, 
77.04.020, 77.04.055, and 77.12.047. WSR 15-13-081 (Order 15-177), $ 
220-310-200, filed 6/12/15, effective 7/13/15. Statutory Authority: 
RCW 77.04.012, 77.04.0113, 77.04.055, and 77.12.047. WSR 15-06-065 and 
15-06-006 (Order 15-033), § 220-310-200, filed 3/4/15 and 2/20/15, ef- 
fective 7/1/15. Statutory Authority: RCW 77.04.012, 77.04.020, 
77.04.055, 77.12.045, and 77.12.047. WSR 14-16-027 (Order 14-185), S 
220-310-200, filed 7/25/14, effective 8/25/14. Statutory Authority: 
RCW 77.04.012, 77.04.013, 77.04.055, and 77.12.047. WSR 14-04-120 (Or- 
der 14-26), § 220-310-200, filed 2/4/14, effective 3/7/14.] 


OTS-3773.5 


AMENDATORY SECTION (Amending WSR 21-14-067, filed 7/2/21, effective 
8/2/21) 


WAC 220-313-060 Puget Sound salmon—Saltwater seasons and daily 
limits. (1) It is unlawful to fish for or possess salmon taken by an- 
gling for personal use except from the following Puget Sound areas and 
during the seasons, in the quantities, and for the species designated 
in this section, and in the sizes as defined in WAC 220-313-010. An 
area is open when a daily limit is provided. Puget Sound waters west 
of the mouth of the Sekiu River are managed concurrent with ocean wa- 
ters under WAC 220-313-070. 

(2) Catch Record Card Area 5: 


May 1 through June 30: Closed. 
Open July 1 through o ES 


(a) May 1 through June 30: Closed. 

(b) Open July 1 through August 15: 

(i) Daily limit 2 salmon; up to 1 may be a Chinook. 

(ii) Release chum, wild Chinook and wild coho. 

(c) Open August 16 through September ((39)) 28: 

(i) Daily limit 2 salmon. 

(ii) Release chum, Chinook and wild coho. 

(d) ((2etebes—+)) September 29 through last day in February: 
Closed 

( Open March 1 through April 30: 

( Daily limit 2 salmon; up to 1 may be a Chinook. 

(ii) Release coho and wild Chinook. 

( 

( 

( 


) 
) 
1 
) Catch Record Card Area 6: 
) 
) 
1 
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a true north-south line through the Number 2 
Ediz Hook: Release all Chinook. 


(c) 


Waters of Port Angeles Harbor west of a line from the 
Ediz Hook to the ITT Rayonier Dock: Closed July 1 through Augus 


tip of 
LSe 


( (++}—Open Jot through Augest 


f = } Bas Y Hm E 5 Sao Hon 

HiH 7 i =)) 

(d) Open August 16 through September ((39)) 28: 

(i) Daily limit 2 salmon. 

(ii) Release chum, Chinook and wild coho. 

(e) ((Getebex+)) September 29 through April 30: Closed except in 


(£) Wa 
Lighthouse 

Boat Ramp ar 
(i) 


Dai 


the Number 


e closed exce 


i 


ly 


through (( 


Dungeness Bay as described in this section. 
ters of Dungeness Bay inside a line from Dungeness Spit 
to 


2 Red Buoy, and then to the Port Williams 


pt: 


Open October 1 through October 31. 
imit 2 ha 
Catch Record Card Area 7: 


tchery coho only. 


dune—34)) July 13: Closed. 
14 through July ((3+)) 16: 


mon; up to may be a hatchery Chinook. 


Rosario § 


W 


ild coho, and wild Chinook 


(c) Waters of 


trait and Eastern Strait of Juan de Fuca closure area descri- 


bed in WAC 220-313-020(7): Closed to salmon fishing July 1 through 
September 30. 

( (+e>)) (d) July 17 through August 15: Closed. 

(e) Open August ((+)) 16 through September 30: 

(i) Daily limit 2 salmon. 

(ii) Release chum, Chinook, and wild coho. 

( (4&)) (£) Lummi Bay: Waters east of a line from Gooseberry 
Point to Sandy Point: Closed the Tuesday after Labor Day through Sep- 
tember 30. 

(g) October 1 through April 30: Closed. 

((+e+)) (h) Closed to salmon fishing in Samish Bay area described 
in WAC 220-313-020(7). 

( (+&)) (4) Waters of Bellingham Bay described in WAC 
220-313-020 (1): 


(i) July 1 through August 15: Closed. 

(ii) Open August 16 through September 30: Daily limit 4 salmon; 
up to 2 may be Chinook salmon. 

(iii) October 1 through April 30: Closed. 

(5) Catch Record Card Area 8-1: 

(a) May 1 through July 31: Closed. 

(bo) Open August 1 through ( (September—_+9)) October 9: 

(i) Daily limit 2 salmon. 

(ii) Release Chinook and chum. 

(c) ( (September 26)) October 10 through April 30: Closed. 

(6) Catch Record Card Area 8-2: 

(a) ( (Mey + etheevogh Auous+43)) Year-round: Closed, except waters 


described in 


this subsect 


(b) 
from the pil 
approximate] 


ings at Old B 
y 1.4 miles n 
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(i) 


day through 11:59 a.m. 
2 salmon. 


(Ii) 


(c) 


teo fishing pier 


Washington State Register, 


Open May 


( (28) ) 


Open September 
from Saturdays through Sundays of each week. 
Waters from south of a 
( (west—sSetth wes) ) 


(44) ) 


27 through September 
the following Monday of each week. 


line drawn from 


10 through September 


Dail 


Issue 22-14 
( (4) ) 


WSR 
5; 


( (26) ) 
y limit 2 sal 


25; 


no 


rthwester] 


22-14-054 


only from Fri- 
Dail 


y limit 


only 
mon. 


the base of the Mukil- 


Ly to the base of the 


Thursdays 


up to 1 


Clinton ferry dock. Open August ((4+4)) 13 through September 19: 

(i) Daily limit 2 salmon. 

(ii) Release Chinook, chum, and wild coho. 

(7) Catch Record Card Area 9: 

(a) May 1 through July ((4+5)) 13: Closed. 

(bo) Open July ((4+6)) 14 through ( (Aveust+)) July 27, 
through Saturdays only of each week: 

(i) Daily limit 2 salmon; up to 1 may be a hatchery Chinook sal- 
mon. 

(11) Release chum, wild coho, and wild Chinook. 

(iii) Waters south of a line from Foulweather Bluff to Olele 
Point: Closed. 

(c) Open July 28 through August 15: 

(i) Daily limit 2 salmon; up to 1 may be a hatchery Chinook. 

(ii) Release chum, wild coho, and wild Chinook. 

(iii) Waters south of a line from Foulweather Bluff to Olele 
Point: Closed. 

(d) Open August 16 through September ((36)) 25: 

(i) Daily limit 2 salmon. 

(ii) Release Chinook, chum, and wild coho. 

( ( )) (e) September 26 through April 30: Closed. 

((te+)) (£) Edmonds Fishing Pier: 

(i) Open October 1 through July 31: Daily limit 2 salmon; 
may be a Chinook salmon. 

(ii) Open August through September 30: 

(A) Daily limit 2 salmon; up to 1 may be a Chinook salmon. 

(B) Release chum. 

(8) Catch Record Card Area 10: 

(a) May 1 through June 15: Closed. 

(b) Open June 16 through July ((45)) 13: 

(i) Daily limit 2 salmon. 

(11) Release Chinook and chum. 

(c) Open July ((4+6)) 14 through August 31: 

(i) Daily limit 2 salmon; up to 1 may be a hatchery Chinook 
( (Satmer)) . 

(11) Release chum and wild Chinook. 

(d) Open September 1 through October 31: 

(i) Daily limit 2 salmon. 

(ii) Release Chinook and chum. 

(e) November 1 through ((Bpecember)) January 31: Closed. 

(£) Open ( (danvery)) February 1 through March 31. 

(i) Daily limit 2 salmon; up to 1 may be a Chinook. 

(ii) Release wild Chinook. 

(g) April through April 30: Closed. 

(h) Waters of Shilshole Bay southeast of a line from Meadow Point 
to West Point: Closed July 1 through August 31. 

(i) West ((BHtect)) Elliott Bay: Waters of Elliott Bay between a 


line from West Point to Alki Point and a line from Duwamish Head to 


Pier 91. 


(i) May 1 through June 15: 
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) Open June 16 through June 30: 

Daily limit 2 salmon. 

Release ( (eHum,—end)) Chinook and chum. 

) July 1 through August ((4+9)) 31: Closed. 


; 
) Open ( (Angus t— through Avetst3+)) September 1 through Oc- 


Daily limit 2 salmon. 
Release Chinook and chum. 


+B}Retease—_Chinecetiancehn- 
+7+}+)) November 1 through ((Beecember)) January 31: Closed. 
( (4et++)) (vi) Open ( (dertery)) February 1 through March 31: 
(A) Daily limit 2 salmon; up to 1 may be a Chinook. 
(B) Release wild Chinook. 
( (47>) ) (vil) April 1 through April 30: Closed. 
(J) East ((BRtect)) Elliott Bay: Waters of Elliott Bay between a 
line from Duwamish Head to Pier 91 up to the mouth of the Duwamish 
River including Harbor Island (Duwamish Waterways) . 
i) May 1 through May 31: Closed. 
i) Open June ((4)) 16 through June 30: 
) Daily limit 2 salmon. 
Release ((eHvum-end)) Chinook and chum. 
i) July 1 through August ((+%9)) 4: Closed. 
) Open August ( (20—-eheeughAuguse 3t+)) 5 through August 7 at 
em. Daily limit 2 salmon. Release chum. 
) August 7 at 12:00 p.m. through August 31: Closed. 
i) Open September 1 through October 31: 
) 
) 


Daily limit 2 salmon. 
Release Chinook and chum. 


+7+}+)) (vii) November 1 through ((Beecember)) January 31: Closed. 
( (=>) ) (viii) Open ( (denvery)) February 1 through March 


Release wild Chinook. 
+7ti+)) (ix) April 1 through April 30: Closed. 

(k) Waters of Sinclair Inlet and Port Orchard south of the Man- 
ette Bridge in Bremerton, south of a line true west from Battle Point, 
and west of a line drawn true south from Point White: 

(i) May 1 through June 15: Closed. 

(ii) Open June 16 through ( (d+;+5)) June 30: 


Ei 

A) Daily limit 2 salmon; up to 1 may be a Chinook. 
B) 

( 


) Daily limit 2 salmon; up to 1 may be a Chinook. 
) Release wild Chinook. 


(A) Daily limit 2 salmon. 

(B) Release Chinook and chum. 

( ({==>)) (411) Open July ((46)) 1 through September 30: 

(A) Daily limit 3 salmon. 

(B) Release chum and wild Chinook. 

( (41>) ) (iv) Open October 1 through October 31: 

(A) Daily limit 2 salmon. 

(B) Release Chinook and chum. 

( (4>) ) (v) November 1 through ( (Becembes)) January 31: Closed. 

( (+4+)}Open dantasy through Mereh—4)) (vi) Open February 1 
through March 31: 

(A 

(B 
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( (4444+) ) 


~ 


ing on] 


(m) 


E] 


Washington State Register, 


(vii) April 1 through April 
1) Waters of Agate Pass west 
dianola on east 
lead core lines prohibi 
ary 1 ehrough ( 
Ode 


(dantery) ) 


Bay Fishing Pier at Termin 


terman Pier, 
year-round: 


salmon. 


(n) 


ing to shore northeast of the North Waterway 
122°20.58'W), from July 1 
ging rule, and only fish hooked inside 
(o) Free-flowin 
at Gorst Creek, Blac 


( (4+++}) ) 
Duwamish Wa 
through southernmost 
Jack Block Park 


Bremerton Boardwalk, 


(>) ) 


Daily limit 2 salmon; 


Issue 22-14 


30: Closed. 
line from Point Monroe to In- 


WSR 22-14-054 


t of a 


t of a line from Point Bolin to Battle Point: Fly fish- 
ted, and catch and release from Janu- 
March 31. April 1 through April 30: Closed. 


al 86, 
ee Sta 
up to 1 


Seacrest Pier, Wa- 
te Park Pier, open 
may be a Chinook 


and Illah 


Release chum. 
terway downstream from an eas 
tip of Harbor Island to a line ex 
through the northernmos 


through October 31 night closure, 


t-west line projected 
tending from 
t tip of Harbor Island extend- 


(47°35.47'N, 


anti-snag- 
the mouth may be retained. 


g freshwaters are closed downstream of the mouth 
kjack Creek, Chico Creek, Curley Creek, Grovers 


Creek from July 1 through December 31. 

(9) Catch Record Card Area 11: 

(a) May 1 through ((*ee—=)) May 31: Closed. 

(bo) Open June ((4+6)) 1 through September 30: Wednesdays through 
Saturdays of each week only. 

(i) Daily limit 2 salmon; up to 1 may be a hatchery Chinook. 

(ii) Release chum and wild Chinook. 

(c) Open October 1 through October 31: 

(i) Daily limit 2 salmon 

(ii) Release Chinook and chum. 

(d) Open November 1 through December 31: 

(i) Daily limit 2 salmon. 

(ii) Release coho, chum, and wild Chinook. 

(e) January 1 through April 30: Closed. 

(£) Waters of Commencement Bay east of a line from the Cliff 


House Restaurant to 
(i) June 1 through Ju 


Closed. 


Open August 


1 th 


ly 31 ( 


rough S 


the Sperry Ocean Dock: 


(and Apri through Apri 36) ): 


eptember 30: 


Daily limit 


2 


salmon; up 


to 1 may be a hatchery Chinook. 


) Release chum and wild Chinook. 


) Open Wednesdays through 


Saturdays only. 


iii) 


Open October 1 throu 


gh 


October 31: 


) Daily limit 


2 


salmon. 


) Release Chinook and ch 


m. 


) Open Wednesdays throug 


Saturdays only. 


Open November 1 


December 31: 


Daily limit 


2 


u 
h 
gh 

salmon; up 


to 1 may be a Chinook. 


Release coho, 


chum, an 


ad wild Chinook. 


January 1 


through April 30: 


Closed. 


Dash Point 
Point Defiance 
Dail 


y limit 2 


Dock, 


Les Dav 


salmon; up 


Rel 
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is Pier, Des Moines Pier, Redondo 
Dock: ((++4+)) Open year-round. 
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++)}—Bady—He + 4+ sa men 
+d)—_Open October 16 through Nevembes 30+ 
+++} Release Chineck- 


+£})) In waters south of Ayock Point 
2,000-foot arc seaward of yellow buoys at 


including waters within a 
the mouth of Finch Creek at 


Hoodsport Salmon Hatchery: 

(i) (( 1 + z 

+>) ) Open July 1 through September 30: 

(A) Daily limit 4 salmon. 

(B) Release chum and wild Chinook. 

( (41>) ) (11) Open October 1 through October 15: 

(A) Daily limit 4 salmon. 

(B) Release chum and Chinook. 

( (+#4+)) (4113) Open October 16 through ( (Nevembex—30)) October 
31 

(A) Daily limit 4 salmon. 

(B) Release Chinook. 

(iv) Open November 1 through November 30: 

(A) Daily limit 4 salmon. 

(B) Release Chinook and coho. 

(v) December through April 30: Closed. 

(vi) It is unlawful to fish for or possess salmon taken from 
these waters from one hour after sunset to one hour before sunrise. 

(vii) Those waters of Hood Canal inshore of the 2 yellow buoy 
markers to the mouth of Finch Creek, waters within the channel created 
by Finch Creek on exposed tideland and fishing from any Hoodsport 


Hatchery 


may fish from 
long as persons follow al 


structure are 
permanently use a wheelchair and who have a designated harvester card 


el 


the ADA-access site a 


osed except to persons with disabilities who 


the Hoodsport Salmon Hatchery, 
applicable department rules. 


as 


] 


( (+$>)) (c) In waters north of Ayock Point except waters north of 
a true east line from the mouth of Turner Creek to the Toandos Penin- 
sula: 

(i) ( Mfey+ehrevgh FH y+ +4)) July 1 through August 31: Closed. 

(ii) Open ((J++y—+)) September 1 through September 30: 

(A) Daily limit 4 salmon. 

(B) Release chum and Chinook. 

(iii) Open October 1 through October 15: 

(A) Daily limit 4 salmon. 

(B) Release chum and Chinook. 

(iv) Open October 16 through ( (Nevembex-39)) October 31: 

(A) Daily limit 4 salmon. 

(B) Release Chinook. 

(v) Open November 1 through November 30: 

(A) Daily limit 4 salmon. 

(B) Release Chinook and coho. 


(vi) December 1 through April 30: 


( ( 


a true ea 


Sst 


Closed. 
=) 


(d) In waters north of 


line from the mouth of Turner Creek to the Toandos Penin- 


sula 


(Quilcene Bay): 


(i) 


Open August 


t 1 through August 31: 


Daily limit 4 coho only. Re- 


lease all other salmon. 


(ii) 


Op 


mb 


n Sept 


E 


through September 30: 


(A) 


Daily 


limit 


4 sal 


mon. 
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(B) Release chum and Chinook. 

(iii) Open October 16 through October 31: 

(A) Daily limit 4 salmon. 

(B) Release Chinook. 

(iv) Open November 1 through November 30: 

(A) Daily limit 4 salmon. 

(B) Release Chinook and coho. 

(v) December 1 through April 30: Closed. 

(vi) Waters north of a line true east from Broad Spit (Tarboo 
Bay): September 19 through December 31: Closed. 

((+4+)) (e) July 1 through October 15: Free-flowing freshwater is 
closed to all fishing downstream of the mouth of the Dewatto, Dosewal- 
lips, Duckabush, Hamma Hamma, and Skokomish rivers. 

(11) Catch Record Card Area 13: 

(a) Open May 1 through June 30: 

(i) Daily limit 2 salmon. 

(ii) Release chum, wild Chinook, and wild coho. 

(b) Open July 1 through September 30: 

(i) Daily limit 2 salmon. 

(ii) Release chum, wild Chinook, and wild coho. 

(iii) Chinook minimum length 20 inches. 

(c) Open October 1 through April 30: 

(i) Daily limit 2 salmon. 

(11) Release chum, wild Chinook, and wild coho. 

(d) Waters at the mouth of Minter Creek within 1,000 feet of the 
outer oyster stakes: April 16 through September 15: Closed. 

(e) Waters of Budd Inlet south of the Fourth Avenue Bridge: 
Closed. 

(£) Contiguous waters north of the Fourth Avenue Bridge and south 
of a line from the northwest corner of the Thriftway Market building 
and a point 100 yards north of the railroad bridge on the western 
shore: July 16 through October 31: Closed. 

(g) Waters north of the Thriftway Market-railroad bridge line and 


south of a line projected 
through October 31: Night 
(h) 


due west from 


the KGY radio 


tower: July 16 


closure and anti-snagging rule. 


Fox Island Public Fishing Pier: 


(i) Open May 1 through June 30: ((+4+)) Daily limit 2 salmon; up 
to 1 may be a Chinook salmon. ((+48})) Release chum. 

(ii) Open July 1 through September 30: 

(A) Daily limit 2 salmon; up to 1 may be a Chinook salmon. 

(B) Chinook minimum length 20 inches. 

(C) Release chum. 

(iii) Open October 1 through April 30: ((+4+)) Daily limit 2 sal- 
mon; up to 1 may be a Chinook salmon. ((+8})) Release chum. 

(12) A violation of this section is an infraction, punishable un- 
der RCW 77.15.160, unless the person has harvested salmon. If the per- 
son has harvested salmon, the violation is punishable under RCW 
77.15.380, Unlawful recreational fishing in the second degree—Penal- 
ty, unless the salmon are taken in the amounts or manner to constitute 
a violation of RCW 77.15.370, Unlawful recreational fishing in the 
first degree—Penalty. 

[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, and 
77.12.047. WSR 21-14-067 (Order 21-95), § 220-313-060, filed 7/2/21, 
effective 8/2/21; WSR 20-14-052 (Order 20-97), § 220-313-060, filed 
6/25/20, effective 7/26/20. Statutory Authority: RCW 77.04.012, 
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77.04.020, 77.0 


4.055, 


and 77.12.047. WSR 19-15-050 (Order 


220-313-060, filed 7/12/19, effective 8/12/19; WSR 
(Order 18-163), 
WSR 17-16-109 (Or 
effective 8/28/17; WSR 17- 
as § 220-313-060, filed 2/ 


§ 220-31 
der 17-] 


3-060, filed 7/16/18, effective 
47), S 220-313-060, filed 7/28/17, 


05-112 
Leela, 


S 232-28-621, 


filed 


(Order 15-177), 
Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, 


232-28-621, 


and 77.12.047. 
4, effective 8 
filed 9/23/13, 


RCW 7704.020, 77.12.0045, 


S 232-28-62]1 


, filed 8/2371 


11-2 
10-1 


73), 
2-062 


6/27 
09-1 
8/8/ 


/10. 
5-035 


09; WSR 


S 


232-28-621, fi 


§ 232-2 


(Order 17-04), amended and recodified 
effective 3/18/17; WSR 16-17-008 (Or- 
8/4/16, effective 9/4/16; WSR 

8-621, filed 6/12/15, effective 


WSR 14-] 


6-027 (Order 14-185), § 232-28-621, 


/25/14; 
effecti 
and 77. 

2, effe 


led 10/11 


WSR 13-20-021 (Order 13-210), § 

ive 10/24/13. Statutory Authority: 
12.047. WSR 12-18- 006 (Order 12-190), 
ctive 9/23/12; WSR 11-21-038 (Order 
/11, effective 11/11/11; WSR 


(Order 10-137), 
Statutory Authori 
(Order 09-133), 


fective 8/3/08; WSR 07-16- 


8/26/07. 


06-1 


(Order 


04-1 
8/22 


74), 


6-006 
/04; 


Statutory Authori 


S 


232-28-621, fil 


05-168), S 232-28-6 


08-15-002 (Order 08-1 


S22 


8-621, filed 5/27/10, effective 


S 232-2 


ty: RCW 77.12.047 and 77.04.020. WSR 


8-621, filed 7/8/09, effective 


056, S$ 


ed 7/31 
21, £3 


(Order 04-182), 


WSR 03-16-109 


fective 9/6/03; WSR 03-05- 
effective 5/1/03; 
filed 7/16/02, effective 8 


2/14 


/03, 


232-28-621, 


O1-1 


07), 


thority: 
codified as § 232-28-621, 
ority: RCW 75.08.080. 


Auth 

filed 12/1 
and 77.12. 
7/20/99, 
220-56-19] 
220-56-19] 
75.0 


95-1 
7/1/ 


WSR 93-14-043 


7/30 


S 


2000 € LOT S-a 


filed 3/29/02, 
232-28-621, fil 


WSR 00-1 


$2322 


65), § 232-28-621, filed 7/3/08, ef- 
232-28-621, filed 7/26/07, effective 


ty: RCW 77.12.047. WSR 06-16-096 (Order 


/06, effective 8/31/06; WSR 05-17-007 


led 8/3/05, effective 9/3/05; WSR 


8-621, filed 7/22/04, effective 


(Order 03- 


057 (Or 


WSR 02- 


/16/02; 
effect 
ed 6/21 


182), § 232-28-621, filed 8/6/03, ef- 
der 03-24), § 232-28-621, filed 
15-097 (Order 02-158), § 232-28-621, 
WSR 02-08-048 (Order 02-53), § 
ive 5/1/02; WSR 01-14-001 (Order 
/Ol, effective 7/22/01. Statutory Au- 


filed 7 


6/99, effective 
040. WSR 99-15-0 
effective 8/20/99; 


A 


filed 7/15/98, 
filed 2/26/98, 


8.080 and 75.12.040. 
effective 9/27/97. 
(Order 96-44), 


2-027 


95; WSR 94-14-069, 
(Order 93-36), S 22 


/93.] 


r 


OTS-3769.2 


Certified on 7/13/2022 


WSR 00- 


1/16/00. 


6-091 (Order 00-134), amended and re- 
/31/00, effective 8/31/00. Statutory 
01-103 (Order 99-215), § 220-56-191, 
Statutory Authority: RCW 75.08.080 


81 (Order 99-102), 5 220-56-191, filed 


WSR 9 
effect 
effect 


§ 220-56-191, filed 5/31/95, effective 
§ 220-56-191, filed 7/1/94, effective 8/1/94; 


[ 


8-15-0811 (Order 98-122), $ 
ive 8/15/98; WSR 98-06-031, § 
ive 5/1/98. Statutory Authority: RCW 


WSR 97-18-035, § 220-56-191, filed 8/27/97, 
Statutory Authority: RCW 75.08.080. WSR 96-11-078 
§ 220-56-191, file 
(Order 95-46), 


d 5/13/96, effective 6/13/96; WSR 


0-56-191, filed 6/29/93, effective 


259 | WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-054 


AMENDATORY SECTION (Amending WSR 21-14-067, filed 7/2/21, effective 
8/2/21) 


WAC 220-313-070 Coastal salmon—Saltwater seasons and daily lim- 
its. It is unlawful to take, fish for, or possess salmon taken by an- 
gling for personal use except from the following coastal areas, during 
the following seasons, in the quantities and the sizes provided for in 
WAC 220-313-010, and for the species designated in this section. An 
area is open when a daily limit is provided: 

(1) Willapa Bay (Catch Record Card Area 2-1): 

(a) Open concurrent with Area 2 as specified in WAC 220-313-075; 
otherwise closed, except as described in (b) of this subsection. 

(bo) Open August 1 through January 31: 

(i) Daily limit 6 salmon; up to 2 may be adult salmon. 

(ii) Release wild Chinook ( (andwiiedceeke)). 

(iii) ((Be¢hhihg August t,_the tH itapa Bay contret tenets 
epen.)) Waters of the Willapa Bay Control Zone area ((+s)) defined as 
waters east of a line drawn from Leadbetter Point (46°39.20'N, 
124°3.516'W) due west to 46°39.20'N, 124°5.3'W then due north to the 
westerly most landfall on Cape Shoalwater (46°44.66'N, 124°5.3'W) and 
west from a line drawn from Leadbetter Point (46°39.20'N, 124°3.516'W) 


through green marker 11 to landfall: Closed August 1 through September 
30. 


(iv) Anglers in possession of a valid two-pole endorsement may 
use up to two lines while fishing. 

(v) Waters north of a line from Toke Point channel marker 3 east- 
erly through Willapa Harbor channel marker 13 (green) then, northeast- 
erly to the power transmission pole located at 46°43.19'N, 123°50.83'W 
are closed August 1 through September 30. 

(2) Grays Harbor (Catch Record Card Area 2-2 east of the Buoy 13 
line): 

(a) May 1 through July 31: Closed. 

(bo) Humptulips North Bay Fishery is defined as northerly of a 
line running from the south end of th astern jetty at Ocean Shores 
Marina, then to a fishing boundary marker on Sand Island (46°57.52'N, 
124°03.36'W) then to the Tripod Station located at 46°59.12'N, 
124°00.72'W on Brackenridge Bluff. Open August 1 through September 
((23)) 15: 

(i) Daily limit 1 salmon. 

(ii) Release ( (wité Ghincctend)) wild coho. 

(c) East Grays Harbor Fishery is defined as easterly of a projec- 
ted line from the mouth of Johns River (Highway 105 bridge) to the 
Tripod Station on Brackenridge Bluff (46°59.12'N, 124°00.72'W) through 
channel marker 27 (green). 

(i) Open ( (Getebex—+)) September 16 through ( (Nevembex—30)) Octo- 
ber 31: 

(A) Daily limit ((+)) 2 salmon. 

(B) Release Chinook. 

(ii) Open November 1 through November 30: 
A) Dai imit 1 salmon. 

B) Release Chinook. 

(iii) Waters south of a line running from the south end of the 
eastern jetty at Ocean Shores Marina to the fishing boundary marker on 
Sand Island (46°57.52'N, 124°03.36'W) to the Tripod Station on Brack- 
enridge Bluff (46°59.12'N, 124°00.72'W) and waters west of a line run- 
ning from the Tripod Station on Brackenridge Bluff (46°59.12'N, 
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124°00.72'W) through channel marker 27 (green) to the mouth of Johns 
River (Highway 105 Bridge): Closed. 

(d) Notwithstanding the provisions of this subsection, the West- 
port Boat Basin and Ocean Shores Boat Basin are open only August 16 
through January 313 

(i) Daily limit 6 salmon; up to 4 may be adult salmon. 

(ii) Release Chinook. 

(iii) Night closure and anti-snagging rule in effect. 

(3) Grays Harbor (Catch Record Card Area 2-2 west of the Buoy 13 
line): Closed, except open concurrent with openings of the Grays Har- 
bor Control Zone as specified in WAC 220-313-075. 

(4) A violation of this section is an infraction, punishable un- 
der RCW 77.15.160, unless the person has harvested salmon. If the per- 
son has harvested salmon, the violation is punishable under RCW 
77.15.380 Unlawful recreational fishing in the second degree—Penalty, 
unless the salmon are taken in the amounts or manner to constitute a 
violation of RCW 77.15.370 Unlawful recreational fishing in the first 
degree—Penalty—Criminal wildlife penalty assessment. 


[Statutory Authority: RCW 77.04.012, 77.04.020, 77.04.055, and 
77.12.047. WSR 21-14-067 (Order 21-95), § 220-313-070, filed 7/2/21, 
effective 8/2/21. Statutory Authority: RCW 77.04.012, 77.04.020, 
77.04.055, 77.12.045, and 77.12.047. WSR 20-22-101 (Order 20-242), § 
220-313-070, filed 11/3/20, effective 12/4/20. Statutory Authority: 
RCW 77.04.012, 77.04.020, 77.04.055, and 77.12.047. WSR 20-14-052 (Or- 
der 20-97), § 220-313-070, filed 6/25/20, effective 7/26/20. Statutory 
Authority: RCW 77.04.012, 77.04.013, 77.04.020, 77.04.055, and 
77.12.047. WSR 19-15-050 (Order 19-139), § 220-313-070, filed 7/12/19, 
effective 8/12/19; WSR 18-15-065 (Order 18-163), § 220-313-070, filed 
7/16/18, effective 8/16/18. Statutory Authority: RCW 77.04.012, 

013, 77.04.020, 77.04.055, 77.12.045, and 77.12.047. WSR 
1 009 (Order 17-230), § 220-313-070, filed 9/7/17, effective 
10/8/17. Statutory Authority: RCW 77.04.012, 77.04.013, 77.04.020, 

-055, and 77.12.047. WSR 17-05-112 (Order 17-04), amended and re- 
ied as § 220-313-070, filed 2/15/17, effective 3/18/17; WSR 

-038 (Order 16-158), § 232-28-620, filed 6/28/16, effective 
7/29/16; WSR 15-13-081 (Order 15-177), § 232-28-620, filed 6/12/15, 

tive 7/13/15. Statutory Authority: RCW 77.04.012, 77.04.020, 
77.04.055, 77.12.045, and 77.12.047. WSR 14-16-027 (Order 14-185), S 
232- 28-620, filed 7/25/14, effective 8/25/14; WSR 13-20-021 (Order 
13-210), § 232-28-620, filed 9/23/13, effective 10/24/13. Statutory 
Authority: RCW 77.04.020, 77.12.045, and 77.12.047. WSR 12-18-006 (Or- 
der 12-190), § 232-28-620, filed 8/23/12, effective 9/23/12; WSR 
1-21-038 (Order 11-273), § 232-28-620, filed 10/11/11, effective 
1/11/11; WSR 10-12-061 (Order 09-108), § 232-28-620, filed 5/27/10, 
effective 6/27/10. Statutory Authority: RCW 77.12.047 and 77.04.020. 
WSR 09-15-035 (Order 09-133), § 232-28-620, filed 7/8/09, effective 
8/8/09; WSR 08-15-002 (Order 08-165), § 232-28-620, filed 7/3/08, ef- 
fective 8/3/08; WSR 07-16-056, § 232-28-620, filed 7/26/07, effective 
8/26/07. Statutory Authority: RCW 77.12.047. WSR 06-16-096 (Order 
06-174), § 232-28-620, filed 7/31/06, effective 8/31/06; WSR 05-17-007 
(Order 05-168), § 232-28-620, filed 8/3/05, effective 9/3/05; WSR 
04-16-006 (Order 04-182), § 232-28-620, filed 7/22/04, effective 
8/22/04; WSR 03-16-109 (Order 03-182), § 232-28-620, filed 8/6/03, ef- 
fective 9/6/03; WSR 02-15-097 (Order 02-158), § 232-28-620, filed 
7/16/02, effective 8/16/02; WSR 01-14-001 (Order 01-107), § 
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filed 6/21/01, effective 7/22/01. Statutory Authority: 

WSR 00-16-091 (Order 00-134), amended and recodified 
filed 7/31/00, effective 8/31/00. Statutory Authori- 

77.12.040. WSR 99-15-081 (Order 99-102), § 
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ited 7/15/98; 


effective 8/20/99; 
effective 
filed 8/27/97, 
WSR 96-11-078 
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WSR 95-12-027 


effective 9/27/97. 
(Order 96-44), 


(Order 
8/15/98; WSR 
Statutory 
S 220-56-190, 
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filed 5/13/96, effective 6/13/96; (Order 95-46), 
220-56-190, filed 5/31/95, effective 7/1/95; WSR 94-14-069, § 
220-56-190, filed 7/1/94, effective 8/1/94; WSR 93-14-043 (Order 
93-36), § 220-56-190, filed 6/29/93, effective 7/30/93; WSR 91-08-054 
(Order 91-13), § 220-56-190, filed 4/2/91, effective 5/3/91; WSR 
90-06-026, § 220-56-190, filed 2/28/90, effective 3/31/90; WSR 
89-07-060 (Order 89-12), § 220-56-190, filed 3/16/89; WSR 87-09-066 
(Order 87-16), § 220-56-190, filed 4/21/87; WSR 86-09-020 (Order 
86-08), § 220-56-190, filed 4/9/86; WSR 85-09-017 (Order 85-20), § 
220-56-190, filed 4/9/85; WSR 84-09-026 (Order 84-22), § 220-56-190, 
filed 4/11/84; WSR 83-07-043 (Order 83-16), § 220-56-190, filed 
3/17/83; WSR 82-13-040 (Order 82-61) § 220-56-190, filed 6/9/82; WSR 
82-07-047 (Order 82-19), § 220-56-190, filed 3/18/82; WSR 80-03-064 
(Order 80-12), § 220-56-190, filed 2/27/80, effective 4/1/80. Formerly 
WAC 220-56-064. ] 
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WSR 22-14-055 
PERMANENT RULES 
UTILITIES AND TRANSPORTATION 


COMMISSION 
[Docket UE-210183, General Order R-604—Filed June 29, 2022, 9:10 a.m.] 


Reviser's note: The material contained in this filing exceeded the page-count limitations of WAC 
1-21-040 for appearance in this issue of the Register. It will appear in the 22-15 issue of the Register. 
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WSR 22-14-062 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Developmental Disabilities Administration) 
[Filed June 29, 2022, 3:03 p.m., effective July 30, 2022] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Amendments to WAC 388-829-0085 clarify when continuing 
education credits must be completed. New WAC 388-829-0086 establishes 
training deadlines for direct support professionals employed during 
the COVID-19 public health emergency. New WAC 388-829-0087 grants 12 
hours of continuing education credits for direct support professionals 
employed between March 1, 2020, and February 28, 2021, due to the on- 
the-job training completed during the public health emergency. WAC 
388-829-0087 also extends continuing education deadlines for all di- 
rect support professionals until December 31, 2022, or 120 days from 
the end of the COVID-19 training waivers established by gubernatorial 
proclamation, whichever is later. 
Citation of Rules Affected by this Order: New WAC 388-829-0086 
and 388-829-0087; and amending WAC 388-829-0085. 

Statutory Authority for Adoption: RCW 74.39A.074. 

Other Authority: RCW 71A.12.030. 
Adopted under notice filed as WSR 22-10-051 on April 29, 2022. 

A final cost-benefit analysis is available by contacting Chan- 
telle Diaz, P.O Box 45310, Olympia, WA 98504-5310, phone 360-407-1500, 
fax 360-407-0955, TTY 1-800-833-6388, email 
Chantelle.Diaz@dshs.wa.gov. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 2, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 2, Amended 1, Repealed 0. 
Date Adopted: June 29, 2022. 


Lisa N. H. Yanagida 
Chief of Staff 


SHS-4897.9 


AMENDATORY SECTION (Amending WSR 17-14-090, filed 6/30/17, effective 
8/1/17) 


WAC 388-829-0085 How many hours of continuing education must DDA 
community residential staff complete each year? (1) ( (Effective Jeane 
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ary bh Hr service providers)) A direct support professional must 
complete ((#wetve)) 12 hours of continuing education: ( (+€6}) ) 

(a) Each calendar year, except in the calendar year they complete 
((€He)) one-time basic training ( (¥equirement-)); or 

(b) By their birth date each year if the direct support profes- 
Sional is also a: 

(i) Registered nurse; 

(ii) Licensed practical nurse; 

(iii) Nurse technician; 

(iv) Advanced registered nurse practitioner; or 

(v 

(( 


) Home care aide certified. 


> : i ; ) aled H EEEE 


(2) A direct support professional employed during the COVID-19 
public health emergency must complete: 

(a) Training according to WAC 388-829-0086; and 

(b) Continuing education according to WAC 388-829-0087. 


[Statutory Authority: RCW 71A.12.030, 74.39A.074, 74.39A.341, 
74.39A.351, and 18.88B.041. WSR 17-14-090, § 388-829-0085, filed 
6/30/17, effective 8/1/17.] 


NEW SECTION 


WAC 388-829-0086 When must a direct support professional em- 
ployed during the COVID-19 public health emergency complete training, 
including specialty training? (1) A direct support professional em- 
ployed during the COVID-19 public health emergency must complete 
training, including specialty training, as follows: 


Must complete 75-hour 
Worker hired during new employee training no 
the time frame of: later than: 


8/17/2019 to 9/30/2020 10/31/2022 

10/1/2020 to 4/30/2021 1/31/2023 

5/1/2021 to 3/31/2022 4/30/2023 

4/1/2022 to 9/30/2022 8/31/2023 

10/1/2022 to 12/31/2022 | 9/30/2023 or no more than 


or the end of the 120 days after the end of the 
COVID-19 training COVID-19 training waivers 
waivers established by established by gubernatorial 
gubernatorial proclamation, whichever is 
proclamation, later 

whichever is later 

After the end of the As required under WAC 
COVID-19 training 388-829-0015 

waivers established by 

gubernatorial 


proclamation or 
beginning 1/1/2023, 
whichever is later 
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thing in this section prevents a direct support professio- 


nal hired between 8/17/2019 and 9/30/2022 from completing training in 
advance of 


[] 


NEW SECTION 


WAC 388-829-0087 What continuing education 
direct support professionals employed during the 


the deadlines in subsection 


must continuing education be completed? 


direct support professionals employed during the 
and February 28, 


critical, 
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ers under WAC 388-829-0005. 
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2020, 


Managing visitat 
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(1) of this section. 


credit is granted to 
pandemic and when 

department finds that 
COVID-19 pandemic be- 
required emergent and in- 


(1) The 


021, 


Direct support professionals received 
ongoing training in such topics as: 

Donning and doffing personal protective equipment 
Hand hygiene; 
Disinfection of high-touch surfaces; 

tions and physical distancing; 


(PPE); 


Responding to newly infected residents; 
Promotion of vaccination; 


Protocol 


ls for quaran 


tine; 


Use of cloth face coverings; 


Personal 
How to reduce exposu 
trai 


protect 


This on-the-job 


tion 


the availability and dist 


Recognition of this 
forms, 
representat 
the Centers for 
local healt 


various 
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was agreed u 
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Instruction 
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bor and industries, 
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se guidance 
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the work environment; and 
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included infection control and 

rsonal protective equipment. 

in its 

ut from consumer and worker 

ed on guidelines established by 

nd other federal, state, and 


rt professionals required ongo- 
from the CDC, department of la- 


ther health au 


The 


thorities changed as more was 
department finds that this un- 


precedented on-the-job training comprised of at least 12 hours of con- 


tinuing edu 


Ca 


(a) J 
388-829-001 

(b) 
ing. 

(4) 
th 


Th 
(5) 
su 


Th 


(6) 


granted in subsection 


All direct 
bsection 


Th 
e-job training towards continuing edu 
e hours must be applied no later than 
support professiona 
this section are gran 
continuing education credit for the tra 
e-Job Training Protocols," bearing th 
No physical certificate for this training will 


that this training: 
Is not considered to be repeat 
0 
Satisfies the 12 hours of annu 


0; and 


e direct 


(3) of 


tion between March 1, 


2020 


support professional 


, and February 28, 2021, and 


ed training as described in WAC 
al continuing education train- 


may apply the 12 hours of on- 
cation for either 2020 or 2021. 
December 31, 2021. 
ls employed during the dates in 
ted 12 hours of DSHS-approved 
ining entitled "COVID-19 On- 

e DSHS approval code CE2135218. 
be issued or required. 


The department recognizes that direct support professionals 
may not have completed training hours in excess of the 12 hours of CE 
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WSR 22-14-090 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 


[Filed July 1, 2022, 2:29 p.m., effective July 1, 2022] 


tion 
fect 


fecti 
so th 


dled in alignment with 


talia 
healt 


discr 


immediately upon 


Effective Date of 
Other Findings Required by Other Provisions of Law as Precondi- 
to Adoption or Effectiveness of Rule: This rule will go into ef- 


Rule: July 1, 2022. 


filing, allowed under RCW 34.05.380(3), because 


the changes made by ESHB 1097, codified in RCW 49.17.160, become ef- 


ve on July 1, 2022. The rules need to be effective the same day 


at any complaints 


alleging discrimination or retaliation are han- 


the legislative intent and statutory updates. 


Purpose: The Washington Industrial Safety and Health Act (WISHA), 
under chapter 49.17 RCW, protects workers from discrimination or re- 


hy workplace. 


tion for exercising their rights under WISHA to a safe and 


ESHB 1097, which became law in 2021, made changes to the WISHA 


imination protections under RCW 49.17.160. The department of la- 


bor a 
crimi 


updat 
tial 
when 


al Safe 


nd industries has subsequently updated chapter 296-360 WAC, Dis- 
nation, to better align with ESHB 1097. These updates include: 


Division of occupational safety and health (DOSH) has the author- 
ity to issue administrative orders when investigations of dis- 


crimination compl 
17.160. 


violated RCW 49. 


aints find sufficient evidence that an employer 


A process for issuance of citations and notices of assessments to 
order relief to the worker and penalties to the employer, anda 
process for employer and employee appeals of the citation and no- 


tice of assessment 


The time allowed 


to file a safety and health discrimination com- 


plaint has changed from 30 to 90 days. 


The definition of 


cation. 


"discrimination" has been amended for clarifi- 


Additionally, chapter 296-360 WAC, Discrimination, has arse been 


ed to align with 


Washington state case law specific to "substan- 


factor" causation 


test, where a violation of RCW 49.17.160 occurs 


an employee's engagement in protected activity was a substantial 
factor in the employer's decision for the adverse action. Previously, 
certain provisions within the rule were based on the Occupational 
Safety and Health Administration's interpretative rules applying fed- 
eral case law to discrimination under Section 11(c) of the Occupation- 


ty and Health Act. The change to apply Washington case law is 


necessary to ensure that DOSH applies the appropriate standard used by 
ngton courts in its investigations and orders issued under ESHB 


Washi 
1097. 


296-3 


Citation of Rules Affected by this Order: New WAC 296-360-045, 


60-160. 

Statutory Authori 
Ch 

60-045(1), added 


60-175 and 296-360-180; and amending WAC 296-360-005, 
60-010, 296-360-020, 296-360-030, 296-360-040, 296-360-050, 
60-060, 296-360-070, 296-360-080, 296-360-090, 296-360-150, and 


ty for Adoption: RCW 49.17.040 and 49.17.050. 


a 
Adopted under notice filed as WSR 22-10-107 on May 4, 2022. 
anges Other than Editing from Proposed to Adopted Version: WAC 


the word "all" before "appropriate relief." This 


change was requested during formal comments, and is made to align rule 


Certified on 7/13/2022 


[ 268 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-090 


language with both statute and new WAC 296-360-040. This makes the 
rule clear and consistent. 

WAC 296-360-150(4), reorganized subsection to read more clearly 
and ensure employees understand when refusal of work due to a hazard 
or unsafe condition is protected. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 3, 
Amended 12, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 3, Amended 12, Repealed 0. 
Date Adopted: July 1, 2022. 


Joel Sacks 


Director 


OTS-3642.4 


AMENDATORY SECTION (Amending WSR 94-15-096, filed 7/20/94, effective 
9/20/94) 


WAC 296-360-005 Definitions. For the purposes of this chapter. 

(1) "Assistant director" ((—)) means the assistant director for 
the division of ( (eernsutteticn andeoempHiaree)) occupational safety 
and health at the department of labor and industries. 


(2) "Department" means the department of labor and industries. 
((+24)) (3) "Division" ((—)) or "DOSH" means the division of 
( (eenstttatieon and ecemplHianee)) occupational safety and health of the 


department of labor and industries. 
(4) "Director" means the director of the department of labor and 
industries. 

(5) "Employ" has the same meaning as in WAC 296-360-080. 

(6) "Employee" has the same meaning as in RCW 49.17.020. 

(7) "Person" has the same meaning as in RCW 49.17.020. 

(8) "Repeat violation" means a violation where the employer has 
been cited one or more times previously for violation of RCW 49.17.160 
and the prior violation has become a final order no more than five 
years prior to the employer committed the violation being cited. 


[Statutory Authority: Chapter 49.17 RCW. WSR 94-15-096 (Order 94-07), 
§ 296-360-005, filed 7/20/94, effective 9/20/94. Statutory Authority: 
RCW 49.17.040, 49.17.050, 49.17.240, chapters 43.22 and 42.30 RCW. WSR 
80-17-015 (Order 80-21), S 296-360-005, filed 11/13/80.] 
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AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-010 Introduction. ( (44—GRapter ‘49-47 ROW, the 


43}+)) This chapter deals ((essentiatty)) with the rights of em- 
ployees afforded under RCW 49.17.160 ( (~RGW 49-44-4466) ), which prohib- 
its reprisals, in any form, against employees who exercise rights un- 
der WISHA. The purpose of this chapter is to make available in one 
place interpretations of the various provisions of ( (seeéient¢—cfi- 
SHA)) RCW 49.17.160 that will guide the assistant director in the per- 
formance of ( (His—ex-#e)) their duties ( (thereunder) ). 


[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-010, filed 
Liy13/80:.] 


AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-020 General eae of RCW 49.17.160 of WISHA. 
( (RCW 49.47.1660 erevides—that)) (1) No person shall discharge or in 
any manner discriminate against any employ because th mployee has: 

(a) Filed any complaint under or related to WISHA((+)):z 

(b) Instituted or caused to be instituted any proceeding under or 
related to WISHA((s)); 


(c) Testified or is about to testify in any proceeding under or 


related to WISHA((+)); or 
(d) Exercised on ( (BRis—ex-#He¥)) their own behalf or on behalf of 
others any right afforded by WISHA. 
(2) Any employee who believes ( (thet—he/ske-fFas)) they have been 
discriminated against in violation of (( 7 j 


peopel eeoa a oa 
Ris—eor her former _pesiticn with backpay)) RCW 49.17.160 may file a 


complaint alleging a violation, within 90 days after such violation. 


[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-020, filed 
LIAS 7 BOs | 


Certified on 7/13/2022 [ 270 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-090 
AMENDATORY SECTION (Amending WSR 82-13-045, filed 6/11/82) 


WAC 296-360-030 Filing a complaint of discrimination. (1) Who 
may file. A complaint ((e£RcwWw49.4++-4+¢64)) alleging discrimination may 
be filed by the employee ( (Him—ertesrsel)), or by ((a)) the employ- 
ee's authorized representative ( (ab#:hesrized +t¢—de—se—en _is—or her be- 
Rett)). 

(2) Nature of filing. No particular form of complaint is re- 
quired. 

(3) Place of filing. The complaint should be filed with the divi- 
sion by the following methods: 

(a) Department website: https://lni.wa.gov/workers-rights/ 
workplace-complaints/discrimination-in-the-workplace. 

(b) In person: 


Department of Labor and Industries 
DOSH-Discrimination Program 

7273 Linderson Way S.W. 

Tumwater, WA 98501 


c) Mail: 


Department of Labor and Industries 
DOSH-Discrimination Program 

P.O. Box 44600 

Olympia, WA 98504-4600; or 


(d) Phone: 360-902-6088 or 1-800-423-7233. 
(4) Time for filing. ( (RCW 49.4+7.460+3}- prevides—_that—an-empteyee 


The complaint must be fil ed Emely as stated in WAC 396- 560- 020 (2 Jn 


Circumstances may exist that justify tolling, meaning pause, delay, or 
extend, the ( (#h+*ty-day)) 90-day period on recognized equitable prin- 
ciples or because strongly extenuating circumstances exist, e.g., 
where the employer has concealed, or misled the employee regarding the 
grounds for, discharge or other adverse action; or where the discrimi- 
nation is in the nature of a continuing violation. In the absence of 
circumstances justifying a tolling of the ( (##ie+t;-dey)) 90-day peri- 
od, the division ((ske})) will not accept untimely complaints. 


[Statutory Authority: RCW 49.17.040 and 49.17.050. WSR 82-13-045 (Or- 
der 82-22), § 296-360-030, filed 6/11/82. Statutory Authority: RCW 
49.17.040, 49.17.050, 49.17.240, chapters 43.22 and 42.30 RCW. WSR 
80-17-015 (Order 80-21), 2S: 296-360-030, filed 11/13/80.] 


AMENDATORY SECTION (Amending WSR 94-15-096, filed 7/20/94, effective 
9/20/94) 


WAC 296-360-040 Discrimination, determination, and notification 
( (ef-assistant—dixecter's_detexmination) ) . (1) ( (RGW 4947-46043) 
provides—theat)) The assistant director ((+s-te)) must determine if a 
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violation of RCW 49.17.160 has occurred, 
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WSR 22-14-090 


or whet 


ther ther 


was insuffi- 


cient evidenc 


to determine if a violation occurred. 


(2) 


The assist 


employer of the 


tant director will notify a complainant and their 


determination made under subsection (1) of this sec- 


tion within ((RiRety)) 90 days of receipt of the compl 


partment may extend the 90-day period by providing advance 


laint 


( (s£—Bts 


)). The de- 
written no- 


tice 


to the complainant and the employer se 


ting forth good cause for 


an extension of 


the period, 


and specifying 


the 


duration of the exten- 


sion. 


(a) 


Violation occurred. 


Lf. 


the assistant director 


determines that 


RCW 49.17.160 has been violated, 


the assistant 


director will issue a 


citation and notice of assessment describing 


th 


e violation to the em- 


ployer, ordering all appropriate relief as described in WAC 
296-360-045, and may assess a civil penalty as described in WAC 
296-360-175. Complainants and employers have the right to appeal the 
citation and notice of assessment in accordance with WAC 296-360-180. 
(b) Insufficient evidence. If the assistant director finds there 
is insufficient evidence to determine that a violation occurred, the 
assistant director will issue a letter of closure and the employee may 
institute the action on their own behalf within 30 days of such deter- 


mination as allowed in RCW 49.17.160. 


(i) 


The complainant may file a 


written request for review by 


the 


director within 


15 workin 


The 


request for director review mus 


Er Ase 


q days of receipt of the determination. 
forth the basis for the request. 


The request musi 


t be 


filed by mail 


to the address in WAC 296-360-030 


(3) (c) 


or in-person 


to th 


e address 


in WAC 296-360-030 


(3) (b). 


(ii) 


Upon revi 


w th 


director 


may set aside the assistant direc- 


tor's determinat 


tion and 


issue a cit 


tation and notice of assessment, 


Poz 


mand the matter 


for furth 


er investigation, 


or affirm the determination 


of the assistan 


t director. 


(3) Every effort will be made to notify complainants of the ((as— 
: ; ; , ; ; } 


)) determination using a meth- 


od of mailing that can be tracked or delivery that can be confirmed. 


ee e a a 


[Statutory Authority: Chapi 
filed 7/20/94, 


S 296-360-040, 


RCW 49.17.040 and 49.17.050. 


296-360-040, 
49.17.050, 
der 80-21), 


filed 4/19/85. 
49.17.240, 
S 296-360-040, 
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(Order 94-07), 


Statutory Authority: 
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S 


Statutory Authority: RCW 49.17.040, 


chapters 43.22 
filed 11/13/80.] 


HaTe] 


and 42.30 RCW. WSR 80-17-015 
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NEW SECTION 


WAC 296-360-045 Appropriate relief for violations of RCW 
49.17.160. (1) A citation and notice of assessment issued for a vio- 
lation of RCW 49.17.160 as required by WAC 296-360-040, must include 
all appropriate relief which may include, but is not limited to, the 
following: 

(a) Restoring the complainant to the position of employment held 
by the complainant when the discrimination occurred, or restoring the 
complainant to an equivalent position with equivalent employment 
hours, work schedule, benefits, pay, and other terms and conditions of 
employment; and 

(b) Ordering the employer to make payable to the complainant 
earnings that the complainant did not receive due to the employer's 
discriminatory action, including interest of one percent per month on 
all earnings owed. The earnings and interest owed will be calculated 
from the first date earnings were owed to the employee. 

(2) A civil penalty may be issued in accordance with WAC 
296-360-175, Penalties for violations of RCW 49.17.160. 


[] 


AMENDATORY SECTION (Amending WSR 94-15-096, filed 7/20/94, effective 
9/20/94) 


WAC 296-360-050 Withdrawal of complaint. Enforcing the provi- 
sions of RCW 49.17.160 is not only a matter of protecting rights of 
individual employees, but also of protecting the public interest. At- 
tempts by an employee to withdraw a filed complaint will not necessa- 
rily result in termination of the division's investigation. A volunta- 
ry and uncoerced request from a complainant to withdraw a complaint 
will be given careful consideration; however, the division's jurisdic- 
tion cannot be foreclosed as a matter of law by unilateral action of 


the employee. ( (Heweves,—ea—velomteary anc ipecerced +eques:fromaeon= 


[Statutory Authority: Chapter 49.17 RCW. WSR 94-15-096 (Order 94-07), 
§ 296-360-050, filed 7/20/94, effective 9/20/94. Statutory Authority: 
RCW 49.17.040, 49.17.050, 49.17.240, chapters 43.22 and 42.30 RCW. WSR 
80-17-015 (Order 80-21), § 296-360-050, filed 11/13/80.] 


AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-060 Arbitration or other agency proceedings. (1) 
General. 

(a) An employee who files a complaint under RCW 49.17.160 may 
pursue remedies under grievance arbitration proceedings in collective 
bargaining agreements, and may also resort to other agencies, such as 
the National Labor Relations Board, for relief. The division's juris- 
diction to entertain RCW 49.17.160 complaints, to investigate, and to 
determine whether discrimination has occurred, is independent of the 
jurisdiction of other agencies or bodies. The division may file an ac- 
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tion in superior court regardless of the pendency of other proceed- 
ings. 
(b) ( (WRere—++—i+s—pessibte, tewever;,)) The division favors volun- 
tary resolution, where possible, of disputes under procedures in col- 
lective bargaining agreements. ((Atse;)) The division should defer to 
the jurisdiction of other forums established to resolve disputes that 
may also be related to RCW 49.17.160 complaints. Thus, where a com- 
plainant is pursuing remedies other than those provided by RCW 
49.17.160 it may be proper to postpone the assistant director's deter- 
mination whether discrimination has occurred, and defer to the results 
of such proceedings. 
(2) Postponement of determination. Postponement of determination 
is justified where the rights asserted in other proceedings are sub- 
stantially the same as rights under RCW 49.17.160 and those proceed- 
ings are not likely to violate the rights guaranteed by RCW 49.17.160. 
The factual issues in the ((svek)) proceedings must be substantially 
the same as those raised by the RCW 49.17.160 complaint, and the forum 
hearing the matter must have the power to determine the ultimate issue 
of discrimination. 
(3) Deferral to outcome of other proceedings. Determinations to 
defer to the outcome of another proceeding ((begesR)) initiated by a 
complainant must be made after careful scrutiny. It must be clear that 
the proceeding dealt adequately with all factual issues, that it was 
fair, regular, and free of procedural infirmities, and that its out- 
come did not violate the purpose and policy of WISHA. If another ac- 
tion ((beges)) initiated by a complainant is dismissed without an ad- 
judicatory hearing on the merits, the division will not necessarily 
regard the dismissal as determinative of the merits of the RCW 
49.17.160 complaint. 


Ch A= ¢ 


[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-060, filed 
ly BT BOs | 


AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-070 Persons prohibited from discriminating. RCW 
49.17.160 specifically states that "no person shall discharge or in 
any manner discriminate against any employee" because th mployee has 
exercised rights under WISHA. RCW 49.17.020(5), defines "person" as 
"one or more individuals, partnerships, associations, corporations, 
business trusts, legal representatives, or any organized group of per- 
sons." Consequently, the prohibitions of RCW 49.17.160 are not limited 
to actions taken by employers against their own employees. A person 
may be charged with discriminating against an employee of another per- 
son. RCW 49.17.160 extends to such entities as organizations repre- 
senting employees in collective bargaining, employment agencies, or 
any other person in a position to discriminate against an employee. 


( (SeeMeekorGhttedStetes,_ B44 670-6 SAS) BHO 
Judson < Burrs B+ #2437 4346¢-645.,—-1943+ ) ) 


[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-070, filed 
11/13/80. ] 
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AMENDATORY SECTION (Amending WSR 94-15-096, filed 7/20/94, effective 
9/20/94) 


WAC 296-360-080 Persons protected by RCW 49.17.160. (1) All em- 
ployees are afforded the full protection of RCW 49.17.160. WISHA de- 
fines an employee as "an employee of an employer who is employed ina 
business of ((Hts/Re¥)) their employer which affects commerce." RCW 
49.17.020(4). WISHA does not define "employ"; however, the broad reme- 
dial nature of WISHA demonstrates a clear intent that th xistence of 
an employment relationship, for purposes of RCW 49.17.160, is to be 
based upon economic realities rather than upon common law doctrines 
and concepts. ((See+S SH 33165044 944—Rutherferd Feed 

j z 7 -S~ =) ) 

(2) For purposes of RCW 49.17.160, an applicant for employment 

could be considered an employee. ( (See—NbRB—7.—_hbemar Creamery 24s 


[Statutory Authority: Chapter 49.17 RCW. WSR 94-15-096 (Order 94-07), 
§ 296-360-080, filed 7/20/94, effective 9/20/94. Statutory Authority: 
RCW 49.17.040, 49.17.050, 49.17.240, chapters 43.22 and 42.30 RCW. WSR 
80-17-015 (Order 80-21), S$ 296-360-080, filed 11/13/80. ] 


AMENDATORY SECTION (Amending WSR 94-15-096, filed 7/20/94, effective 
9/20/94) 


WAC 296-36 


0-090 Unprotected activities 


cy Va 


distinguished. ( (++) Ae 


R 4O 


aama 


the employee's engagement in protected activities was a substantial 
factor in bringing about the employer's decision, RCW 49.17.160 has 
been violated. "Substantial factor" means a significant motivating 
factor in bringing about the employer's decision. "Substantial factor" 
does not mean the only factor or the main factor in the challenged act 
or decision. Ultimately, the issue as to whether an employee's engage- 
ment in protected activities was a substantial factor for the dis- 
charge or other adverse action is determined on the basis of the facts 
in the particular case. 


[Statutory Authority: Chapter 49.17 RCW. WSR 94-15-096 (Order 94-07), 
§ 296-360-090, filed 7/20/94, effective 9/20/94. Statutory Authority: 
RCW 49.17.040, 49.17.050, 49.17.240, chapters 43.22 and 42.30 RCW. WSR 
80-17-015 (Order 80-21), § 296-360-090, filed 11/13/80.] 
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AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-150 Discrimination because of exercise of right af- 
forded by WISHA—Refusal to work in an unsafe condition. (1) Review 
of WISHA and examination of the legislative history discloses that, as 
a general matter, WISHA grants no specific right to employees to walk 
off the job because of potential unsafe conditions at the work place. 
A hazardous condition that may violate WISHA will ordinarily be cor- 
rected by the employer, once brought to its attention. If the employer 
does not correct a hazard, or if there is a dispute about the exis- 
tence of a hazard, the employee normally can ask the division to in- 
spect the work place pursuant to RCW 49.17.110, or can seek help from 
other public agencies that have responsibility for safety and health. 
Under such circumstances, an employer would not violate RCW 49.17.160 
by disciplining an employee who refuses to work because of an alleged 
safety or health hazard. 

(2) Occasions arise, however, when an employee is confronted with 
a choice between not performing assigned tasks or subjecting him- or 
herself to serious injury or death arising from a hazard at the work 
place. If the employee, with no reasonable alternative, refuses in 
good faith to expose him- or herself to the dangerous condition, he or 
she is protected against subsequent discrimination. 

(3) An employee's refusal to work is protected if he or she meets 
the following requirements: 
(a) The refusal to work must be in good faith, and must not be a 
disguised attempt to harass the employer or disrupt the employer's 
business; 
(b) The hazard causing the employee's apprehension of death or 
injury must be such that a reasonable person, under the circumstances 
then confronting the employee, would conclude that there is a real 
danger of death or serious injury; and 
(c) There must be insufficient time, due to the urgency of the 
situation, to eliminate the danger through resort to regular statutory 
enforcement channels. 
(4) As indicated in subsection (3) of this section, an employee's 
refusal to work is ((fAee)) protected ((#mtess)) if it is a good faith 
response to a hazardous condition. To determine whether an employee 
has acted in good faith, the division will consider, among other fac- 
tors, whether th mployer knew that the hazard could cause serious 
injury, death, or that the hazard was prescribed by a specific safety 
standard promulgated under WISHA or any other law that relates to the 
safety and health of a place of employment. The division may also con- 
Sider whether th mployee ( (+ 

+a}+)) asked the employer to correct the hazard ( (+ 

+5}+)), asked for other work ( (+ 

+e}+)), remained on the job until ordered to leave by the employ- 
er((+)), or ( (44 +)) informed the employer that, if the hazard was not 
corrected, the employee would refuse to work. 

The lack of one or more of these factors ((shet)) must not nec- 
essarily preclude a finding of good faith if other factors do estab- 


lish good faith. ( (fRe-division wilt eise consider whether the _emptey- 
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[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-150, filed 
11/13/80.] 


AMENDATORY SECTION (Amending WSR 80-17-015, filed 11/13/80) 


WAC 296-360-160 Payment of damages to employee discriminated 
against. (1) If an employer discriminates against an employee such 
that the employee earns less than he or she would have earned absent 
the discrimination, the employer ((sHatH+)) must pay the employee the 
difference between the wages that the employee would have earned ab- 
sent the discrimination and the wages th mployee actually earned af- 
ter the discrimination. 
(2) If an employer discriminates against an employee for a refus- 
al to work that is protected under WAC 296-360-150, the employer need 
not pay the employee's wages for the time spent fixing the hazard, or 
that would have been spent fixing the hazard, if the employer (a) had 
to or would have had to shut down the job to make the repair and (b) 
had not other work the employee could have done. 


[Statutory Authority: RCW 49.17.040, 49.17.050, 49.17.240, chapters 
43.22 and 42.30 RCW. WSR 80-17-015 (Order 80-21), § 296-360-160, filed 
11/13/80.] 


NEW SECTION 


WAC 296-360-175 Penalties for violations of RCW 49.17.160. 
(1) (a) Penalties for violations of RCW 49.17.160 are as follows: 


Penalty Amount 

Employer Size Per Violation 
1-25 $5,000 
26 — 100 $7,000 
101 -250 $10,000 
251+ $14,000 


(b) Employer size is determined by the maximum number of workers 
employed in the 12-month period since the alleged violation occurred. 
(2) Repeat violations. Penalty amounts will increase for repeat 
violations. The number of repeated violations will be calculated based 
on the number of violations found within the last five years. 

(a) The first repeat violation the base penalty amount under sub- 
section (1) (b) of this section will be multiplied by three. 

(b) Any violation above a single reoccurrence the base penalty 
under subsection (1) (b) of this section will be multiplied by five. 


[] 
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NEW SECTION 


WAC 296-360-180 Appeals of citations and notices of assessments. 
(1) WAC 296-900-17005 and 296-900-17010 apply to appeals described in 
this section. The remainder of the section outlines the timelines for 
notifying the department about appeals of the citation and notice of 
assessment issued by the department. 

(2) Citation and notice of assessment appeal. Both the employer 
and the complainant have a right to appeal determinations made under 
WAC 296-360-040. 

(a) Notification to the department. 

(i) An employer has 30 calendar days of receipt of the citation 
and notice of assessment to notify the department that the employer 
wishes to appeal the citation or notice of assessment; and 

(ii) The complainant has 15 working days from receipt of the ci- 
tation and notice of assessment to notify the department that the com- 
plainant wishes to appeal the order of appropriate relief stated in 
the notice of assessment. 

(b) The citation and notice of assessment will become a final or- 
der of the department, not subject to review by any court or agency, 
if the department does not receive notification of appeal from the em- 
ployer or complainant as stated in (a) of this subsection. 

(3) The department may reassume jurisdiction according to the 
timeline, process for hearing, and issuance of corrective notices of 
redetermination under RCW 49.17.140(4) upon receiving notice of appeal 
from the employer, employee, or both. 
(a) The redetermination will become the final order subject to 
direct appeal by an employer or complainant to the board of industrial 
insurance appeals within 15 working days of such redetermination with 
service of notice of appeal upon the director. 

(b) In the event that the department does not reassume jurisdic- 
tion, the department must notify the state board of industrial insur- 
ance appeals of all notifications of intention to appeal the citation 
and notice of assessment and certify a full copy of the record in such 
appeal matters to the board. 

(4) A notice of appeal filed under this section will stay the ef- 
fectiveness of any citation or notice of assessment except orders of 
reinstatement pending review by the board of industrial appeals. 


[] 
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[Filed July 1, 2022, 3:02 p.m., effective July 1, 2023] 

Effective Date of Rule: July 1, 2023. 

Purpose: Adoption of the 2021 Washington State Energy Code, Com- 
mercial provisions under chapter 51-11C WAC. 

Citation of Rules Affected by this Order: New chapter 51-11C WAC, 
31 sections; and amending chapter 51-11C WAC, 150 sections. 

Statutory Authority for Adoption: RCW 19.27A.020, 19.27A.025, 
19.27A.160. 

Other Authority: Chapters 19.27A, 19.27 RCW. 

Adopted under notice filed as WSR 22-02-076 on January 5, 2022. 

Changes Other than Editing from Proposed to Adopted Version: Sec- 
tion C103.2: In the required documentation section, added a reference 
to Section C501 for existing buildings. 

Definition of building thermal envelope was modified for clarity 
and to conform with all types of space included under Section 
C402.1.1. 

Definitions of commercial boiler and process boiler were removed 


based on changes 


to Section C4 


03.3.4. 


They were replaced by the new 


definition process application. These changes bring the code closer to 
the language that will be adopted by the ICC in 2024. 

Definition of dedicated outdoor air system was modified for 
clarity; it is allowable for the ventilation system to be integrated 
with HVAC ductwork as long as the systems are not interlocked. 

Definition of demand control kitchen ventilation was simplified 
for clarity. 

Definitions of multi-pass and single-pass were modified to in- 
clude heat pump for clarity. 

Definition of unconditioned space was modified for clarity and to 


conform with 


Section 
tory for the 
Section 
added to the 
Table C402.1.3: Option 
the CMU footnote c were not 
Table C402.1.4: Option 
the CMU footnote d were not 


uni 


sample testing. 


ed 


tence as it 


Section C402.5.2: Modificat 
ts exceeding the air leakage 


Section C403.1: Reference 
to the process equipment exception. 
Section C403.1.4: 
heating requirement was modified 


The first 


all types of space included under Section C402.1.1. 
C401.2: New section C412 was added to the list as manda- 
prescriptive and outcome-based compliance methods. 
C401.2.2: Reference to the new boiler requirements was 
process equipment section. 


1 was struck and the proposed changes to 
adopted. 
1 was struck and the proposed changes to 
adopted. 
ion to clarify the requirements for 
target for both individual units and 


to the new boiler requirements was add- 


exception for the heat pump space 
to remove the proposed second sen- 


is redundant to the first sentence and unnecessary. 


The second exception was edited for clarity. 


Except 


Since th 


tion. 
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Section C403.3.2.3: The second sentence of Exception 4 was 

struck. The information is now included in the efficiency table for 
air to water heat pumps, Table C403.3.2(15). 
Tables C403.3.2(1) and C403.3.2(2): These tables were modified to 
delete the requirements for efficiency ratings prior to January 1, 
2023, as this code will go into effect after that date. 

Table C403.3.2(15): The missing footnotes were added to the ta- 


ble. 

Section C403.3.4.3: This section was modified to clean up the 
language and provide a clearer separation between process and nonpro- 
cess boilers. An exception was added for multifamily buildings as 
these were not found to be cost effective in a Title 24 case study. 

Table C403.3.4.3: This table was modified to coordinate with the 
changes made to the charging section, and the column heading for oxy- 
gen concentration was corrected. 

Section C403.3.5.1: This section was modified for clarity, and 
Exception 3 was provided with a pointer to the requirements for sensi- 
ble recovery effectiveness. 

Section C403.3.8.1: Exception 4 was corrected to cite the cooling 
plant equipment manufacturer's instructions. 

Section C403.3.8.2: Exception 2 was modified to reflect the cor- 
rect cfm threshold and clarify what exemption applies. 

Section C403.5: A second Group R economizer exception 1b. was 
added for Group R occupancies with ERVs with a higher effectiveness 
than required by the base code. This will allow for some small PTHP 
units with inverter driven compressors that cannot comply with the ef- 
ficiency requirements of Exception 5. Exception 5 was modified to list 
the applicable efficiency tables. 

Section C403.7.1.1: The first sentence was corrected, as both 
conditions apply. The thresholds for DCV in Exception 4 were increased 
for small rooms, based on testimony from the proponent that the lower 
threshold was too aggressive. 

Section C403.7.1.2: The exceptions to this section were revised 
for clarity. 

Section C403.7.6: This section was modified to correct the lan- 
guage from an "or" statement to an "and" statement. 

Section C403.7.6.1: This section was modified to reference th 
outdoor air requirements in the International Mechanical Code and 
testing criteria was added to correlate with Section C403.7.6.2. 

Section C403.7.6.2: This section was modified to include energy 
recovery effectiveness requirements to align with the requirements in 
C403.3.5.1. 

Section C404.2: Option 2 for heat pump water heating requirements 
was selected and the language under Option 1 was removed. 

Section C404.2.1: This section was modified to allow for a backup 
gas water heating system, and two additional exceptions were added: 
One for low-carbon district energy systems and one for Group I-2 and 
I-3 facilities required to provide backup redundant systems. 

Section C404.2.1.1: This section was modified to reduce the re- 
quired heat pump capacity by half, allowing the difference to be made 
up by a complying supplemental system, including gas water heating. 
The remaining subsections were modified to remove specifications for 
electric resistance backup and insert an allowance for fossil fuel. 

Section C404.2.1.4: This section was modified to remove redundant 
language in Item 4.2. The testing conditions are already stated in the 
testing standard. 
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Section C404.2.1.5: The title for this section was changed from 


alarms to system fault detection for clarity. 


Table C404.2: Missing foot 


tnotes were reapplied to the table, 


along with a new footnote poin 


quirements in Section C404.2.1. 


ter to the heat pump water heater re- 


Section C405.2.1: This section was revised to include the origi- 


nal recommended language as no 
the CR-102. The applicable cont 
shown in a table format. 


ted in the full summary of changes in 
trol requirements by use type are now 


Section C405.2.8.3: The phrase "from full output" was removed 


from the last sentence to eliminate confusion. 


Section C405.2.9.3: This is also an errata clean up changes as 
noted in the full summary of changes in the CR-102. "All of" was 


struck from the first sentence 


and the list was reordered. 


Section C405.3: Based on public testimony, specifications were 
added on how to measure th fficacy of plant lighting. 
Table C405.4.2(2): An erroneous footnote i was removed from the 


Common Space-by-Space Types table heading. 


Table C405.5.3(3): The first row title was changed from base site 
allowance to the correct building facade title. 
Section C405.9.2.1: The proposed second sentence of this section 


pertaining to escalator design 


was removed via ICC errata. 


Section C406.1: The exceptions for low energy spaces (1) and 
building additions (2) were revised to reflect a percentage of base 


credits rather than specifying 
vary by building use. 


a number of credits, as the credits 


Section C406.1.1.1: "On-site" was removed from the title of this 
section as the code now has provisions for the use of off-site renewa- 


ble energy. 


Section C406.1.2: This section was revised for clarity on appli- 
cation to buildings with different lighting power allowances in dif- 


ferent areas. 
WAC 51-11C-40602, Section 


C406.2: This section was erroneously 


retained from the 2018 code and the requirements here are duplicated 
under the new WAC number. The requirements are located under WAC 


51-11C-40620, Section C406.2. 
Table C406.2: 


Item 3: The credits were adjusted up based on updated energy cal- 


culations. 
Items 5 and 6: The titles 


were simplified for clarity. 


Item 17: The rule was proposed with two options for Item 17 based 
on the adoption of heat pump water heater requirements. Although a re- 


vised version of the heat pump 
the Council elected to provide 
was not adopted. 


water heater requirements were adopted, 
the full credit value as if the measure 


Item 21: PNNL provided credit values for the high performance 


service hot water temperature maintenance system after modeling and 
calculations with the credits each represent 0.1 percent of emission 


reduction compared to total building baseline emissions 


Footnote e: This footnote 


was modified to clarify that the credit 


could not be taken if refrigeration recovery is required by Section 


C403.9.2.3. 


Equation 4-15 (Section C406.2.2.2.2): The equation was modified 


to include methods for calcula 


ting the cooling efficiency improvement. 


to include a method of calcula 


Equation 4-16 (Section C406.2.2.3.2): The equation was modified 
lating heating efficiency improvement. 
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Section C406.2.3: Editorial change 
section numbering. 


of two switched receptacles are requir 
Section C406.2.4.2: The language f 
"tuned lighted floor area" to the clari 
trim." 
Equation 4-17 (Section C406.2.5): 
SI units and corrected to account for a 


s for clarity; correction of 


Section C406.2.4.1: Item 2 was modified to specify that a minimum 


d for this credit. 
or prorating of credits changed 
fied "Floor area with high end 


The equation was converted to 
11 renewabl nergy types. 


Section C406.2.6: The section was modified for clarity. 
Section C406.2.6.2: The terminology was corrected from "water- 


cooled chiller systems" to "condenser water systems." 


Section C406.2.6.3: Option 1 was r 


emoved, as Option 2 and the re- 


quirements in Section C404.2, Option 2 were selected to go forward. 
Section C406.2.6.3.1: The section was modified to remove the ini- 


ted with later requirements for water-s 

Section C406.2.9: The language in 
clarity. 

Section C406.2.12: The language in 
for clarity. 

Section C406.2.13: This section wi 
matted to remove redundant testing proc 
Section C402. Sections C406.2.13.1 and 
C406.2.13.2 and C406.2.13.3) were rewor 


tial specification for air-source heat pump technology, as it conflic-— 


ource heat pump specifications. 
this section was simplified for 


this section was simplified 


th its subsections was refor- 
edures already specified in 
C406.2.13.2 (previously 


reduction of the maximum leakage allowe 
ic rate. 

Sections C406.2.15, C406.2.16: The 
specify that 90 percent of appliances c 
rather than all, based on testimony tha 


ded to reference a percentag 
d in C402 rather than a specif- 


se sections were revised to 
omply with Energy Star ratings, 
t in some cases there may not 


be any accessible appliances that meet 

Section C406.2.17: This section co 
all to 90 percent of the installed drye 
language was simplified and an allowanc 
tral laundry rooms was added. 


the rating. 

ntains the same revision from 
rs comply. In addition, the 

e for a mix of in-unit and cen- 


Section C406.3: This section was modified to add an additional 


sentence to define "peak period." There 
changes for clarity. 

Section C406.3.2: The language in 
clarity. 

Section C406.3.4: The calculation 
rected. 

Sections C406.3.5, C406.3.6: The 1 
simplified for clarity and reference to 

Table C407.2: New sections missing 
table were added. These include C403.1. 


were also some editorial 


this section was simplified for 
for prorating credits was cor- 


anguage in these sections was 
pricing was removed. 

from the mandatory compliance 
4, Use of electric resistance 


and fossil fuel-fired HVAC heating equipment; C411, Renewabl nergy 


(title change only); and C412 
also added to C411 to clarify that comp 
includes any exceptions. 

Section C407.3: Item 2.2 was modif 
ing that renewabl nergy production is 
posed building annual site energy use. 

Sections C407.3.3.1, C407.3.3.2: I 
modified to clarify the intent. 

Tables C407.3(2) and C407.3(3): Bo 


` 


Compressed air systems. A footnote was 


liance with this section also 


ied to include a sentence not- 
to be subtracted from the pro- 


tem 3 in both sections was 


th tables were updated based on 


the changes to the electricity carbon emissions factors and the limi- 
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clarity. 


references wer 
corrected. 


Section C411.3.1: 
of service clearances from the roof 
Section C503.2: 


DOAS exceptions 


served coils. 


Section C503.5: Options 1 and 2 were merged in 


version. 
clarity. 


Table D601.10.1: 


Washington State Register, 


Section C411.1: 
placed with a requirement to doc 
Section C411.1.1: 
Section C411.2.1: 
corrected. 


Issue 22-14 


The redundant language in Except 


was reformat 
was reformat 


This section 
This section 


was modified 
area calculation. 


This section 


Th 


Option 2 was selected to move fo 


This section was modified 


Item 4 was modified to specify 8 


Systems 3 and 4 were modified t 


they include split systems. 


Table D601.10.2: 
system types for direct expansion coil 
efficiency. Adds variable f] 
loop configuration and chilled water 
loop and water loop temperature control is added as a 
is available for credit. 

A final cost-ben 
1500 Jefferson 


Bumbalov, 
98504-1449, 
site sbcc.wa.gov. 


phone 360-407-9277, 


VAV and DOAS systems wer 


[Street] S.E., P.O. Box 4144 


was also corrected. 


to include exemption 


requirements for change in space conditioning 
were moved to Section C505 and should have been struck. 

Section C503.4: 
1 language was struck. 

Section C503.4.3: 
to the economizer requirements. 
Table C503.4.6: 


the final 
The exceptions to the section were reformatt 


email Stoyan.bumbalov@des.wa.gov, 


WSR 22-14-091 


tations on fossil fuel space and water heating. The column title for 
the second column in Table C407.3(3) 
Section C409.4.3: Minor editorial change to the 


last sentence for 


ion 3 was re- 


ument lack of roof area. 

ted for clarity. 

ted and the section 
The numbering of associated table was also 


rward, so option 


to correlate with the 


O percent of 


adopted 


ted slightly for 


o clarify that 


added to the list of 
number of stages and furnace 

low primary and secondary to heating water 
loop configuration. 


Heating plant 
parameter that 


efit analysis is available by contacting Stoyan 


WA 
web- 


9, Olympia, 


Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 31, Amended 150, Repealed 0. 

Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 22, 2022. 
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Chapter 51-11C WAC 
STATE BUILDING CODE ADOPTION AND AMENDMENT OF THE ((20148)) 2021 EDI- 
TION OF THE INTERNATIONAL ENERGY CONSERVATION CODE, COMMERCIAL 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-10100 Section C101—Scope and general requirements. 


C101.1 Title. This code shall be known as the Washington State Energy 
Code, and shall be cited as such. It is referred to herein as "this 
code." 

The 2021 edition of the Washington State Energy Code is hereby 
adopted. The Washington State Energy Code adopted under chapter 51-11C 
WAC shall becom ffective in all counties and cities of this state on 
July 1, 2023. 


C101.2 Scope. This code applies to commercial buildings and the build- 
ings sites and associated systems and equipment. References in this 
code to Group R shall include Group I-1, Condition 2 assisted living 
facilities licensed by Washington state under chapter 388-78A WAC and 
Group I-1, Condition 2 residential treatment facilities licensed by 
Washington state under chapter 246-337 WAC. Building areas that con- 
tain Group R sleeping units, regardless of the number of stories in 
height, are required to comply with the commercial sections of the en- 
ergy code. 


EXCEPTION: The provisions of this code do not apply to temporary growing structures used solely for the commercial production of horticultural 
plants including ornamental plants, flowers, vegetables, and fruits. A temporary growing structure is not considered a building for the 
purposes of this code. However, the installation of other than listed, portable mechanical equipment or listed, portable lighting fixtures is 
not allowed. 


C101.3 Intent. This code shall regulate the design and construction of 
buildings for the use and conservation of energy over the life of each 
building. This code is intended to provide flexibility to permit the 
use of innovative approaches and techniques to achieve this objective. 
This code is not intended to abridge safety, health or environmental 
requirements contained in other applicable codes or ordinances. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-10100, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, and 
chapters 19.27, 19.27A, and 34.05 RCW. WSR 17-17-162, § 51-11C-10100, 
filed 8/23/17, effective 10/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-10100, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-10100, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-10200 Section C102—Alternative materials, design and 
methods of construction and equipment. 
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1. The provisions of this code are not intended to pre- 
vent the installation of any material, or to prohibit any design or 


ly prescribed by this code, pro- 


ternative has been oper Over ( (An atternative 


nee Bede: offi 


cial 


shal ] have the authority to approve an alternate ma- 


terial, design or method of construction upon 


the written application 


of the owner 


or th 


e owner's authorized agent. The code official shall 


first find((s 


)) th 


at the proposed design is sati 


with the inte 
method or wor 
equivalent of 
fectiveness, 
safety. (( 


applicant, in 


nt of 
k off 


fire 


writ 


the provisions of this code, 


sfactory and complies 
and that the material, 


ered is, for the purpose intended, not less than the 


that prescribed in this code in quality, strength, ef- 


resistance, durability, energy conservation, and 


7)) The code official s 


hall respond to the 


ing, stating the reasons why t 


proved or was not approved. 


[Statutory Au 


tive 7/1/20. 
ters 19.27 an 
effective 7/1 


AMENDATORY_ SE 


ter 19.27 RCW. 


thori 
WSR 
Statu 
d 34. 
$13] 


CTION 


7/1/20) 


WAC 51-11C-10300 


ty: RCW 19.27A.020, 19.27A.025, 


he alternative was ap- 


19.27A.160 and chap- 


19-24-040, § 51-11C-10200, fi 


led 11/26/19, effec- 


05 RCW. WSR 13-04-056, § 51-11 


tory Authority: RCW 19.27A.020, 


19.27A.025 and chap- 
C-10200, filed 2/1/13, 


(Amending WSR 19-24-040, file 


d 11/26/19, effective 


Section C103—Construction documents. 


C103.1 General. Construction documents and other supporting data shall 


be submitted in one or more se 


by the building official, with each application 
struction documents shall be prepared by a regis 


ts, or in a digital format where allowed 


for a permit. The con- 


sional wher 


project is to be construc 
official is authorized to require necessary const 


requi 


tered design profes- 


red by the statutes of the jurisdiction in which the 


be prepared by a registered design professional. 


ted. Where special conditions exist, the code 


ruction documents to 


EXCEPTION: The code official is authorized to waive the requirements for construction documents or other supporting data if the code official 
determines they are not necessary to confirm compliance with this code. 


C103.2 Information on construction documents. Co 


shall be draw 


n to 


ments are permitte 


Cial. Constru 


cate the locat 


sufficient de 
and equipment 


limited to, as applicable: 


ction 
ion, 
tail 
as h 


scale upon suitable material. 


nstruction documents 
Electronic media docu- 


d to be submitted when approved by the code offi- 


documents shall be of suffici 


ent clarity to indi- 


nature and extent of the work proposed, and show in 
pertinent data and features of the building, systems 


erein governed. Details shall 


include, but are not 


1. Energy compliance path per Section C401 or C501. 


ation 


2. Insul 
((2=)) 3. 
((3=)) 4. 
((4=)) 3. 
((5=)) 6. 
ment types, 
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((6-)) 7. Economizer description. 

((+-)) 8. Equipment and systems controls. 

((8+)) 9. Fan motor horsepower (hp) and controls. 

((%)) 10. Duct sealing, duct and pipe insulation and location. 

((+0-)) 11. Lighting fixture schedule with wattage and control 
narrative. 

((H4)) 12. Location of daylight zones on fl oor plan. 

((+2+)) 13. Air barrier details including al air barrier bounda- 


ries and associated square foot calculations on all six sides of the 


air barrier as applicable. 


C103.2.1 Building thermal envelope depiction. The building's thermal 
envelope shall be represented on the construction documents. 


C103.3 Examination of documents. The code official shall examine or 
cause to be examined the accompanying construction documents and shall 
ascertain whether the construction indicated and described is in ac- 
cordance with the requirements of this code and other pertinent laws 
or ordinances. 


When the code official 
ired, the con- 
stamped "Reviewed 


C103.3.1 Approval of construction documents. 
issues a permit where construction documents are requ 
struction documents shall be endorsed in writing and 
for Code Compliance." Such approved construction documents shall not 

be changed, modified or altered without authorization from the code 

official. Work shall be done in accordance with the approved construc- 
tion documents. 


by 


cant 


One set 


the code 


t, kept a 


of const 
official. 
t the sit 


ruction documents so reviewed shall be retained 
The other set shall be returned to the appli- 
e of work and shall be open to inspection by the 


ly authorized representative. 


C103.3.2 Previous approvals. This code shall not require changes in 

the construction documents, construction or designated occupancy of a 
structure for which a lawful permit has been heretofore issued or oth- 
erwise lawfully authorized, and the construction of which has been 
pursued in good faith within 180 days after th ffective date of 
code and has not been abandoned. 


C103.3.3 Phased approval. The code official shall have the authori 
to issue a permit for the construction of part of 
tion system before the construction documents for 
have been submitted or approved, provided adequat 
tailed statements have been filed complying with all pertinent re- 
quirements of this code. The holders of such permit shall proceed at 
their own risk without assurance that the permit for th ntire energy 
conservation system will be granted. 


code official or ad 


U 


this 


ty 
an energy conserva- 
the entire system 
information and de- 


C103.4 Amended construction documents. Changes made during construc- 
tion that are not in compliance with the approved construction docu- 
ments shall be resubmitted for approval as an amended set of construc- 
tion documents. 


C103.5 Retention of construction documents. One set of approved con- 
struction documents shall be retained by the code official for a peri- 
od of not less than 180 days from date of completion of the permitted 
work, or as required by state or local laws. 


C103.6 Building documentation and close out submittal requirements. 
The construction documents shall specify that the POSUNE described 
in this section be provided to the building owner or owner's author- 
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For projects complying with Section C401.2 Item 2, the documenta- 
tion shall include: 

1. A list of all proposed envelope component types, areas and U- 
values. 
2. A list of all lighting area types with areas, lighting power 
allowance, and installed lighting power density. 

3. A list of each HVAC system modeled with the assigned and pro- 
posed system type. 

4. Electronic copies of the baseline and proposed model input and 
output file. The input files shall be in a format suitable for rerun- 
ning the model and shall not consist solely of formatted reports of 
the inputs. 


C103.6.4 Systems operation training. Training of the maintenance staff 
for equipment included in the manuals required by Section C103.6.2 
shall include at a minimum: 
Review of manuals and permanent certificate. 
2. Hands-on demonstration of all normal maintenance procedures, 
normal operating modes, and all emergency shutdown and start-up proce- 
dures. 
3. Training completion report. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-10300, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-10300, filed 
12/6/16, effective 5/1/17; WSR 16-13-089, § 51-11C-10300, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-10300, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-10300, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-10400 Section C104—((inspeetions)) Fees. 
( (6104.1 General.Censterecticon or work ferahichapermi+is— edited 
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C104.1 Fees. A permit shall not be issued until the fees prescribed in 


Section C104.2 have been paid, nor shall an amendment to a permit be 
released until the additional fee, if any, has been paid. 


C104.2 Schedule of permit fees. A fee for each permit shall be paid as 
required, in accordance with the schedule as established by the appli- 
cable governing authority. 


C104.3 Work commencing before permit issuance. Any person who commen- 
ces any work before obtaining the necessary permits shall be subject 
to an additional fee established by the code official, which shall be 
in addition to the required permit fees. 


C104.4 Related fees. The payment of the fee for the construction, al- 
teration, removal or demolition of work done in connection to or con- 
currently with the work or activity authorized by a permit shall not 
relieve the applicant or holder of the permit from the payment of oth- 
er fees that are prescribed by law. 


C104.5 Refunds. The code official is authorized to establish a refund 
policy. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-10400, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. vee 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-10400, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-10400, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.025, 
19.27A.045, 19.27.020, and 19.27.074. WSR 14-24-122, § 51-11C-10400, 
filed 12/3/14, effective 1/3/15. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
Bete 10400, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-10500 Section C105—( (Vałidity)) Inspections. 
C105.1 General. ( (t£-a-perticn of this codes held to be tHegat ct 
yoid,—_such—adecisien shait not eftect the validity of the +emaindes 


1 
ef this—ecde-)) Construction or work for which a permit is required 
shall be subject to inspection by the code official, his or her desig- 
nated agent, or an approved agenc and such construction or work 


shall remain visible and able to be accessed for inspection purposes 
until approved. Approval as a result of an inspection shall not be 
construed to be an approval of a violation of the provisions of this 
code or of other ordinances of the jurisdiction. Inspections presuming 
to give authority to violate or cancel the provisions of this code or 
of other ordinances of the jurisdiction shall not be valid. It shall 
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be the duty of the permit applicant to cause the work to remain visi- 

ble and able to be accessed for inspection purposes. Neither the code 

official nor the jurisdiction shall be liable for expense entailed in 

the removal or replacement of any material, product, system or build- 

ing component required to allow inspection to validate compliance with 
this code. 


C105.2 Required inspections. The code official, his or her designated 
agent, or an approved agency, upon notification, shall make the in- 
spections set forth in Sections C105.2.1 through C105.2.6. 


C105.2.1 Footing and foundation insulation. Inspections shall verify 
footing and/or foundation insulation R-value, location, thickness, 
depth of burial and protection of insulation as required by the code, 
approved plans and specifications. 


C105.2.2 Thermal envelope. Inspections shall be made before applica- 
tion of interior finish and shall verify that envelope components with 
the correct type of insulation, the R-values, the correct location of 
insulation, the correct fenestration, the U-factor, SHGC, VT, and air 
leakage controls are properly installed as required by the code, ap- 
proved plans and specifications, including envelope components in fu- 
ture tenant spaces of multitenant buildings. 


C105.2.3 Plumbing system. Inspections shall verify the type of insula- 
tion, the R-values, the protection required, controls, and heat traps 
as required by the code, approved plans and specifications. 


C105.2.4 Mechanical system. Inspections shall verify the installed 
HVAC equipment for the correct type and size, controls, duct and pip- 
ing insulation R-values, duct system and damper air leakage, minimum 
fan efficiency, energy recovery and economizer as required by the 
code, approved plans and specifications. 


C105.2.5 Electrical system. Inspections shall verify lighting system 
controls, components, meters, motors and installation of an electric 
meter for each dwelling unit as required by the code, approved plans 
and specifications. 


C105.2.6 Final inspection. The final inspection shall include verifi- 
cation of the installation and proper operation of all required build- 
ing controls, and documentation verifying activities associated with 
required building commissioning have been conducted in accordance with 
Section C408. 


C105.3 Reinspection. A building shall be reinspected when determined 
necessary by the code official. 


C105.4 Approved inspection agencies. The code official is authorized 
to accept reports of approved inspection agencies, provided such agen- 
cies satisfy the requirements as to qualifications and reliability 
relevant to the building components and systems they are inspecting. 


C105.5 Inspection requests. It shall be the duty of the holder of the 

permit or their duly authorized agent to notify the code official when 
work is ready for inspection. It shall be the duty of the permit hold- 
er to provide access to and means for inspections of such work that 
are required by this code. 


C105.6 Reinspection and testing. Where any work or installation does 
not pass an initial test or inspection, the necessary corrections 
shall be made so as to achieve compliance with this code. The work or 
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installation shall then be resubmitted to the code official for in- 
spection and testing. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, S 51-11C-10500, filed 2/1/13, effective 
TAM EZ] 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-10600 Section C106— ((Referenced—standards)) Notice 
of approval. 


C106.1 Approval. After the prescribed tests and inspections indicate 
that the work complies in all respects with this code, a notice of ap- 


proval shall be issued by the code official. 


C106.2 Revocation. The code official is authorized to, in writing, 
suspend or revoke a notice of approval issued under the provisions of 
this code wherever the certificate is issued in error, or on the basis 
of incorrect information supplied, or where it is determined that the 
building or structure, premise, or portion thereof is in violation of 
any ordinance or regulation or any of the provisions of this code. 
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[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-10600, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-10600, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-10700 Section C107—((Fees)) Validity. 


C107.1 General. If a portion of this code is held to be illegal or 


void, such a decision shall not affect the validity of the remainder 
of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, § 51-11C-10700, filed 2/1/13, effective 
TALL 132 | 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-10800 Section C108—( (Step-werk—erder)) Referenced 
standards. 


qey thi eede being + 
provisieons—_of his _eeode—er_dangereous—e¥ unsafe, 
avutherized teissue—a_step _werkerder, 


( (C1081 Authority. _Whenever the code official finds work recula- 
3 
E } j Haa y—ejther E 
4 


G108.2 Issuance. Fhe stop werk order shah +b Ss sredeiaeo eased sha 5 
given te the owner of the property _invetvred,—er to theownerts—agent,; 
ox—te—_the _person_doing—— he weer} Upon issuance of a stop work orders 
bhe—crteqg week sha mmediately_eease,.fhe_stop_werkexrdersha 
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C108.1 Referenced codes and standards. The codes and standards refer- 


enced in this code shall be those listed in Chapter 5, and such codes 
and standards shall be considered as part of the requirements of this 
code to the prescribed extent of each such reference and as further 
regulated in Sections C108.1.1 and C108.1.2. 


C108.1.1 Conflicts. Where differences occur between provisions of this 
code and referenced codes and standards, the provisions of this code 
shall apply. 


C108.1.2 Provisions in referenced codes and standards. Where the ex- 
tent of the reference to a referenced code or standard includes sub- 
ject matter that is within the scope of this code, the provisions of 
this code, as applicable, shall take precedence over the provisions in 
the referenced code or standard. 


C108.2 Application of references. References to chapter or section 
numbers, or to provisions not specifically identified by number, shall 
be construed to refer to such chapter, section, or provision of this 
code. 


C108.3 Other laws. The provisions of this code shall not be deemed to 
nullify any provisions of local, state, or federal law. In addition to 
the requirements of this code, all occupancies shall conform to the 
provisions included in the State Building Code (chapter 19.27 RCW). In 
case of conflicts among the codes enumerated in RCW 19.27.031 (1) 
through (4) and this code, an earlier named code shall govern over 
those following. In the case of conflict between the duct sealing and 
insulation requirements of this code and the duct insulation require- 
ments of Sections 603 and 604 of the International Mechanical Code, 
the duct insulation requirements of this code, or where applicable, a 
local jurisdiction's energy code shall govern. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-10800, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-10800, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-10900 Section C109—((Beard—ef—appeais)) Stop work 
order. 
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C109.1 Authority. Whenever the code official finds any work regulated 


by this code being performed in a manner either contrary to the provi- 
Sions of this code or dangerous or unsafe, the code official is au- 
thorized to issue a stop work order. 


C109.2 Issuance. The stop work order shall be in writing and shall be 
given to the owner of the property involved, or to the owner's agent, 
or to the person doing the work. Upon issuance of a stop work order, 
the cited work shall immediately cease. The stop work order shall 
state the reason for the order, and the conditions under which the ci- 
ted work will be permitted to resume. 


C109.3 Emergencies. Where an emergency exists, the code official shall 
not be required to give a written notice prior to stopping the work. 


C109.4 Failure to comply. Any person who shall continue any work after 
having been served with a stop work order, except such work as that 
person is directed to perform to remove a violation or unsafe condi- 
tion, shall be liable to a fine as set by the applicable governing au- 


thority. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, § 51-11C-10900, filed 2/1/13, effective 
TALL 132 | 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-11000 Section C110— ((Viełatieons)) Board of appeals. 
( (esha be—eetowéat_fer—anypersen,—_fi+m,_eorecerperatien teereect 


C110.1 General. In order to hear and decide appeals of orders, deci- 
Sions or determinations made by the code official relative to the ap- 
plication and interpretation of this code, there shall be and is here- 
by created a board of appeals. The code official shall be an ex offi- 
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Bay 


cio member of said board but shall have no vote on any matter before 
the board. The board of appeals shall be appointed by the governing 
body and shall hold office at its pleasure. The board shall adopt 
rules of procedure for conducting its business, and shall render all 
decisions and findings in writing to the appellant with a duplicate 
copy to the code official. 


C110.2 Limitations on authority. An application for appeal shall be 
based on a claim that the true intent of this code or the rules legal- 
ly adopted thereunder have been incorrectly interpreted, the provi- 
Sions of this code do not fully apply or an equally good or better 
form of construction is proposed. The board shall have no authority to 
waive requirements of this code. 


C110.3 Qualifications. The board of appeals shall consist of members 
who are qualified by experience and training and are not employees of 
the jurisdiction. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, § 51-11C-11000, filed 2/1/13, effective 
7/1/13.] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-11100 Section C111—( (Liability) ) Violations. 


proevisions—_of this—ecde-)) It shall be unlawful for any person, firm, 
or corporation to erect or construct any building, or remodel or reha- 
bilitate any existing building or structure in the state, or allow the 


same to be done, contrary to or in violation of any of the provisions 
of this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, § 51-11C-11100, filed 2/1/13, effective 
TALS 3:5] 


NEW SECTION 


WAC 51-11C-11200 Section C112—Liability. Nothing contained in 
this code is intended to be nor shall be construed to create or form 
the basis for any liability on the part of any city or county or its 
officers, employees, or agents for any injury or damage resulting from 
the failure of a building to conform to the provisions of this code. 


[] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20201 Section C202.1—A. 


ABOVE-GRADE WALL. ( (A—watt—enetesing conditioned space)) That portion of a 
wall in the building envelope that is not a below-grade wall. This in- 
cludes between-floor spandrels, peripheral edges of floors, roof ((an¢é 
basement) ) knee walls, dormer walls, gable end walls, walls enclosing 
a mansard roof and skylight shafts. 

access (tro). That which enables a device, appliance or equipment to be 
reached by ready access or by a means that first requires the removal 
or movement of a panel or similar obstruction. 
ADDITION. An extension or increase in the conditioned space floor area, 
number of stories, or height of a building or structure. 

AIR BARRIER. One or more materials joined together in a continuous manner 
to restrict or prevent the passage of air through the building thermal 
envelope and its assemblies. 
AIR CURTAIN. A device, installed at the building entrance, that generates 
and discharges a laminar air stream intended to prevent the infiltra- 
tion of external, unconditioned air into the conditioned spaces, or 
the loss of interior, conditioned air to the outside. 

ALTERNATING CURRENT-OUTPUT UNINTERRUPTIBLE POWER SUPPLY (AC-OUTPUT UPS). Ac omb i nat T on oO Í conz- 
vertors, switches and ener storage devices, such as batteries, con- 
stituting a power system for maintaining continuity of load power in 
case of input power failure. Input power failure occurs when voltage 
and frequency are outside rated steady state and transient tolerance 
bands or when distortion or interruptions are outside the limits 
specified for the uninterruptible power supply. An AC-output UPC is an 
uninterruptible power supply that supplies power with a continuous 


flow of electric charge that periodically reverses direction. 
ALTERATION. Any construction, retrofit or renovation to an existing 


structure other than repair or addition. Also, a change in a building, 
electrical, gas, mechanical or plumbing system that involves an exten- 
sion, addition or change to the arrangement, type or purpose of the 
original installation. 

approveo. Acceptable to the code official. 

APPROVED AGENCY. An established and recognized agency regularly engaged in 
conducting tests or furnishing inspection services, or furnishing 
product certification research reports, when such agency has been ap- 
proved by the code official. 
ATTIC AND OTHER ROOFS. ( (At+}—ctHer)) Roofs other than roofs with insulation 
entirely above deck and metal building roofs, including roofs with in- 
sulation entirely below (inside of) the roof structure (i.e., attics, 
cathedral ceilings, and single-rafter ceilings), roofs with insulation 


Pig 


both above and below the roof structure, and roofs without insulation 
( (bat—exectuding +ects—with insulation entirety abevedeck—and metat 

building «ects)). 
automatic. Self-acting, operating by its own mechanism when actuated by 
some impersonal influence, as, for example, a change in current 
strength, pressure, temperature or mechanical configuration (see "Man- 
ual"). 


AUTOMATIC CONTROL DEVICE. A device capable of automatically controlling equip- 
ment and devices without manual intervention. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20201, filed 11/26/19, effec- 
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tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20201, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20201, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20202 Section C202.2—B. 


BELOW-GRADE WALL. That portion of a wall in the building envelope that is 
ntirely below the finish grade and in contact with the ground. 


Biogas. A mixture of hydrocarbons that is a gas at 60°F (15.5°C) and one 
atmosphere of pressure that is produced through the anaerobic diges- 
tion of organic matter. 

Biomass. Nonfossilized and biodegradable organic material originating 
from plants, animals and/or micro-organisms, including products, by- 
products, residues and waste from agriculture, forestry and related 
industries as well as the nonfossilized and biodegradable organic 
fractions of industrial and municipal wastes, including gases and lig- 
uids recovered from the decomposition of nonfossilized and biodegrada- 


ble organic material. 
Btock. A generic concept used in energy simulation. It can include one 


or more thermal zones. It represents a whole building or portion of a 
building with the same use type served by the same HVAC system type. 
BOILER, MODULATING. A boiler that is capable of more than a single firing 
rate in response to a varying temperature or heating load. 

BOILER sySTEM. One or more boilers, their piping and controls that work 
together to supply steam or hot water to heat output devices remot 
from the boiler. 
BUBBLE POINT. The refrigerant liquid saturation temperature at a specified 
pressure. 

BUILDING. Any structure used or intended for supporting or sheltering any 
use or occupancy, including any mechanical systems, service water 
heating systems and electric power and lighting systems located on the 
building site and supporting the building. 

BUILDING COMMISSIONING. A process that verifies and documents that the build- 
ing systems have been installed and function according to the approved 
construction documents. 

BUILDING ENTRANCE. Any doorway, set of doors, revolving door, vestibule or 
other form of portal (including elevator doors such as in parking ga- 
rages) that is ordinarily used to gain access to the building or to 
exit from the building by its users and occupants. This does not in- 
clude doors solely used to directly enter mechanical, electrical and 


other building utility service equipment rooms, or doors for emergency 


egress only. Where buildings have separate one-way doors to enter or 
leave, any doors ordinarily used to leave the building are also deemed 


a building entrance. 
BUILDING SITE. A contiguous area of land that is under the ownership or 


control of one entity. 
BUILDING THERMAL ENVELOPE. The below-grade walls, above-grade walls, floors, 
ceilings, roofs, and any other building element assemblies that ((eA=— 
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)) meet one 


or more of the following criteria: 
Separates conditioned areas of all types from unconditioned or 
unenclosed areas. 

2. Separates conditioned areas of differing types including ele- 
ments between fully conditioned areas, low energy, semi-heated, green- 
house, and refrigerated areas. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20202, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20202, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20202, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20203 Section C202.3—C. 


C-FACTOR (THERMAL CONDUCTANCE). The coefficient of heat transmission (surface to 
surface) through a building component or assembly, equal to the time 
rate of heat flow per unit area and the unit temperature difference 
between the warm side and cold side surfaces (Btu/h ft? x °F) [W/ (m? x 
K)]. 
CAPTIVE KEY DEVICE. A lighting control that will not release the key that 
activates the override when the lighting is on. 
CAVITY INSULATION. Insulating material located between framing members. 
CEILING FAN. A nonportable device suspended from a ceiling or overhead 
structure for circulating air via the rotation of the blades. See also 
LARGE-DIAMETER CEILING FAN. 
CERTIFIED COMMISSIONING PROFESSIONAL. An individual who is certified by an 
ANSI/ISO/IEC 17024:2012 accredited organization to lead, plan, coordi- 
nate and manage commissioning teams and implement the commissioning 
process. 
CHANGE oF occupancy. A change in the use of a building or a portion of a 
building that results in any of the following: 

1. A change of occupancy classification. 

2. A change from one group to another group within an occupancy 
classification. 

3. Any change in use within a group for which there is a change 
in the application of the requirements of this code. 
CIRCULATING HOT WATER SYSTEM. A specifically designed water distribution system 
where one or more pumps are operated in the service hot water piping 
to circulate heated water from the water-heating equipment to the fix- 
ture supply and back to the water-heating equipment. 
CLERESTORY FENESTRATION. SCC "'FENESTRATION. " 
CLIMATE ZONE. A geographical region based on climatic criteria as speci- 
fied in this code. 
CODE OFFICIAL. The officer or other designated authority charged with the 
administration and enforcement of this code, or a duly authorized rep- 
resentative. 
COEFFICIENT OF PERFORMANCE (COP) - cooLING. The ratio of the rate of heat removal to 
the rate of energy input, in consistent units, for a complete refrig- 
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erating system or some specific portion of that system under designa- 
ted operating conditions. 
COEFFICIENT OF PERFORMANCE (COP) - HEATING. The ratio of the rate of heat removal to 
the rate of heat delivered to the rate of energy input, in consistent 
units, for a complete heat pump system, including the compressor and, 
if applicable, auxiliary heat, under designated operating conditions. 
COMMERCIAL BUILDING. For this code, all buildings that are not included in 
the definition of "Residential buildings." 

COMMUNITY RENEWABLE ENERGY system. An off-site renewabl nergy system for which 
the owner has purchased or leased renewabl nergy capacity along with 
other subscribers. 

COMPRESSED AIR sysTeM. A system of at least one compressor providing com- 
pressed air at 40 psig or higher. 

COMPUTER ROM. A room whose primary function is to house equipment for the 
processing and storage of electronic data and that has a design total 
information technology equipment (ITE) equipment power density less 


than or equal to 20 watts per square foot (215 watts per m2) of condi- 
tioned floor area or a design ITE equipment load less than or equal to 
10 kW. See also DATA cENTER. 

CONDENSING WNIT. A factory-made assembly of refrigeration components de- 
Signed to compress and liquefy a specific refrigerant. The unit con- 
sists of one or more refrigerant compressors, refrigerant condensers 
(air-cooled, evaporatively cooled, or water-cooled), condenser fans 
and motors (where used) and factory-supplied accessories. 

CONDITIONED FLOOR AREA. The horizontal projection of the floors associated 
with the conditioned space. 

CONDITIONED SPACE. An area, room or space that is enclosed within the build- 
ing thermal envelope and that is directly heated or cooled or that is 
indirectly heated or cooled. Spaces are indirectly heated or cooled 
where they communicate through openings with conditioned spaces, where 
they are separated from conditioned spaces by uninsulated walls, 
floors or ceilings, or where they contain uninsulated ducts, piping or 
other sources of heating or cooling. Elevator shafts, stair enclo- 
sures, enclosed corridors connecting conditioned spaces, and enclosed 
Spaces through which conditioned air is intentionally transferred at a 
rate exceeding three air changes per hour are considered conditioned 


spaces for the purposes of the building thermal envelope requirements. 
CONTINUOUS INSULATION (cI). Insulating material that is continuous across all 
structural members without metal thermal bridges other than fasteners 
that have a total cross-sectional area not greater than 0.04 percent 
0.12 percent where all metal thermal bridges are stainless steel) of 
the envelope surface through which they penetrate, and service open- 
ings. It is installed on the interior or exterior or is integral to 
any opaque surface of the building envelope. 
CONTROLLED PLANT GROWTH ENVIRONMENT. Group F and U buildings or spaces that are 
used exclusively for and specifically controlled to facilitate and en- 
hance plant growth and production by manipulating various indoor envi- 
ronmental conditions. Technologies include indoor agriculture, canna- 
bis growing, hydroponics, aquaculture and aquaponics. Controlled in- 
door environment variables include, but are not limited to, tempera- 
ture, air quality, humidity, and carbon dioxide. 
CONTROLLED RECEPTACLE. An electrical receptacle that is controlled by an au- 
tomatic control device. 
CURTAIN WALL. Fenestration products used to create an external nonload- 
bearing wall that is designed to separate the exterior and interior 
environments. 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20203, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. oe 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51 1C-20203, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-20203, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, © 
51-11C-20203, filed 2/1/13, effective 7/1/13. 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20204 Section C202.4—D. 


DATA ACQUISITION systeEM. An electronic system managed by the building owner to 
collect, tabulate and display metering information. 

DATA CENTER. A room or series of rooms that share data center systems 
whose primary function is to house equipment for the processing and 
storage of electronic data, which has a design total information tech- 
nology equipment (ITE) power density exceeding 20 watts per square 


foot (215 watts per m?) of conditioned area and a total design ITE 
equipment load greater than 10 kW. 

DATA CENTER sysTEMS. HVAC systems, electrical systems, equipment, or por- 
tions thereof used to condition ITE or electrical systems in a data 
center. 
DAYLIGHT RESPONSIVE conTROL. A device or system that provides automatic control 
of electric light levels based on the amount of daylight in a space. 
DAYLIGHT zonE. The portion of the building interior floor area that is il- 
luminated by natural daylight through sidelit and toplit fenestration. 
DECORATIVE APPLIANCE, VENTED. A vented appliance wherein the primary function 
lies in the aesthetic effect of the flames. 


DEDICATED OUTDOOR AIR SYSTEM (DOAS). A ventilation system that supplies 100 per- 
cent outdoor air primarily for the purpose of ventilation without re- 
quiring operation of a space-conditioning system fan for outdoor air 
delivery. 

DEMAND CONTROL KITCHEN VENTILATION (DcKv). A system that provides automatic, contin- 
uous control over exhaust hood, where required, and make-up air fan 
speed in response to one or more sensors that monitor cooking activity 


or through direct communication with cooking appliances. 
DEMAND CONTROL VENTILATION (DCV). A ventilation system capability that provides 


for the automatic reduction of outdoor air intake below design rates 
when the actual occupancy of spaces served by the system is less than 
design occupancy. 
DEMAND RECIRCULATION WATER sysTEM. A water distribution system having one or more 
recirculation pumps that pump water from a heated water supply pipe 
back to the heated water source through a cold water supply pipe. 

DEMAND RESPONSE SIGNAL. A signal that indicates a price or a request to modi- 
fy electricity consumption for a limited time period. 
DEMAND RESPONSIVE CONTROL. A control capable of receiving and automatically 
responding to a demand response signal. 
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DESICCANT DEHUMIDIFICATION SYSTEM. A mechanical dehumidification technology that 
uses a solid or liquid material to remove moisture from the air. 

DIRECT DIGITAL CONTROL (ppc). A type of control where controlled and monitored 
analog or binary data such as temperature and contact closures are 
converted to digital format for manipulation and calculations by a 
digital computer or microprocessor, then converted back to analog or 
binary form to control physical devices. 

DIRECTLY OWNED OFF-SITE RENEWABLE ENERGY system. An off-site renewable energy system 
owned by the building project owner. 

poor, GARAGE. Nonswinging doors rated by ((ASMA)) DASMA 105 with a single 
panel or horizontally hinged sectional panels. 

poor, NoNswincinc. Roll-up, tilt-up, metal coiling and sliding doors, access 
hatches, and all other doors that are not swinging doors or garage 
doors with less than or equal to 14 percent glazing. 

Door, swinciInc. Doors that are hinged on one side and revolving doors. 

puctr. A tube or conduit utilized for conveying air. The air passages of 
self-contained systems are not to be construed as air ducts. 

puct system. A continuous passageway for the transmission of air that, in 
addition to ducts, includes duct fittings, dampers, plenums, fans and 
accessory air-handling equipment and appliances. 

DWELLING WNIT. A Single unit providing complete independent living facili- 
ties for one or more persons, including permanent provisions for liv- 
ing, sleeping, eating, cooking and sanitation. 

DX-DEDICATED OUTDOOR AIR SYSTEM UNITS (DX-DOAS UNITS). A type of air-cooled, water- 
cooled or water source factory assembled product that dehumidifies 100 
percent outdoor air to a low dew point and includes reheat that is ca- 
pable of controlling the supply dry-bulb temperature of the dehumidi- 
fied air to the designated supply air temperature. This conditioned 
outdoor air is then delivered directly or indirectly to the condi- 
tioned spaces. It may precondition outdoor air by containing an en- 
thalpy wheel, sensible wheel, desiccant wheel, plate heat exchanger, 
heat pipes, or other heat or mass transfer apparatus. 

DYNAMIC GLAZING. Any fenestration product that has the fully reversible 
ability to change its performance properties, including U-factor, 
SHGG;. or VT. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20204, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. oz?) 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-20204, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-20204, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-20204, filed 2/1/13, effective 7/1/13. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20205 Section C202.5—E. 
ECONOMIZER, AIR. A duct and damper arrangement and automatic control system 
that allows a cooling system to supply outside air to reduce or elimi- 
nate the need for mechanical cooling during mild or cold weather. 
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ECONOMIZER, WATER. A System where the supply air of a cooling system is 
cooled indirectly with water that is itself cooled by heat or mass 
transfer to the environment without the use of mechanical cooling. 


ENCLOSED SPACE. A volume surrounded by solid surfaces such as walls, 
floors, roofs, and openable devices such as doors and operable win- 
dows. Unconditioned crawlspaces, attics, and parking garages with nat- 
ural or mechanical ventilation are not considered enclosed spaces. 

END USE CATEGORY. A load or group of loads that consume energy in a common 
or Similar manner. 

ENERGY ANALYSIS. A method for estimating the annual energy use of the pro- 
posed design and standard reference design based on estimates of ener- 
gy use. 

ENERGY cost. The total estimated annual cost for purchased energy for the 
building functions regulated by this code, including applicable demand 
charges. 
ENERGY RECOVERY VENTILATION system. Systems that employ air-to-air heat exchang- 
ers to recover energy from exhaust air for the purpose of preheating, 
precooling, humidifying or dehumidifying outdoor ventilation air prior 
to supplying the air to a space, either directly or as part of an HVAC 
system. 
ENERGY SIMULATION TOOL. An approved software program or calculation-based 
methodology that projects the annual energy use of a building. 

ENERGY SOURCE METER. A meter placed at the source of the incoming energy 
that measures th nergy delivered to the whole building or metered 
space. 

ENTHALPY RECOVERY RATIO (ERR). Change in the enthalpy of the outdoor air supply 
divided by the difference between the outdoor air and entering exhaust 
air enthalpy, expressed as a percentage. 

ENTRANCE DOOR. A vertical fenestration product used for occupant ingress, 
egress and access in nonresidential buildings including, but not limi- 
ted to, exterior entrances utilizing latching hardware and automatic 
closers and containing over 50 percent glazing specifically designed 
to withstand heavy duty usage. 

EQUIPMENT ROM. A space that contains either electrical equipment, mechani- 
cal equipment, machinery, water pumps or hydraulic pumps that are a 
function of the building's services. 

EXTERIOR WALL. Walls including both above-grade walls and below-grade 
walls. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20205, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20205, filed 2/1/13, 
effective 7/1/13.] 


Certified on 7/13/2022 [ 303 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20206 Section C202.6—F. 


FAN, EMBEDDED. A fan that is part of a manufactured assembly where the as- 
sembly includes functions other than air movement. 

FAN ARRAY. Multiple fans in parallel between two plenum sections in an 
air distribution system. 

FAN BRAKE HORSEPOWER (BHP). The horsepower delivered to the fan's shaft. Brake 
horsepower does not include the mechanical drive losses (belts, gears, 
Cbs) 


a direct-deiven_fan,te—ai+_pewer-) ) 


FAN ELECTRICAL INPUT POWER (Fan kW, : . The electrical input power in kilo- 


watts required to operate an individual fan or fan array at design 

conditions. It includes the power consumption of motor controllers, if 
present. 
FAN ENERGY INDEX (FEI). The ratio of the electric input power of a reference 


fan to the electric input power of the actual fan as calculated in ac- 
cordance with AMCA 208. 


Fan system. Includes all the fans that contribute to the movement of air 


through a point of a common duct, plenum, or cabinet. 

FAN SYSTEM, COMPLEX. A fan system that combines supply, exhaust and/or other 
fans, or is not captured by other fan system types. 

FAN SYSTEM, EXHAUST/RELIEF. A fan system dedicated to the removal of air from 
interior spaces to the outdoors. 

FAN SYSTEM, MULTI-ZONE VARIABLE AIR VOLUME (VAV). A fan system that serves three or 
more space-conditioning zones where airflow to each zone is individu- 
ally controlled based on heating, cooling and/or ventilation require- 
ments, indoor fan airflow varies as a function of load, and the sum of 
the minimum zone airflows is 40 percent or less of the fan system de- 
sign conditions. 
FAN SYSTEM, RETURN. A fan system dedicated to removing air from interior 
where some or all the air is to be recirculated except during econo- 
mizer operation. 

FAN SYSTEM, SINGLE-CABINET. A fan system where a single fan, single fan array, 
a single set of fans operating in parallel, or fans or fan arrays in 
series and embedded in the same cabinet, that both supplies air to a 
space and recirculates the air. 

FAN SYSTEM, SUPPLY-onLY. A fan system that provides supply air to interior 
spaces and does not recirculate the air. 

FAN SYSTEM, TRANSFER. A fan system that exclusively moves air from one occu- 


pied space to another. 

FAN SYSTEM AIRFLOW (cfm). The sum of the airflow of all fans with fan elec- 
trical input power greater than 1 kW at fan system design conditions, 

excluding the airflow that passes through downstream fans with fan in- 


put power less than 1 kW. 

FAN SYSTEM BHP. The sum of the fan brake horsepower of all fans that are 
required to operate at fan system design conditions to supply air from 
the heating or cooling source to the conditioned space(s) and return 
it to the source or exhaust it to the outdoors. 

FAN SYSTEM DESIGN CONDITIONS. Operating conditions that can be expected to oc- 
cur during normal system operation that result in the highest supply 


fan airflow rate to conditioned spaces served by the system, other 
than during air economizer operation. 
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FAN SYSTEM ELECTRICAL INPUT POWER (Fan kW : . The sum of the fan elec- 


trical input power (Fan kWaesign) of all fans that are required to op- 


erate at fan system design conditions to supply air from the heating 
or cooling source to the conditioned spaces, return it to the source, 
exhaust it to the outdoors, or transfer it to another space. 
FAN SYSTEM MOTOR NAMEPLATE HP. The sum of the motor nameplate horsepower of all 
fans that are required to operate at design conditions to supply air 
from the heating or cooling source to the conditioned space(s) and re- 
turn it to the source or exhaust it to the outdoors. 
FAULT DETECTION AND DIAGNOSTICS (FDD) systEM. A software platform that utilizes 
building analytic algorithms to convert data provided by sensors and 
devices to automatically identify faults in building systems and pro- 
vide a prioritized list of actionable resolutions to those faults 
based on cost or energy avoidance, comfort and maintenance impact. 
FENESTRATION. Products classified as either skylights or vertical fenes- 
tration. 
sxyticuts. Glass or other transparent or translucent glazing materi- 
al installed at a slope of less than 60 degrees (91.05 rad) from 
horizontal, including unit skylights, tubular daylighting devices 
and glazing materials in solariums, sunrooms, roofs, greenhouses, 
and sloped walls. 
VERTICAL FENESTRATION. Windows that are fixed or operable, doors with 
more than 50 percent glazed area and glazed block composed of 
glass or other transparent or translucent glazing materials and 
installed at a slope not less than 60 degrees (91.05 rad) from 
horizontal. Opaque areas such as spandrel panels are not consid- 
ered vertical fenestration. 
CLERESTORY FENESTRATION. An upper region of vertical fenestration provi- 
ded for the purpose of admitting daylight beyond the perimeter of 
a space. Th ntire clerestory fenestration assembly is installed 
at a height greater than 8 feet above the finished floor. 
FENESTRATION AREA. TOtal area of the fenestration measured using the rough 
opening, and including the glazing, sash and frame. 
FENESTRATION PRODUCT, FIELD-FABRICATED. A fenestration product whose frame is made 
at the construction site of standard dimensional lumber or other mate- 
rials that were not previously cut, or otherwise formed with the spe- 
cific intention of being used to fabricate a fenestration product or 
exterior door. Field fabricated does not include site-built fenestra- 
tion. 
FENESTRATION PRODUCT, SITE-BUILT. A fenestration designed to be made up of field- 
glazed or field-assembled units using specific factory cut or other- 
wise factory-formed framing and glazing units. Examples of site-built 
fenestration include storefront systems, curtain walls, and atrium 
roof systems. 
F-ractor. The perimeter heat loss factor for slab-on-grade floors (Btu/h 
x ft x °p) [W/(m x K)]. 
FLOOR AREA, NET. The actual occupied area not including unoccupied accesso- 
ry areas such as corridors, stairways, toilet rooms, mechanical rooms 
and closets. 
FURNACE ELECTRICITY RATIO. The ratio of furnace electricity use to total fur- 
nace energy computed as ratio = (3.412 x Egg) /1000 x Ep + 3.412 x Eag) 
where Ear (average annual auxiliary electrical consumption) and Ep 
(average annual fuel energy consumption) are defined in Appendix N to 
Subpart B of Part 430 of Title 10 of the Code of Federal Regulations 
and Ep is expressed in millions of Btus per year. 


Certified on 7/13/2022 [ 305 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20206, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20206, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20206, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20207 Section C202.7—G. 


GENERAL LIGHTING. Interior lighting that provides a substantially uniform 
level of illumination throughout ((am-erea)) a space. General lighting 
shall not include lighting that provides a dissimilar level of illumi- 
nation to serve a specific application or decorative feature within 
such area. 
GREENHOUSE. A ( (pexemanent)) structure or a thermally isolated area of a 
building that maintains a specialized sunlit environment ( (thet—+s 
used)) exclusively used for, and is essential to, the cultivation, 
protection or maintenance of plants. Greenhouses are those that are 
erected for a period of 180 days or more. 
croup R. Buildings or portions of buildings that contain any of the fol- 
lowing occupancies as established in the International Building Code: 
Tla (Group R= i; 
2. Group R-2 where located more than three stories in height 
above grade plane. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20207, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20207, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20207, filed 2/1/13, ef- 
fective: 77/1/13.) 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20208 Section C202.8—H. 


HEAT TRAP. An arrangement of piping and fittings, such as elbows, or a 
commercially available heat trap that prevents thermosyphoning of hot 
water during standby periods. 

HEAT TRAP, PIPE CONFIGURED. A pipe configured heat trap is either, as applica- 
ble: 


1. A device specifically designed for the purpose or an arrange- 
ment of tubing that forms a loop of 360 degrees; or 

2. Piping that from the point of connection to the water heater 
(inlet or outlet) includes a length of piping directed downward before 
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connection to the vertical piping of the supply water or hot-water 
distribution system. 
HEATED SLAB-ON-GRADE FLOOR. Slab-on-grade floor construction in which the heat- 
ing elements, hydronic tubing, or hot air distribution system is in 
contact with, or placed within or under, the slab. 

HEATED WATER CIRCULATION sysTEM. A water distribution system having one or more 
recirculation pumps that pump water from a heated water source through 
a dedicated hot water circulation pipe or piping system. 

HIGH SPEED DOOR. A nonswinging door used primarily to facilitate vehicular 
access or material transportation, with a minimum opening rate of 32 
inches (813 mm) per second, a minimum closing rate of 24 inches (610 
mm) per second and that includes an automatic-closing device. 

HISTORIC BUILDINGS. ( (Btti+dinegs—that—are sted _in—er etigibte_fer Hsting 

f ; ; ; 
nana separa S asd ooh = E E ee a E 


-)) Any building or structure 


that is one or more of the following: 
1. Listed, or certified as eligible for listing, by the State 
Historic Preservation Officer or the Keeper of the National Register 
of Historic Places, in the National Register of Historic Places. 

2. Designated as historic under an applicable state or local law. 

3. Certified as a contributing resource within a National Regis- 
ter-listed, state-designated or locally designated historic district. 
HUMIDIstaT. A regulatory device, actuated by changes in humidity, used 
for automatic control of relative humidity. 
HVAC TOTAL SYSTEM PERFORMANCE RATIO (HVAC TSPR). The ratio of the sum of a building's 
annual heating and cooling load in thousands of Btus to the sum of an- 
nual carbon emissions in pounds from energy consumption of the build- 
ing HVAC systems. Carbon emissions shall be calculated by multiplying 
site energy consumption by the carbon emission factors from Table 
C407.1. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, $ 51-11C-20208, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20208, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20208, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20209 Section C202.9—I. 


IEC DESIGN H MOTOR. An electric motor that meets all of the following: 


1. It is an induction motor designed for use with three-phase 
power. 

2. It contains a cage rotor. 

3. It is capable of direct-on-line starting. 

4. It has 4, 6 or 8 poles. 

5. It is rated from 0.4 kW to 1600 kW at a frequency of 60 Hz. 


IEC DESIGN N MOTOR. An electric motor that meets all of the following: 
1. It is an inductor motor designed for use with three-phase pow- 


er. 


2. It contains a cage rotor. 
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3. It is capable of direct-on-line starting. 

4. It has 2, 4, 6 or 8 poles. 

5. It is rated from 0.4 kW to 1600 kW at a frequency of 60 Hz. 
INFILTRATION. The uncontrolled inward air leakage into a building caused 
by the pressur ffects of wind or the effect of differences in the 
indoor and outdoor air density or both. 

INFORMATION TECHNOLOGY EQUIPMENT (ITE). ( (ffE—imetides)) Items including computers, 


data storage, servers ( (and netwerk/communicatieons)), network, and 
communication equipment. 
INSULATION ENTIRELY ABOVE DECK. A roof with all insulation: 

1. Installed above (outside of) the roof structure; and 

2. Continuous (i.e., uninterrupted by framing members). 
INTEGRATED ENERGY EFFICIENCY RATIO (IEER). A Single-number figure of merit express- 
ing cooling part-load EER efficiency for unitary air-conditioning and 
heat pump equipment on the basis of weighted operation at various load 
capacities for the equipment. 
INTEGRATED HVAC system. An HVAC system designed to handle both sensible and 
latent heat removal. Integrated HVAC systems may include, but are not 
limited to, HVAC systems with a sensible heat ratio of 0.65 or less 
and the capability of providing cooling, dedicated outdoor air sys- 
tems, Single package air conditioners with at least one refrigerant 
circuit providing hot gas reheat, and stand-alone dehumidifiers modi- 
fied to allow external heat rejection. 
INTEGRATED PART LOAD VALUE (IPLV). A Single number figure of merit based on part- 
load EER, COP, or kW/ton expressing part-load efficiency for air con- 
ditioning and heat pump equipment on the basis of weighted operation 
at various load capacities for equipment. 
INTEGRATED SEASONAL COEFFICIENT OF PERFORMANCE (ISCOP) . A seasonal efficiency number 
that is a combined value based on the formula listed in AHRI Standard 
920 of the two COP values for the heating season of a DX-DOAS unit wa- 
ter or air source heat pump, expressed in W/W. 
INTEGRATED SEASONAL MOISTURE REMOVAL EFFICIENCY (ISMRE). A Seasonal efficiency number 
that is a combined value based on the formula listed in AHRI Standard 
920 of the four dehumidification moisture removal efficiency (MRE) 
ratings required for DX-DOAS units, expressed in lb. of moisture/kWh. 
INTERNAL CURTAIN sysTEM. A system consisting of moveable panels of fabric or 
plastic film used to cover and uncover the space enclosed in a green- 
house on a daily basis. 
ISOLATION DEVICES. Devices that isolate HVAC zones so they can be operated 
independently of one another. Isolation devices include separate sys- 
tems, isolation dampers and controls providing shutoff at terminal 
boxes. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20209, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20209, filed 1/19/16, arree 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20209, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20212 Section C202.12—L. 


LABELED. Equipment, materials or products to which have been affixed a 
label, seal, symbol or other identifying mark of a nationally recog- 
nized testing laboratory, approved agency or other organization con- 
cerned with product evaluation that maintains periodic inspection of 
the production of the above-labeled items and whose labeling indicates 
either that the equipment, material or product meets identified stand- 
ards or has been tested and found suitable for a specified purpose. 


LARGE-DIAMETER CEILING FAN. A ceiling fan that is greater than seven feet (2134 
mm) in diameter. These fans are sometimes referred to as High-Volume, 
Low-Speed (HVLS) fans. 
LARGEST NET CAPACITY INCREMENT. The largest increase in capacity when switching 
between combinations of base compressors that is expected to occur un- 


der the compressed air system control scheme. 
LINER SYSTEM (LS). A system that includes the following: 

1. A continuous vapor barrier liner membrane that is installed 
below the purlins and that is uninterrupted by framing members. 

2. An uncompressed, unfaced insulation resting on top of the lin- 
er membrane and located between the purlins. 

For multilayer installations, the last rated R-value of insula- 
tion is for unfaced insulation draped over purlins and then compressed 
when the metal roof panels are attached. 
Listep. Equipment, materials, products or services included in a list 
published by an organization acceptable to the code official and con- 
cerned with evaluation of products or services that maintains periodic 
inspection of production of listed equipment or materials or periodic 
evaluation of services and whose listing states either that the equip- 
ment, material, product or service meets identified standards or has 
been tested and found suitable for a specified purpose. 
LOW-CARBON DISTRICT ENERGY EXCHANGE sysTeM. Any system serving multiple buildings 


providing energy in the form of a circulated fluid that can accept or 
reject heat from individual buildings. Energy can be indirectly con- 


verted to meet building heating or cooling loads by serving as the 


heat source or sink for heat-pump systems. Examples include, but are 


not limited to, low temperature condenser water, ground source con- 


denser water, or sewer heat recovery. 


Low-carbon district energy exchange systems must demonstrate that 
25 percent of the annual district-system-net-load-met (sum of heatin 


and cooling energy provided to attached buildings) comes from heat re- 
covery between connected buildings, waste heat, or renewable energy 
resources and no more than 25 percent of the annual heat input to the 


system comes from fossil fuel or electric-resistance sources. 
LOW-CARBON DISTRICT HEATING AND COOLING OR HEATING ONLY SYSTEM. Any system serving multiple 


buildings providing energy in the form of direct heating and cooling, 
or heating only to a building. Energy can be directly converted to 


meet building heating or cooling loads through a heat exchanger. Exam- 
les include, but are not limited to, steam, hot water, and chilled 


water. 
Low-carbon district systems must demonstrate the following: 


1. Distribution losses must be accounted for and may not exceed 
10 percent of the annual load delivered to buildings served by the 


system. 


Certified on 7/13/2022 [ 309 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


2. Twenty-five percent of the annual district-system-net-load-met 
(sum of heating and cooling energy provided to attached buildings) 
comes from heat recovery between connected buildings, waste heat or 
renewable energy resources and no more than 25 percent of the annual 
heat input to the system comes from fossil fuel or electric resistance 
sources; or 
3. No more than 10 percent of the system annual heat input to the 
system comes from fossil fuel or electric resistance sources. 
LOW-SLOPED ROOF. A roof having a slope less than 2 units vertical in 12 
units horizontal. 
LOW-VOLTAGE DRY-TYPE DISTRIBUTION TRANSFORMER. A transformer that is air-cooled, does 
not use oil as a coolant, has an input voltage less than or equal to 
600 volts and is rated for operation at a frequency of 60 hertz. 
LOW-VOLTAGE LIGHTING. A lighting system consisting of an isolating power sup- 
ply, the low voltage luminaires, and associated equipment that are all 
identified for the use. 
LUMINAIRE. A complete lighting unit consisting of a lamp or lamps togeth- 
er with the housing designed to distribute the light, position and 
protect the lamps, and connect the lamps to the power supply. 
LUMINAIRE-LEVEL LIGHTING CONTROL. A lighting system consisting of one or more lu- 
minaires where each luminaire has embedded lighting control logic, oc- 
cupancy and ambient light sensors, and local override switching capa- 
bility, where required. Each luminaire shall also have local or cen- 
tral wireless networking capabilities to detect and share information 
with other luminaires to adjust to occupancy and/or daylight in the 
space. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20212, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 17-10-062, § 51-11C-20212, filed 
5/2/17, effective 6/2/17; WSR 16-24-070, § 51-11C-20212, filed 
12/6/16, effective 5/1/17. Statutory Auichor ees RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-20212, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-20212, filed 2/1/13, effective 7/1/13. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20213 Section C202.13—M. 


MANUAL. Capable of being operated by personal intervention (see "Auto- 
matic"). 


MASS TRANSFER DECK SLAB ((£DGE)). ( (FRat—pertien of the abeve-grade watt _made—_p 


space on the outside of the upper wall. The area of the slab edge 
shall be defined as the thickness of the slab multiplied by the ((pe- 


¥imeter)) length of the edge condition. Examples of this condition in- 
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clude, but are not limited to, the transition from an above-grade 
structure to a below-grade structure or the transition from a tower to 
a podium. A cantilevered ( (bateecnies—de—-nret mect +his—_definitien) ) 
concrete balcony does not constitute a mass transfer deck slab. 


Mass Transfer 
Deck Slab Edge 


Conditioned 
Space Mass Transfer Deck Slab 


Exterior or 
Unconditioned 
Space 


Conditioned or 
Unconditioned 
Space 


MECHANICAL CooLING. Reducing the temperature of a gas or liquid by using va- 
por compression, absorption, desiccant dehumidification combined with 
evaporative cooling, or another energy-driven thermodynamic cycle. In- 
direct or direct evaporative cooling alone is not considered mechani- 
cal cooling. 
MECHANICAL HEATING. Raising the temperature of a gas or liquid by use of 
fossil fuel burners, electric resistance heaters, heat pumps, or other 
systems that require energy to operate. 
MECHANICAL LOAD COEFFICIENT (MLC). In a data center, the ratio of the cooling 
system's net use of energy to that of the ITE. ( (PRe-design 44¢-is 
eatecuteted _—tfer—ateeat peakweather_econdition_tstiputeted 57 ASHRAE 
Stande.-d So} —ascd-esquats—_he—sst =e Lt eee ese isd eet Ath 
put—_pewer,_divided by total- pewer inte the fe-)) The annual MLC is 
calculated using hourly ( (PM¥8)) weather data for the data center's 
location and equals the sum of all energy flowing into the cooling 
system to respond to that weather, minus any energy successfully re- 
covered to avoid any new energy use, all divided by the energy flowing 
into the ITE during the same period. 
MECHANICAL ROM. A room or space in which mechanical equipment and applian- 
ces are located that has sufficient room for access and maintenance of 
the equipment or appliances with room energy doors closed. 
METAL BUILDING ROOF. A roof that: 
1. Is constructed with a metal, structural, weathering surface; 
2. Has no ventilated cavity; and 
3. Has the insulation entirely below deck (i.e., does not include 
composite concrete and metal deck construction nor a roof framing sys- 
tem that is separated from the superstructure by a wood substrate) and 
whose structure consists of one or more of the following configura- 
tions: 
a. Metal roofing in direct contact with the steel framing mem- 


bers; 


b. Metal roofing separated from the steel framing members by in- 
sulation; 
c. Insulated metal roofing panels installed as described in a or 


Bs 
METAL BUILDING WALL. A wall whose structure consists of metal spanning mem- 
bers supported by steel structural members (i.e., does not include 
spandrel glass or metal panels in curtain wall systems). 

METER. A device that measures the flow of energy. 
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MICROCELL. A wireless communication facility consisting of an antenna 
that is either: (a) Four (4) feet in height and with an area of not 
more than 580 square inches; or (b) if a tubular antenna, no more than 
four (4) inches in diameter and no more than six (6) feet in length; 
and the associated equipment cabinet that is six (6) feet or less in 
height and no more than 48 square feet in floor area. 

MULTI-PASS HEAT PUMP WATER HEATER. A heat pump water heater control strategy re- 
quiring multiple passes of water through the heat pump to reach the 
final target storage water temperature. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20213, filed 11/26/19, effec- 
tive. 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20213, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20213, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20214 Section C202.14—N. 
NAMEPLATE HORSEPOWER. The nominal motor output power rating stamped on the 
motor nameplate. 
NEMA DESIGN A MOTOR. A Squirrel-cage motor that meets all of the following: 


1. It is designed to withstand full-voltage starting and develop- 
ing locked-rotor torque as shown in paragraph 12.38.1 of NEMA MG 1. 
2. It has pull-up torque not less than the values shown in para- 


graph 12.40.1 of NEMA MG 1. 
3. It has breakdown torque not less than the values shown in 
paragraph 12.39.1 of NEMA MG 1. 

4. It has a locked-rotor current higher than the values shown in 
paragraph 12.35.1 of NEMA MG 1 for 60 Hz and paragraph 12.35.2 of NEMA 
MG 1 for 50 Hz. 

5. It has a slip at rated load of less than 5 percent for motors 
with fewer than 10 poles. 
NEMA DESIGN B MOTOR. A Squirrel-cage motor that meets all of the following: 

1. It is designed to withstand full-voltage starting. 

2. It develops locked-rotor, breakdown and pull-up torques ade- 
quate for general application as specified in Sections 12.38, 12.39 
and 12.40 of NEMA MG 1. 

3. It draws locked-rotor current not to exceed the values shown 
in paragraph 12.35.1 of NEMA MG 1 for 60 Hz and paragraph 12.35.2 of 
NEMA MG 1 for 50 Hz. 

4. It has a slip at rated load of less than 5 percent for motors 
with fewer than 10 poles. 
NEMA DESIGN C MOTOR. A Squirrel-cage motor that meets all of the following: 

1. It is designed to withstand full-voltage starting and develop- 
ing locked-rotor torque for high-torque applications up to the values 
shown in paragraph 12.38.2 of NEMA MG 1 (incorporated by reference; 
see Sec. 431.15) « 

2. It has pull-up torque not less than the values shown in para- 
graph 12.40.2 of NEMA MG 1. 
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3. It has breakdown torque not less than the values shown in 
paragraph 12.39.2 of NEMA MG 1. 

4. It has a locked-rotor current not to exceed the values shown 
in paragraph 12.35.1 of NEMA MG 1 for 60 Hz and paragraph 12.35.2 of 
NEMA MG 1 for 50 Hz. 

5. It has a slip at rated load of less than 5 percent. 

NETWORKED GUEST ROOM CONTROL system. A control system, ((aeeessibte)) with access 
from the front desk or other central location associated with a Group 
R-1 building, that is capable of identifying the ((eeeupaney)) rented 
and unrented status of each guest room according to a timed schedule, 
and is capable of controlling HVAC in each hotel and motel guest room 
separately. 
NONSTANDARD PART LOAD VALUE (NPLV). A Single-number part-load efficiency figure 
of merit calculated and referenced to conditions other than IPLV con- 
ditions, for units that are not designed to operate at ARI standard 
rating conditions. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20214, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20214, filed 2/1/13, 
effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20215 Section C202.15—O. 


OCCUPANT SENSOR CONTROL. An automatic control device or system that detects 
the presence or absence of people within an area and causes lighting, 
equipment or appliances to be regulated accordingly. 


ON-SITE RENEWABLE ENERGY. Energy ( (de*eived—from setter radiation, ind aves; 


sn ' ' ' 
7 y 


tecateceon the prefect -stte)) from renewable energy resources harves- 


ted at the building site. 
OPAQUE DooR. A door that is not less than 50 percent opaque in surface 


area. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20215, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20215, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20215, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20216 Section C202.16—P. 
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PERSONAL WIRELESS SERVICE FACILITY. A wireless communication facility (WCF), in- 
cluding a microcell, which is a facility for the transmission and/or 
reception of radio frequency signals and which may include antennas, 
equipment shelter or cabinet, transmission cables, a support structure 
to achieve the necessary elevation, and reception and/or transmission 
devices or antennas. 
PHOTOSYNTHETIC PHOTON EFFICACY (PPE). Photosynthetic photon flux divided by input 
electric power in units of micromoles per second per watt, or micro- 
moles per joule as defined by ANST/ASABE S640. 

POWERED ROOF/WALL VENTILATORS. A fan consisting of a centrifugal or axial impel- 
ler with an integral driver in a weather-resistant housing and with a 
base designed to fit, usually by means of a curb, over a wall or roof 
opening. 
POWER-OVER-ETHERNET LIGHTING (POE). Lighting sources powered by DC current uti- 
lizing Ethernet cables. 

PRIMARY STORAGE. Compressed air storage located upstream of the distribu- 
tion system and any pressure flow regulators. 

PROCESS APPLICATION. A manufacturing, industrial, or commercial procedure or 
activity where the primary purpose is other than conditioning spaces 
and maintaining comfort and amenities for the occupants of a building. 
PROPOSED DESIGN. A description of the proposed building used to estimate 
annual energy use and carbon emissions from energy consumption for de- 
termining compliance based on total building performance and HVAC to- 
tal performance ratio. 

PUBLIC LAVATORY FAUCET. A lavatory faucet that is not intended for private 
use as defined by the Uniform Plumbing Code and that is supplied with 
both potable cold and hot water. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20216, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20216, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20216, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20218 Section C202.18—R. 


RADIANT HEATING system. A heating system that transfers heat to objects and 
surfaces within a conditioned space, primarily by infrared radiation. 
READY access (To). That which enables a device, appliance or equipment to be 
directly reached, without requiring the removal or movement of any 
panel or similar obstruction. 

REFRIGERANT DEW POINT. The refrigerant vapor saturation temperature at a 
specified pressur 
REFRIGERATED WAREHOUSE COOLER. An enclosed storage space that has a total chil- 
led storage area of 3,000 ft* or greater and is designed to maintain a 
temperature of greater than 32°F but less than 55°F. 
REFRIGERATED WAREHOUSE FREEZER. An enclosed storage space that has a total chil- 
led storage area of 3,000 ft? or greater and is designed to maintain a 
temperature at or below 32°F. 
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REFRIGERATION SYSTEM, LOW TEMPERATURE. Systems for maintaining food product ina 
frozen state in refrigeration applications. 

REFRIGERATION SYSTEM, MEDIUM TEMPERATURE. SyStems for maintaining food product 
above freezing in refrigeration applications. 

REGISTERED DESIGN PROFESSIONAL. An individual who is registered or licensed to 
practice their respective design profession as defined by the statuto- 
ry requirements of the professional registration laws of the state or 
jurisdiction in which the project is to be constructed. 

RENEWABLE ENERGY RESOURCES. Energy derived from solar radiation, wind, waves, 
tides, biogas, biomass or extracted from hot fluid or steam heated 
within the earth. 

RENEWABLE POWER PURCHASE AGREEMENT. A power purchase agreement for off-site re- 
newable energy where the owner agrees to purchase renewabl nergy 
output and the associated renewabl nergy certificates at a fixed 
price schedule. 
REPAIR. The reconstruction or renewal of any part of an existing build- 
ing. 
REPLACEMENT AIR. Outdoor air that is used to replace air removed from a 
building through an exhaust system. Replacement air may be derived 
from one or more of the following: Make-up air, supply air, transfer 
air and infiltration. However, the ultimate source of all replacement 
air is outdoor air. When replacement air exceeds exhaust, the result 
is exfiltration. 

REROOFING. The process of recovering or replacing an existing roof cover- 
ing. See "Roof Recover" and "Roof Replacement." 

RESIDENTIAL BUILDING. For this code, includes detached one- and two-family 
dwellings and multiple single-family dwellings (townhouses) as well as 
Group R-2 and R-3 buildings three stories or less in height above 
grade plane. 

ROOF ASSEMBLY. A system designed to provide weather protection and resist- 
ance to design loads. The system consists of a roof covering and roof 
deck or a single component serving as both the roof covering and the 
roof deck. A roof assembly includes the roof covering, underlayment, 
roof deck, insulation, vapor retarder and interior finish. See also 
attic and other roofs, metal building roof, roof with insulation en- 
tirely above deck and single-rafter roof. 

ROOF RECOVER. The process of installing an additional roof covering over a 
prepared existing roof covering without removing the existing roof 
covering. 

ROOF REPAIR. Reconstruction or renewal of any part of an existing roof for 
the purposes of its maintenance. 

ROOF REPLACEMENT. The process of removing the existing roof covering, re- 
pairing any damaged substrate and installing a new roof covering. 
ROOFTOP MONITOR. A raised section of a roof containing vertical fenestra- 
tion along one or more sides. 
R-VALUE (THERMAL RESISTANCE). The inverse of the time rate of heat flow through 
a body from one of its bounding surfaces to the other surface for a 
unit temperature difference between the two surfaces, under steady 


state conditions, per unit area (h œ» ft? e °F/Btu) [(m* © K)/W]. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20218, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20218, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-054, § 51-11C-20218, filed 11/25/14, effec- 
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tive 5/1/15. Statutory Authority: RCW 19.270 2020, 19.2 7A 025: and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20218, filed 2/1/13, 
effective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20219 Section C202.19—S. 


SATURATED-CONDENSING TEMPERATURE. The saturation temperature corresponding to the 
measured refrigerant pressure at the condenser inlet for single compo- 
nent and azeotropic refrigerants, and the arithmetic average of the 
dew point and bubble point temperatures corresponding to the refriger- 
ant pressure at the condenser entrance for zeotropic refrigerants. 
SEMI-HEATED SPACE. An enclosed space within a building, including adjacent 
connected spaces separated by an uninsulated component (e.g., base- 
ments, utility rooms, garages, corridors), which: 

1. Is heated but not cooled, and has an installed heating system 
output capacity greater than or equal to 3.4 Btu/(h- ft?) but not 
greater than 8 Btu/(h-ft?); 

2. Is not a walk-in ((e*)) cooler, walk-in freezer, refrigerated 
warehouse cooler or refrigerated warehouse freezer space. 
SENSIBLE RECOVERY EFFECTIVENESS. Change in the dry-bulb temperature of the out- 
door air supply divided by the difference between the outdoor air and 
return air dry-bulb temperatures, expressed as a percentage, governed 
by AHRI Standard 1060. 
SERVICE WATER HEATING. Heating water for domestic or commercial purposes oth- 
er than space heating and process requirements. 
SIDELIT. See Section ( (€405.2.4.2)) C405.2.5.2. 
SINGLE-PASS HEAT PUMP WATER HEATER. A heat pump water heater control strategy us- 
ing variable flow or variable capacity to deliver water from the heat 
pump at the final target storage water temperature in a single-pass 
through the heat exchanger with variable incoming water temperatures. 
SINGLE-RAFTER ROOF. A roof where the roof above and the ceiling below are 
both attached to the same wood rafter and where insulation is located 
in the space between these wood rafters. 
skyLicut. See "Fenestration." 
SLAB BELOW GRADE. Any portion of a slab floor in contact with the ground 
which is more than 24 inches below the final elevation of the nearest 
exterior grade. 
SLAB-ON-GRADE FLOOR. That portion of a slab floor of the building envelope 
that is in contact with the ground and that is either above grade or 
is less than or equal to 24 inches below the final elevation of the 
nearest exterior grade. 
SLEEPING UNIT. A room or space in which people sleep, which can also in- 
clude permanent provisions for living, eating, and either sanitation 
or kitchen facilities but not both. Such rooms and spaces that are al- 
so part of a dwelling unit are not sleeping units. 
SMALL ELECTRIC MOTOR. A general purpose, alternating current, single speed 
induction motor. 
SMALL BUSINESS. Any business entity (including a sole proprietorship, cor- 
poration, partnership or other legal entity) which is owned and oper- 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20219, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20219, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20219, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20220 Section C202.20—T. 


TEMPERATURE MAINTENANCE. The system used to maintain the temperature of the 
building service hot water delivery system, typically by circulation 


and reheating or by a heat trace system. 

TEMPORARY GROWING STRUCTURE. A temporary growing structure has sides and roof 
covered with polyethylene, polyvinyl or similar flexible synthetic ma- 
terial and is used to provide plants with either frost protection or 
increased heat retention. Temporary structures are those that are 


erected for a period of less than 180 days. 


TESTING UNIT ENCLOSURE AREA. The area sum of all the boundary surfaces that de- 
fine the dwelling unit, sleeping unit, or occupiable conditioned space 
including top/ceilin bottom/floor and all side walls. This does not 
include interior partition walls within the dwelling unit, sleeping 
unit, or o e conditioned space. Wall height shall be measured 
from the finished floor of the conditioned space to the finished floor 
or roof/ceiling air barrier above. 
THERMAL DISTRIBUTION EFFICIENCY (TDE). The resistance to changes in air heat as 
air is conveyed through a distance of air duct. TDE is a heat loss 
calculation evaluating the difference in the heat of the air between 
the air duct inlet and outlet caused by differences in temperatures 
between the air in the duct and the duct material. TDE is expressed as 


a percent difference between the inlet and outlet heat in the duct. 
THERMOSTAT. An automatic control device used to maintain temperature at a 
fixed or adjustable set point. 
TIME SWITCH CONTROL. An automatic control device or system that controls 
lighting or other loads, including switching off, based on time sched- 
ules. 
TOoPLIT. See Section ( (5-2) ) C405.2.5.3. 

TUBULAR DAYLIGHTING DEVICE (TDD). A nonoperable skylight device primarily de- 


Pag P a 


signed to transmit daylight from a roof surface to an interior ceiling 
surface via a tubular conduit. The device consists of an exterior 
glazed weathering surface, a light transmitting tube with a reflective 
inside surface and an interior sealing device, such as a translucent 


ceiling panel. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20220, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20220, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20220, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 
WAC 51-11C-20221 Section C202.21—U. 


U-FACTOR (THERMAL TRANSMITTANCE). The coefficient of heat transmission (air to 
air) through a building component or assembly, equal to the time rat 
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of heat flow per unit area and unit temperature difference between the 
warm side and cold side air films (Btu/h « ft? ¢ °F) [W/(m2 ° K)]. 
UNCONDITIONED SPACE. An enclosed space within a building that is not a con- 
ditioned space and that is not categorized under Section C402.1.1. 
Crawlspaces, attics and parking garages with natural or mechanical 


ventilation are not considered enclosed spaces. 
UNHEATED SLAB-ON-GRADE FLOOR. A slab-on-grade floor that is not a heated slab- 


on-grade floor. 
UNIFORM ILLUMINATION. A quality of illumination delivered by a lighting sys- 
tem typically comprised of similar fixtures mounted at a regular spac- 
ing interval. This lighting system provides a uniform contrast ratio 

of no greater than 5:1 maximum-to-minimum ratio throughout the entire 
area served, including task areas. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, $ 51-11C-20221, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-20221, filed 2/1/13, effective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-20222 Section C202.22—V. 


VARIABLE REFRIGERANT FLOW SYSTEM. An engineered direct-expansion (DX) refrigerant 
system that incorporates a common condensing unit, at least one varia- 
ble capacity compressor, a distributed refrigerant piping network to 
multiple indoor fan heating and cooling units each capable of individ- 
ual zone temperature control, through integral zone temperature con- 
trol devices and a common communications network. Variable refrigerant 
flow utilizes three or more steps of control on common interconnecting 
piping. 

VENTILATION. The natural or mechanical process of supplying conditioned or 
unconditioned air to, or removing such air from, any space. 
VENTILATION AIR. That portion of supply air that comes from outside 
(outdoors) plus any recirculated air that has been treated to maintain 
the desired quality of air within a designated space. 

VERTICAL FENESTRATION. SCC ''FENESTRATION. " 

VISIBLE TRANSMITTANCE [vr]. The ratio of visible light entering the space 
through the fenestration product assembly to the incident visible 
light, visible transmittance, includes th ffects of glazing material 
and frame and is expressed as a number between 0 and 1. For skylights, 
VT shall be measured and rated in accordance with NFRC 202. 

VISIBLE TRANSMITTANCE - ANNUAL [VT-ANNUAL]. The ratio of visible light entering the 


space through the fenestration product assembly to the incident visi- 
ble light during the course of a year, ( (#+sibte—transmittaneec;) ) 

which includes th ffects of glazing material, frame, and light well 
or tubular conduit, and is expressed as a number between 0 and 1. For 


tubular daylighting devices, VT-annual shall be measured and rated in 
accordance with NFRC 203. 
VOLTAGE DROP. A decrease in voltage caused by losses in the wiring system 
that connect the power source to the load. 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-20222, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-20222, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-20222, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-20223 Section C202.23—W. 


WALK-IN COOLER. An enclosed storage space capable of being refrigerated to 
temperatures above 32°F (0°C) and less than 55°F (12.8°C) that can be 
walked into, has a ceiling height of not less than 7 feet (2134 mm) 
and has a total chilled storage area of less than 3,000 square feet 
(279 m°). 
WALK-IN FREEZER. An enclosed storage space capable of being refrigerated to 
temperatures at or below 32°F (0°C) that can be walked into, has a 
ceiling height of not less than 7 feet (2134 mm) and has a total chil- 
led storage area of less than 3,000 square feet (279 m*) 

waLL. That portion of the building envelope, including opaque area and 
fenestration, that is vertical or tilted at an angle of 60 degrees 
from horizontal or greater. This includes above-grade walls and below- 
grade walls, between-floor spandrels, peripheral edges of floors, 
((aRd)) foundation walls, roof and basement knee walls, dormer walls, 
gable end walls, walls enclosing a mansard roof, and skylight shafts. 
WATER HEATER. Any heating appliance or equipment that heats potable water 
and supplies such water to the potable hot water distribution system. 
WOOD-FRAMED AND OTHER WALLS. All other wall types, including wood stud walls. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-20223, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-20223, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-30310 Section 303.1—Identification. 


C303.1 Identification. Materials, systems and equipment shall be iden- 
tified in a manner that will allow a determination of compliance with 
the applicable provisions of this code. 


C303.1.1 Building thermal envelope insulation. An R-value identifica- 
tion mark shall be applied by the manufacturer to each piece of build- 
ing thermal envelope insulation 12 inches (305 mm) or greater in 
width. Alternately, the insulation installers shall provide a certifi- 
cation listing the type, manufacturer and R-value of insulation in- 
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stalled in each element of the building thermal envelope. For blown or 
sprayed insulation (fiberglass and cellulose), the initial installed 
thickness, settled thickness, settled R-value, installed density, cov- 
erage area and number of bags installed shall be listed on the certif- 
ication. For sprayed polyurethane foam (SPF) insulation, the installed 
thickness of the areas covered and R-value of installed thickness 
shall be listed on the certification. For insulated siding, the R-val- 
ue shall be labeled on the product's package and shall be listed on 
the certification. The insulation installer shall sign, date and post 
the certification in a conspicuous location on the job site. 


EXCEPTION: For roof insulation installed above the deck, the R-value shall be labeled as required by the material standards specified in Table 1508.2 
of the International Building Code. 


C303.1.1.1 Blown or sprayed roof/ceiling insulation. The thickness of 
blown-in or sprayed fiberglass and cellulose roof/ceiling insulation 
shall be written in inches (mm) on markers for every 300 square feet 


(28 m?) of attic area throughout the attic space. The markers shall be 
affixed to the trusses or joists and marked with the minimum initial 
installed thickness with numbers of not less than 1 inch (25 mm) in 
height. Each marker shall face the attic access opening. Spray polyur- 
ethane foam thickness and installed R-value shall be listed on certif- 
ication provided by the insulation installer. 


C303.1.2 Insulation mark installation. Insulating materials shall be 
installed such that the manuf 


facturer's R-value mark is readily observ- 
able upon inspection. For insulation materials that are installed 


without an observable manufacturer's R-value mark, such as blown or 


draped products, an insulation certificate complying with Section 
C303.1.1 shall be left immediately after installation by the instal- 


ler, in a conspicuous location within the building, to certify the in- 
stalled R-value of the insulation material. 


C303.1.3 Fenestration product rating. U-factors of fenestration shall 
be determined as follows: 

1. For windows, doors and skylights, U-factor ratings shall be 
determined in accordance with NFRC 100. 
2. Where required for garage doors and rolling doors, U-factor 
ratings shall be determined in accordance with either NFRC 100 or AN- 
SI/DASMA 105. 
U-factors shall be determined by an accredited, independent labo- 
ratory, and labeled and certified by the manufacturer. 
Products lacking such a labeled U-factor shall be assigned a de- 
fault U-factor from Table C303.1.3(1), C303.1.3(2) or C303.1.3(4). The 
solar heat gain coefficient (SHGC) and visible transmittance (VT) of 
glazed fenestration products (windows, glazed doors and skylights) 
shall be determined in accordance with NFRC 200 by an accredited, in- 
dependent laboratory, and labeled and certified by the manufacturer. 
Products lacking such a labeled SHGC or VT shall be assigned a default 


SHGC or VT from Table C303.1.3(3). For tubular daylighting devices, 


VTannual Shall be measured and rated in accordance with NFRC 203. 
EXCEPTION: Units without NFRC ratings produced by a small business may be assigned default U-factors from Table C303.1.3(5) for vertical 


fenestration. 
C303.1.4 Insulation product rating. The thermal resistance (R-value) 
of insulation shall be determined in accordance with the U.S. Federal 
Trade Commission R-value rule (C.F.R. Title 16, Part 460) in units of 
h x ft? x °F/Btu at a mean temperature of 75°F (24°C). 
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Structural Glazing 
(Equation 3-3) 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-30310, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-30310, filed 1/19/16, SE E 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-30310, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40100 Section C401—General. 


C401.1 Scope. The provisions in this chapter are applicable to commer- 
cial buildings and their building sites. 


C401.2 Application. Commercial buildings shall comply with one of the 
following: 

1. ( (PRe-recuirements—_of Sections C402,€403,€464,-€465,-€446, 
€408,—64909,¢410,— and ¢444-)) Prescriptive compliance. The prescrip- 
tive compliance option requires compliance with Sections C402 through 
C406, and Sections C408, C409, C410, C411, and C412. 
2. Total building performance. Th ( (¥equirements—ef)) total 
building performance option requires compliance with Section C407. 
3. When adopted by the local jurisdiction, the requirements of 
Appendix F, Outcome-Based Energy Budget, Sections C408, C409, C410, 
C411, C412 and any specific sections in Table C407.2 as determined by 
the local jurisdiction. The Proposed Total UA of the proposed building 
shall be no more than 20 percent higher than the Allowed Total UA as 
defined in Section C402.1.5. 


C401.2.1 Application to eaten buildings. ( (Wexk-on—existing buitd- 
jags—shatdt come aH Cheape $s ade ies $e $e see Hicable—stevi-= 
siens—of Chapter 4-_)) Additions, alterations, repairs, and changes of 
space conditioning, occupancy, or use to existing buildings shall com- 
ply with Chapter 5. 


C401.2.2 Application to process equipment. Energy using equipment used 
by a manufacturing, industrial, or commercial process other than for 
conditioning spaces or maintaining comfort and amenities for the occu- 
pants shall comply with Section C403.3.2, Tables C403.3.2(1) through 
(16) inclusive, Sections C403.3.4.1 through C403.3.4.3, C403.7.7, 
C403.9.2.1, C403.10.3, C403.11.2, C403.11.3, C404.2, Table C404.2, and 
Sections C405.8, C410, and C412. 
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C401.3 Thermal envelope certificate. A permanent thermal envelope cer- 
tificate shall be completed by an approved party. Such certificate 
shall be posted on a wall in the space where the space conditioning 
equipment is located, a utility room or other approved location. If 
located on an electrical panel, the certificate shall not cover or ob- 
struct the visibility of the circuit directory label, service discon- 
nect label, or other required labels. A copy of the certificate shall 
also be included in the construction files for the project. The cer- 
tificate shall include: 
1. R-values of insulation installed in or on ceilings, roofs, 
walls, foundations and slabs, crawlspace walls and floors, and ducts 
outside conditioned spaces. 
2. U-factors and solar heat gain coefficients (SHGC) of fenestra- 


tion. 


3. Results from any building envelope air leakage testing per- 
formed on the building. 

Where there is more than one value for any component of the 
building envelope, the certificate shall indicate the area-weighted 
average value where available. If the area-weighted average is not 
available, the certificate shall list each value that applies to 10 
percent or more of the total component area. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40100, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40100, filed 
12/6/16, eeheoe ve 5/1/17; WSR 16-13-089, $ 51-11C-40100, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40100, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40100, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40211 Section C402.1.1—Low energy buildings. 


C402.1.1 Low energy buildings, semi-heated buildings and greenhouses. 


Low energy buildings shall comply with Section C402.1.1.1. Semi-heated 
buildings and spaces shall comply with Section C402.1.1.2. Greenhouses 
shall comply with Section C402.1.1.3. 


C402.1.1.1 Low energy buildings. The following buildings, or enclosed 
portions thereof, separated from the remainder of the building by 
building thermal envelope assemblies complying with this code shall be 
exempt from all thermal envelope provision of this code: 

1. Those that are heated and/or cooled with a peak design rate of 
energy usage less than 3.4 Btu/h x ft? (10.7 W/m?) or 1.0 watt/ft? 
(10.7 W/m?) of floor area for space conditioning purposes. 

2. Those that do not contain conditioned space. 

3. Unstaffed equipment shelters or cabinets used solely for per- 
sonal wireless service facilities. 
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C402.1.1.2 Semi-heated buildings and spaces. The building envelope of 
semi-heated buildings, or portions thereof, shall comply with the same 
requirements as that for conditioned Spaces in Section C402, except as 
modified by this section. The total installed output capacity of me- 
chanical space conditioning systems serving a semi-heated building or 
space shall comply with Section C202. Building envelope assemblies 
separating conditioned space from semi-heated space shall comply with 


exterior envelope insulation requirements. Semi-heated spaces ( (Heated 


equipment) ) are not 


required to comply with the opaque wall insulation 


provisions of Section C402.2.3 for walls that separate semi-heated 
spaces from the exterior or low energy spaces. Fenestration that forms 
part of the building thermal envelope enclosing semi-heated spaces 


shall comply with Section C402.4. Semi-heated spaces Shall be calcula- 


ted separately from other conditioned spaces for compliance purposes. 

Opaque walls in semi-heated spaces shall be calculated as fully 
code compliant opaque walls for both the target and proposed for the 
Target UA calculations for Component Performance compliance per Sec- 


Design for Total Bu 


tion C402.1.5, and for the ( (Sterndeard Reference)) Baseline Building 


ilding Performance compliance per Section C407. The 


capacity of heat trace temperature maintenance systems complying with 

Section C404.7.2 that are provided for freeze protection of piping and 
not be included in the total installed output ca- 
space conditioning systems. 


equipment only shall 
pacity of mechanical 


EXCEPTION: (Building 0 


Provided the total installed heating output capacity of mechanical space conditioning does not exceed the criteria for semi-heated space 


as defined in Section C202, a semi-heated building or space may comply with this section when served by heat pumps without electric 


resistance back up and connected to a heating only thermostat. 


C402.1.1.3 Greenhouses. Greenhouse structures or areas that comply 
with all of the following shall be exempt from the building envelope 
requirements of this code: 

1. Exterior opaqu nvelope assemblies complying with Sections 
C402.2 and C402.4.4. 


EXCEPTION: Low energy greenhouses that comply with Section C402.1.1.1. 


2. Interior partition building thermal envelope assemblies that 


separate the greenhouse from conditioned space complying with Sections 


C402.2, C402.4.3 and C402.4.4. 


3. ( (Nenepaque—ernvetese)) Fenestration assemblies complying with 


the thermal envelop 


requirements in Table C402.1.1.3. The U-factor 


for the ( (Renepaqgue—+ecot)) skylight shall be for the roof assembly or 
a roof that includes the assembly and an internal curtain system. 


EXCEPTION: Unheated greenhouses. 
4. No mechanical cooling is provided. 


5. For heated greenhouses, heating is provided by a radiant heat- 
ing system, a condensing natural gas-fired or condensing propane-fired 
heating system, or a heat pump with cooling capacity permanently disa- 
bled as preapproved by the jurisdiction. 


Table C402.1.1.3 


((Nen-—Opaque)) Fenestration Thermal 


Envelope Maximum Requirements 


Compeonent-C-Factor Climate Zone 5-and 
(( 
Nen-epaque roof 05 
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((Component-U-Faetor Climate Zeone5-and 
BHAA Marine4 
Nenr-epaque SEW wall OF 
Nen-epaque Nowall 0-6)) 
Component U-Factor BTU/h-ft2-°F 
Skylights 0.5 
Vertical fenestration 0.6 
[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 


RCW. WSR 20-21-080, § 51-11C-40211, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 

19.27A.160, and 19.27.074. WSR 16-24-0070, § 51-11C-40211, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40211, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, S 

51-11C-40211, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40212 Section C402.1.2—Equipment buildings. 


C402.1.2 Equipment buildings. Buildings that comply with all of the 
following shall be exempt from the building thermal envelope provi- 
sions of this code: 
L. Are separate buildings with floor area no more than 500 square 
feet (50 m*). 
2. Are intended to house ((etectrente)) electric equipment with 
installed equipment power totaling at least 7 watts per square foot 
(75 W/m?) and not intended for human occupancy. 

3. Are served by mechanical cooling and heating systems sized in 
accordance with Sections C403.1.2 and C403.3.1. 

4. Have a heating system capacity not greater than 17,000 Btu/hr 
(5 kW) and a heating thermostat set point that is restricted to not 
more than 50°F (10°C). 

5. Have an average wall and roof U-factor less than 0.200. 


EXCEPTION: Where the cooling and heating system is a heat pump, the heating capacity is allowed to exceed 17,000 Btu/h provided the heat pump 
cooling efficiency is at least 15 percent better than the requirements in Tables C403.3.2(2) and C403.3.2(14). 


C402.1.2.1 Standalone elevator hoistways. Elevator hoistways that com- 
ply with all of the following shall be exempt from the building ther- 
mal envelope and envelope air barrier provisions of this code: 
1. Are separate from any other conditioned spaces in the building 
(do not serve or open into any conditioned, semi-heated or indirectly 
conditioned space). 
2. Have heating and/or cooling equipment sized only to serve the 
xpected elevator loads with thermostat setpoints restricted to heat- 
ing to no higher than 40°F and cooling to no lower than 95°F. 
3. Have an area weighted average wall, roof and floor (where ap- 
plicable) U-factor of less than or equal to 0.20. Calculations must 
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include any floor-slab-edges that penetrate the hoistway and thus are 
considered part of the above-grade walls. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, .160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40212, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40212, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40212, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-402121 Table C402.1.3—Opaque thermal envelope assem- 
bly R-value requirements. 


Table C402.1.3 
Opaque Thermal Envelope Insulation Component 
Minimum Requirements, R-value Method?: ((4)) j 


CLIMATE ZONE 5 AND MARINE 4 
All Other Group R 
Roofs 
Insulation entirely above deck R-38ci R-38ci 
Metal buildings? R-25 + (R-H)) R-22 LS R-25 + (R-H)) R-22 LS 
Attic and other R-49 R-49 
Walls, Above Grade! 
Mass R-9.5c1(()) R-13.3ci 
Mass transfer deck slab edge® (R5 R-5)) 
Metal buildings (Rer R-43-+ Bei) (Reer R-43-+ Bei) 
R-13 + R-14ci R-13 + R-14ci 

Steel framed R-13 + R-10ci R-19 + R-8.5ci 
Wood framed and other ((R-2Hint or R-45 + Seistd)) R-13 + R-7.5ci std or R-20 + R-3.8ci 


R-13 + R-7.5ci std or R-20 + R-3.8ci 
std 


std or R-25 std 


Walls, Below Grade 
Below-grade wall%h Same as above grade Same as above grade 
Floors 
Mass! R-30ci R-30ci 
Joist/framing R-30°¢ R-30° 
Slab-on-Grade Floors 
Unheated slabs R-10 for 24" below R-10 for 24" below 
Heated slabs R-10 perimeter & under entire slab R-10 perimeter & under entire slab 
(Opaque Doors® 

Nenswinging R445 R475) 
For SI: 1 inch = 25.4 mm. ci = Continuous insulation. NR = No requirement. 
LS = Liner system—A continuous membrane installed below the purlins and uninterrupted by framing members. Uncompressed, unfaced insulation 


rests on top of the membrane between the purlins. 

a Assembly descriptions can be found in Chapter 2 and Appendix A. 

b Where using R-value compliance method, a thermal spacer block with minimum thickness of 1/2-inch and minimum R-value of R-3.5 shall be 
provided, otherwise use the U-factor compliance method in Table C402.1.4. 


Certified on 7/13/2022 E 327 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


Exception: Integral insulated concrete block walls complying with ASTM C90 with all cores filled and meeting both of the following: 

1. At least 50 percent of cores must be filled with vermiculite or equivalent fill insulation; and 

2. The building thermal envelope encloses one or more of the following uses: Warehouse (storage and retail), gymnasium, auditorium, church 
chapel, arena, kennel, manufacturing plant, indoor swimming pool, pump station, water and waste water treatment facility, storage facility, storage 
area, motor vehicle service facility. Where additional uses not listed (such as office, retail, etc.) are contained within the building, the exterior walls 
that enclose these areas may not utilize this exception and must comply with the appropriate mass wall R-value from Table C402.1.3/U-factor from 
Table C402.1.4. 


d Where heated slabs are below grade, they shall comply with the insulation requirements for heated slabs. 

e Steel floor joist systems shall be insulated to R-38 + R-10ci. 

f "Mass floors" shall include floors weighing not less than: 

1. 35 pounds per square foot of floor surface area; or 
2. 25 pounds per square foot of floor surface area ‘where the material weight is not more than 120 pounds per cubic foot. 

g -4-)) Component performance in accordance with Section C402.1.5 shall be required for 
buildings with a mass transfer deck slab. 

h Peripheral edges of intermediate concrete floors are included in the above-grade mass wall category and therefore must be insulated as above- 
grade mass walls unless they meet the definition of Mass Transfer Deck Slab Edge. The area of the peripheral edges of concrete floors shall be 
defined as the thickness of the slab multiplied by the perimeter length of the edge condition. See Table A103.3.7.2 for typical default U-factors for 

f above- grade slab edges and footnote e for typical conditions of above- grade slab edges. 

1 ES a e a4 a 7 H H 

f ` e h e . y ; mH D) Where ‘the totala area aof throuzh. ‘wall Mechanical 
equipment : is ae than 1 percent of the opaque above: ade wall area, use Sof the R- value method is not permitted. See Section C402.1.4.3. 

j For roof, wall or floor assemblies where the proposed assembly would not be continuous insulation, alternate nominal R-value compliance options 

7 for assemblies with isolated metal fasteners that penetrate otherwise continuous insulation are as shown in columns B and C of Table C402.1.3(i): 

Table C402.1.3(i) 
Continuous Insulation Equivalents 
Column A Column B Column C 
Assemblies with Alternate option for assemblies with Alternate option for assemblies with 
continuous metal penetrations, greater than 0.04% metal penetrations, greater than or equal 
insulation (see definition) but less than 0.08% to 0.08% but less than 0.12% 
R-9.5ci R-11.9ci R-13ci 
R-11.4ci R-14.3ci R-15.7ci 
R-13.3ci R-16.6ci R-18.3ci 
R-15.2ci (Rei) R-19ci R-21ci 
R-30ci R-38ci R-42ci 
R-38ci R-48ci R-53ci 
R-13 + R-7.5ci R-13 + R-9.4ci R-13 + R-10.3ci 
R-13 + R-10ci R-13 + R-12.5ci R-13 + R-13.8ci 
R-13 + R-12.5ci R-13 + R-15.6ci R-13 + R-17.2ci 
R-13 + R-13ci R-13 + R-16.3ci R-13 + R-17.9ci 
R-19 + R-8.5ci R-19 + R-10.6ci R-19 + R-11.7ci 
R-19 + R-14ci R-19 + R-17.5ci R-19 + R-19.2ci 
R-19 + R-16ci R-19 + R-20ci R-19 + R-22ci 
R-20 + R-3.8ci R-20 + R-4.8ci R-20 + R-5.3c1 
R-21 + R-Sci R-21 + R-6.3ci R-21 + R-6.9c1 
Notes for Table C402.1.3(j) 


la. 


1b. 


((Fhis)) These alternate nominal R-value compliance options ((is)) are allowed for projects complying with all of the following: 

The ratio of the cross-sectional area, as measured in the plane of the surface, of metal penetrations of otherwise continuous insulation 
to the opaque surface area of the assembly is greater than 0.0004 (0.04%), but less than 0.0008 (0.08%), for use of Column B 
equivalents, and greater than or equal to 0.008 (0.08%), but less than 0.0012 (0.12%), for use of Column C equivalents. 

Where all metal penetrations are stainless steel, Column B is permitted to be used for penetrations greater than 0.12%, but less than 


0.24% of opaque surface area, and Column C is permitted to be used for penetrations greater than or equal to 0.24%, but less than 
0.48% of opaque surface area. 

The metal penetrations of otherwise continuous insulation are isolated or discontinuous (e.g., brick ties or other discontinuous metal 
attachments, offset brackets supporting shelf angles that allow insulation to go between the shelf angle and the primary portions of the 
wall structure). No continuous metal elements (e.g., metal studs, z-girts, z-channels, shelf angles) penetrate the otherwise continuous 
portion of the insulation. 

Building permit drawings shall contain details showing the locations and dimensions of all the metal penetrations (e.g., brick ties or 
other discontinuous metal attachments, offset brackets, etc.) of otherwise continuous insulation. In addition, calculations shall be 
provided showing the ratio of the cross-sectional area of metal penetrations of otherwise continuous insulation to the overall opaque 
wall area. 


For other cases where the proposed assembly is not continuous in- 


sulation, see Section C402.1.4 for determination of U-factors for as- 
semblies that include metal other than screws and nails. 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40214 Section C402.1.4—Assembly U-factor, C-factor, 
or F-factor-based method. 


C402.1.4 Assembly U-factor, C-factor, or F-factor-based method. Build- 
ing thermal envelope opaque assemblies shall meet the requirements of 
Section C402.2 based on the climate zone specified in Chapter 3. 
Building thermal envelope opaque assemblies intended to comply on an 
assembly U-, C-, or F-factor basis shall have a U-, C-, or F-factor 
not greater than that specified in Table C402.1.4. Commercial build- 
ings or portions of commercial buildings enclosing Group R occupancies 
shall use the U-, C-, or F-factor from the "Group R" column of Table 
C402.1.4. Commercial buildings or portions of commercial buildings en- 
closing occupancies other than Group R shall use the U-, C-, or F-fac- 
tor from the "All other" column of Table C402.1.4. The U-factors for 
typical construction assemblies are included in Appendix A. These val- 
ues shall be used for all calculations. Where proposed construction 
assemblies are not represented in Appendix A, values shall be calcula- 
ted in accordance with the ASHRAE Handbook—Fundamentals using the 
framing factors listed in Appendix A where applicable and shall in- 
clude the thermal bridging effects of framing materials. 


C402.1.4.1 Roof/ceiling assembly. The maximum roof/ceiling assembly U- 
factor shall not exceed that specified in Table C402.1.4 based on con- 
struction materials used in the roof/ceiling assembly. 


C402.1.4.1.1 Suspended ceilings. Insulation installed on suspended 
ceilings having removable ceiling tiles shall not be considered part 
of the assembly U-factor of the roof/ceiling construction. 


C402.1.4.1.2 Joints staggered. Continuous insulation board shall be 
installed not less than two layers, and the edge joints between each 
layer of insulation shall be staggered, except where insulation tapers 
to the roof deck at a gutter edge, roof drain, or scupper. 


C402.1.4.2 Thermal resistance of cold-formed steel stud walls. U-fac- 
tors of walls with cold-formed steel studs shall be permitted to be 
determined in accordance with Equation 4-1: 


Equation 4-1: 
U = 1/[Rs + (ER)] 


Rs = The cumulative R-value of the wall 
components along the path of heat 
transfer, excluding the cavity insulation 
and steel studs. 


ER = The effective R-value of the cavity 
insulation with steel studs as specified in 
Table C402.1.4.2. 


C402.1.4.3 Thermal resistance of mechanical equipment penetrations. 
When the total area of penetrations from through-wall mechanical 
equipment or equipment listed in Table C403.3.2(4) exceeds 1 percent 


of the opaque above-grade wall area, the mechanical equipment penetra- 
tion area shall be calculated as a separate wall assembly with a de- 


fault U-factor of 0.5. Mechanical system ducts and louvers, including 
those for supply, exhaust and relief, and for condenser air intake and 
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outlet, are not considered to be mechanical equipment for the purposes 
of this section. 


EXCEPTION: 


Where mechanical equipment has been tested in accordance with approved testing standards, the mechanical equipment penetration area 
is permitted to be calculated as a separate wall assembly using the U-factor determined by such test. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40214, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40214, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40214, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40214, filed 2/1/13, effective 7/1/13.] 

Reviser's note: The brackets and enclosed material in the text of the above section occurred in 


the copy filed by the agency. 


AMENDATORY SECTION 
7/1/20) 


(Amending WSR 19-24-040, filed 11/26/19, effective 


WAC 51-11C-402141 Table C402.1.4—Opaque thermal envelope re- 
quirements, U-factor method. 


Table C402.1.4 
Opaque Thermal Envelope Require- 


ments?’? 
CLIMATE ZONE 5 AND MARINE 4 
All Other Group R 
Roofs 
Insulation entirely U-0.027 U-0.027 
above deck 
Metal buildings U-0.031 U-0.031 
Attic and other U-0.021 U-0.021 
Joist or single rafter U-0.027 U-0.027 
Walls, Above Gradek 
Mass® U-0.104((4))_ | U-0.078 
Mass transfer deck slabi | U-0.20 U-0.20 
((edge)) 
Metal building ((0-9-052)) ((G-0-052)) 
U-0.050 U-0.050 
Steel framed U-0.055 U-0.055 
Wood framed and other | (H254) U-0.051 
U-0.051 
Walls, Below Grade 
Below-grade wall 8 Same as Same as 
above grade | above grade 
Floors 
Mass® U-0.031 U-0.031 
Joist/framing U-0.029 U-0.029 
Slab-on-Grade Floors 
Unheated slabs F-0.54 F-0.54 
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CLIMATE ZONE 5 AND MARINE 4 
All Other Group R 
Heated slabs° F-0.55 F-0.55 
Opaque Doors 

Nonswinging door U-0.31 U-0.31 
Swinging door! U-0.37 U-0.37 
((Nenswingine door 0-034 U-934)) 
Garage door <14% U-0.31 U-0.31 
glazing 
Garage door 214% and | U-0.34 U-0.34 
<50% glazing! 


5 


~ 


Use of opaque assembly U-factors, C-factors, and F-factors from 
Appendix A is required unless otherwise allowed by Section C402. 1.4. 
Where heated slabs are below grade, they shall comply with the F-factor 
requirements for heated slabs. 

Heated slab F-factors shall be determined specifically for heated slabs. 
Unheated slab factors shall not be used. 

Exception: Integral insulated concrete block walls complying with 
ASTM C90 with all cores filled and meeting both of the following: 

1. At least 50 percent of cores must be filled with vermiculite or 
equivalent fill insulation; and 

2. The building thermal envelope encloses one or more of the following 
uses: Warehouse (storage and retail), gymnasium, auditorium, church 
chapel, arena, kennel, manufacturing plant, indoor swimming pool, 
pump station, water and waste water treatment facility, storage facility, 
storage area, motor vehicle service facility. Where additional uses not 
listed (such as office, retail, etc.) are contained within the building, the 
exterior walls that enclose these areas may not utilize this exception and 
must comply with the appropriate mass wall R-value from Table 
C402.1.3/U-factor from Table C402.1.4. 

"Mass floors" shall include floors weighing not less than: 

1. 35 pounds per square foot of floor surface area; or 

2.25 pounds per square foot of floor surface area where the material 
weight is not more than 120 pounds per cubic foot. 

Opaque assembly U-factors based on designs tested in accordance with 
ASTM C1363 shall be permitted. The R-value of continuous insulation 
shall be permitted to be added or ((substraeted)) subtracted from the 
original test design. 

Peripheral edges of intermediate concrete floors are included in the 
above-grade mass wall category and therefore must be insulated as 
above-grade mass walls unless they meet the definition of Mass 
Transfer Deck Slab ((Edge)). The area of the peripheral edges of 
concrete floors shall be defined as the thickness of the slab multiplied by 
the perimeter length of the edge condition. See Table A103.3.7.2 for 
typical default U-factors for above-grade slab edges and footnote ° for 
typical conditions of above-grade slab edges. 

Swinging door U-factors shall be determined in accordance with 
NFRC-100. 

Garage doors having a single row of fenestration shall have an assembly 
U-factor less than or equal to 0.44, provided that the fenestration area is 
not less than 14 percent and not more than 25 percent of the total door 
area. 

Component performance in accordance with Section C402.1.5 shall be 
required for buildings with a mass transfer deck slab. A mass transfer 
deck, due to its configuration, is not insulated. The table value (U-0.20) 
shall be used as the baseline value for component performance or total 
building performance path calculations. For the proposed value, the 
appropriate value from Table A104.3.7.2 shall be used. 

Through-wall mechanical equipment subject to Section C402.1.4.3 shall 
be calculated at the U-factor defined in Section C402.1.4.3. The area- 
weighted U-factor of the wall, including through-wall mechanical 
equipment, shall not exceed the value in the table. 


ty: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
19-24-040, § 51-11C-402141, filed 11/26/19, effec- 
/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
60, and 19.27.074. WSR 16-24-070, § 51-11C-402141, filed 
effective 5/1/17. Statutory Authority: RCW 19.2/7A.025, 
60, and 19.27.074. WSR 16-03-072, § 51-11C-402141, filed 
effective 7/1/16.] 
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AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-402142 Table ((€402.4-4-1)) C402.1.4.2Effective R- 
values for steel stud wall assemblies. 


Table ((¢€402.1.4.4)) C402.1.4.2 
Effective R-values For Steel Stud Wall Assemblies 


EFFECTIVE 
NOMINAL STUD DEPTH SPACING OF CAVITY R-VALUE CORRECTION R-VALUE (ER) 
(inches) FRAMING (inches) (insulation) FACTOR (Fc) (Cavity R-Value x Fc) 
13 0.46 5.98 
31/2 16 
15 0.43 6.45 
13 0.55 7.15 
3 1/2 24 
15 0.52 7.80 
19 0.37 7.03 
6 16 
21 0.35 7.35 
19 0.45 8.55 
6 24 
21 0.43 9.03 
7 16 25 0.31 7.75 
24 25 0.38 9.50 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-402142, filed 1/19/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40215 Section C402.1.5—Component performance alter- 
native. 


C402.1.5 Component performance alternative. Building envelope values 
and fenestration areas determined in accordance with Equation 4-2 
shall be permitted in lieu of compliance with the U-factors and F-fac- 
tors in Table C402.1.4 and C402.4 and the maximum allowable fenestra- 
tion areas in Section C402.4.1. 
For buildings with more than one space conditioning category, 
component performance compliance shall be demonstrated separately for 
each space conditioning category. Interior partition ceilings, walls, 
fenestration and floors that separate space conditioning areas shall 
be applied to the component performance calculations for the space 
conditioning category with the highest level of space conditioning. 


Equation 4-2 


Proposed Total UA < Allowable Total UA 

Where: 

Proposed Total UA = UA-glaz-prop + UA sky- 
prop + UA-opaque-prop + 
FL-slab-prop 

Allowable Total = UA-glaz-allow + UA-glaz- 

UA excess + UA sky-allow + 
UA-sky-excess + UA- 
opaque-allow + FL-slab- 
allow 
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UA-glaz-prop = Sum of (proposed U-value 
x proposed area) for each 
distinct vertical fenestration 
type, up to code maximum 


area 


UA-sky-prop = Sum of (proposed U-value 
x proposed area) for each 
distinct skylight type, up to 


the code maximum area 


UA-opaque-prop = Sum of (proposed U-value 
x proposed area) for each 
distinct opaque thermal 


envelope type 


FL-slab-prop = Sum of (proposed F-value 
x proposed length) for each 
distinct slab on grade 


perimeter assembly 


UA-glaz-allow = Sum of (code maximum 
vertical fenestration U-value 
from Table C402.4, or 
Section C402.4.1.1.2 if 
applicable, x proposed area) 
for each distinct vertical 
fenestration type, not to 
exceed the code maximum 


area! 


UA-glaz-excess = U-value for the proposed 


wall type from Table 
C402.4? x vertical 
fenestration area in excess 
of the code maximum area 


UA-sky-allow = Sum of (code maximum 
skylight U-value from Table 
C402.4 x proposed area) for 
each distinct skylight type 
proposed, not to exceed the 


code maximum area 


UA-sky-excess = U-value for the proposed 


roof type from Table 
C402.4? x skylight area in 
excess of the code 
maximum area 


UA-opaque-allow = Code maximum opaque 
envelope U-value from 
Table C402.1.4 for each 
opaque door, wall, roof, and 
floor assembly x proposed 


area 
FL-slab-allow 


Code maximum F-value for 
each slab-on-grade 
perimeter assembly 

x proposed length 


Notes: 1 Where multiple vertical fenestration types are proposed 


and the code maximum area is exceeded, the U-value shall 
be the average Table C402.1.4 U-value weighted by the 
proposed vertical fenestration area of each type. 

2 Where multiple wall types are proposed the U-value shall 
be the average Table C402.1.4 U-value weighted by the 
proposed above grade wall area of each type. 

3 Where multiple roof types are proposed the U-value shall 
be the average Table C402.1.4 U-value weighted by the 
proposed roof area of each type. 
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C402.1.5.1 Component U-factors and F-factors. The U-factors and F-fac- 


tors for typical 
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Appendix A. These values shall be used for all 
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calculations. 


Where 


proposed construction assemblies are not represented in Chapter 3 or 


Appendix A, values shall be calculated in accordance wit 


th the ASHRAE 


Handbook—Fundamentals, using the framing factors listed in Appendix A. 


For envelope assemblies containing metal framing, 
shall be determined by one of the following methods: 


the U-factor 


1. Results of laboratory measurements according to acceptable 


methods of test. 


2. ASHRAE Handbook—Fundamentals where the metal framing is bonded 
on one or both sides to a metal skin or covering. 
3. The zone method as provided in ASHRAE Handbook—Fundamentals. 
4. Effective framing/cavity R-values as provided in Appendix A. 


When return air ceiling plenums are employed, 


assembly shall: 


a. For thermal transmittance purposes, 
proper nor the plenum space as part of the assembly; 


and 


the roof/ceiling 


not include the ceiling 


b. For gross area purposes, be based upon the interior face of 


the upper plenum surface. 


5. Tables in ASHRAE 90.1 Normative Appendix A. 
6. Calculation method for steel-framed walls in accordance with 
Section C402.1.4.1 and Table C402.1.4.1. 


C402.1.5.2 SHGC rate calculations. 


Fenestration SHGC values for indi- 


vidual components and/or fenestration are permitted to exceed 
tration areas 


values in Table C402.4 and/or the maximum allowable fenest 


the SHGC 


in Section C402.4.1 where the proposed total SHGCxA less than the al- 
lowable total SHGCxA as determined by Equation 4-3. 
Equation 4-3—SHGC Rate Calculations 
Proposed Total SHGCxA < Allowable Total SHGCxA 
Where: 
Proposed Total = SHGCxA-glaz-prop + 
SHGCxA SHGCxA-sky-prop 
Allowable Total = SHGCxA-glaz-allow + 
SHGCxA SHGCxA-sky-allow 
SHGCxA-glaz-prop = Sum of (proposed 
SHGCx proposed area) for 
each distinct vertical 
fenestration type 
SHGCxA-sky-prop = Sum of (proposed 
SHGCx proposed area) for 
each distinct skylight type 
SHGCxA-glaz-allow = Sum of (code maximum 
vertical fenestration SHGC 
from Table C402.4, or 
Section C402.4.1.3 if 
applicable, x proposed 
area) for each distinct 
vertical fenestration type, 
not to exceed the code 
maximum area 
SHGCxA-sky-allow = Sum of (code maximum 
skylight SHGC from Table 
C402.4x proposed area) for 
each distinct skylight type, 
not to exceed the code 
maximum area 
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If the proposed vertical fenestration area does not exceed the 
Vertical Fenestration Area allowed, the target area for each vertical 
fenestration type shall equal the proposed area. If the proposed ver- 
tical fenestration area exceeds the Vertical Fenestration Area al- 
lowed, the target area of each vertical fenestration element shall be 
reduced in the bas nvelope design by the same percentage and the net 
area of each above-grade wall type increased proportionately by the 
same percentage so that the total vertical fenestration area is exact- 
ly equal to the Vertical Fenestration Area allowed. 
If the proposed skylight area does not exceed the Allowable Sky- 
light Area from Section C402.4.1, the target area shall equal the pro- 
posed area. If the proposed skylight area exceeds the Allowable Sky- 
light Area from Section C402.4.1, the area of each skylight element 
shall be reduced in the bas nvelope design by the same percentag 
and the net area of each roof type increased proportionately by the 
same percentage so that the total skylight area is exactly equal to 
the allowed percentage per Section C402.3.1 of the gross roof area. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40215, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40215, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27A and 19.27 RCW. WSR 19-02-089, § 51-11C-40215, filed 
1/2/19, effective 7/1/19. Statutory Authority: RCW 19.27A.025, 
19.27A.045, 19.27A.160, and 19.27.074. WSR 17-10-062, $ 51-11C-40215, 
filed 5/2/17, effective 6/2/17; WSR 16-24-070, § 51-11C-40215, filed 
12/6/16, effective 5/1/17; WSR 16-13-089, § 51-11C-40215, filed 
6/15/16, effective 7/16/16. Statutory AUDE EG RCW 19:27. 025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51 1C-40215, filed 
1/19/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40220 Section C402.2—Specific insulation require- 
ments. 


C402.2 Specific building thermal envelope insulation requirements. In- 
sulation in building thermal envelope opaque assemblies shall comply 
with Sections C402.2.1 through ( (€402.2-6)) C402.2.8 and Table 
C402.1.3. 
Where this section refers to installing insulation levels as 
specified in Section C402.1.3, assemblies complying prescript ively 
with Section C402.1.4 and buildings complying with Section C402.1.5 
are allowed to install alternate levels of insulation so long as the 
U-factor of the insulated assembly is less than or equal to the U-fac- 
tor required by the respective path. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40220, filed 11/26/19, effec- 

tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40220, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.2/7A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40220, filed 
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1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40220, filed 2/1/13, effective 771/13. ] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40221 Section C402.2.1—Roof assembly. 


C402.2.1 Roof assembly. The minimum thermal resistance (R-value) of 
the insulating material installed either between the roof framing or 


continuously on the roof assembly shall be as specified in Table 
C402.1.3, based on construction materials used in the roof assembly. 


EXCEPTIONS: 


-tacto eqhhreenHethesameassembh nett te eae Se Cat +801 49243-)) 

((2-)) 1. Where tapered insulation is used with insulation entirely above deck, those roof assemblies shall show compliance on a U-factor 
basis per Section C402.1.4. The effective U-factor shall be determined through the use of Tables A102.2.6(1), A102.2.6(2) and 
A102.2.6(3). 

(&) 2. Two layers of insulation are not required where insulation tapers to the roof deck, such as at roof drains. At roof drains, the 
immediate 24 inch by 24 inch plan area around each roof drain has a minimum insulation requirement of R-13, but otherwise is 
permitted to be excluded from the roof insulation area-weighted calculations. 


C402.2.1.1 Minimum thickness, lowest point. The minimum thickness of 


above-deck roof insulation at its lowest point, gutter edge, roof 
drain or scupper, shall be not less than 1 inch (25 mm 


C402.2.1.2 Suspended ceilings. Insulation installed on suspended ceil- 
ings having removable ceiling tiles shall not be considered part of 
the minimum thermal resistance (R-value) of roof insulation in roof/ 


ceiling construction. 


C402.2.1.3 Skylight curbs. Skylight curbs shall be insulated to the 
level of roofs with insulation entirely above deck or R-5, whichever 
is less. 


EXCEPTION: Unit skylight curbs included as a component of a skylight listed and labeled in accordance with NFRC 100 shall not be required to be 
insulated. 


C402.2.1.4 Rooftop HVAC equipment curbs. Structural curbs installed to 
support rooftop HVAC equipment are allowed to interrupt the above roof 


insulation. The area under the HVAC equipment inside of the equipment 
curb shall be insulated to a minimum of R-13 in all locations where 


there are not roof openings for ductwork. The annular space between 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40221, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40221, filed 1/19/16, Sercceine 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40221, filed 2/1/13, ef- 
fective 7/1/13.] 
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7/1/20) 
WAC 51-11C-402211 ( (Skylight—eurbs-—)) Reserved. 
( (€402.2.1.1 Skylight—eurbs.Sikyiightecosbs shalt beijnsetetecd tothe 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-402211, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-402211, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, 5 51-11C-402211, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40222 ((Reserved.)) Section C402.2.2—Above-grade 
walls. 


C402.2.2 Above-grade walls. The minimum thermal resistance (R-value 


of materials installed in the wall cavity between the framing members 
and continuously on the walls shall be as specified in Table C402.1.3, 
based on framing type and construction materials used in the wall as- 
sembly. The R-value of integral insulation installed in concrete ma- 
sonry units (CMU) shall not be used in determining compliance with Ta- 
ble C402.1.3 except as otherwise noted in the table. In determining 


psa 


compliance with Table C402.1.4, the use of the U-factor of concrete 


masonry units with integral insulation shall be permitted. 

"Mass walls" where used as a component in the thermal envelope of 
a_building shall comply with one of the following: 
1 Weigh not less than 35 psf (170 kg/m2) of wall surface area. 


2. Weigh not less than 25 psf (120 kg/m?) of wall surface area 
where the material weight is not more than 120 pounds per cubic foot 
(pcf) (1,900 kg/m?). 

3. Have a heat capacit 


exceeding 7 Btu/ft2 x °F (144 kJ/m2 x K 


ct 


4. Have a heat capacity exceeding 5 Btu/ft* x °F (103 kJ/m2 x K) 
where the material weight is not more than 120 pcf (1900 kg/m). 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40222, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40222, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40222, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40223 Section C402.2.3—((Abeve-grade—waliis)) Floors. 
( (6402.2.3 Above-grade_walis.fhe s+] theese} “eststarnce tR-vaehie}+ 


C402.2.3 Floors. The thermal properties (component R-values or assem- 
bly U- or F-factors) of floor assemblies over outdoor air or uncondi- 
tioned space shall be as specified in Table C402.1.3 or C402.1.4 based 


PY ag 


on the construction materials used in the floor assembly. Floor fram- 
ing cavity insulation or structural slab insulation shall be installed 
to maintain permanent contact with the underside of the subfloor deck- 
ing or structural slabs. 

"Mass floors" where used as a component of the thermal envelope 
of a building shall provide one of the following weights: 


1. Thirty-five pounds per square foot of floor surface area; 


af Po 2 


2. Twenty-five pounds per square foot o loor surface area wher 
the material weight is not more than 120 pounds per cubic foot. 


EXCEPTIONS: 1. The floor framing cavity insulation or structural slab insulation shall be permitted to be in contact with the top side of sheathing or 
continuous insulation installed on the bottom side of floor assemblies where combined with insulation that meets or exceeds the 
minimum R-value in Table C402.1.3 for "Metal framed" or "Wood framed and other" values for "Walls, Above Grade" and extends from 
the bottom to the top of all perimeter floor framing or floor assembly members. 

2. Insulation applied to the underside of concrete floor slabs shall be permitted an air space of not more than 1 inch where it turns up and 
is in contact with the underside of the floor under walls associated with the building thermal envelope. 


CT ICT 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40223, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40223, filed 1/19/16, effective 
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7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40223, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40224 Section C402.2.4—( (Beltew-grade—waiis)) Slab- 
on-grade. 


~)) C402.2.4 Slabs-on-grade. The minimum 
thermal resistance (R-value) of the insulation for unheated or heated 
slab-on-grade floors designed in accordance with the R-value method of 
Section C402.1.3 shall be as specified in Table C402.1.3. 


sulation shall be placed on the outside of the foundation or on the 


the table or to the top of the footin whichever is less, or downward 


slab insulation shall be continuous under th ntire area of the slab- 


be required to extend below the bottom of the heated slab and shall be 


continuous with the full slab insulation. 


EXCEPTION: Where the slab-on-grade floor is greater than 24 inches (61 mm) below the finished exterior grade, perimeter insulation is not required. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40224, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40224, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40224, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40225 Section C402.2.5—((Fleers)) Below-grade walls. 
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C402.2.5 Below-grade walls. 


The 


R-value of 
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the insul 


ating material in- 


stalled in, 


or continuously on, 


s shall be in ac- 


the below-grade wall 


cordance with Table C402.1.3. 


The U-factor 


or R-val 


ue required shall 


extend to 


the level of the lowest 


floor of the cond 


itioned space en- 


closed by 


the below-grade wall. 


[Statutory Authori 
ter 19.27 RCW. WSR 


ty: RCW 19.27A.020, 


19.27A.025, 


19.27A.160 and chap- 


19-24-040, § 51-11 


C-40225, fi 


led 


11/26/19, effec- 


1/20. Statu 
.160, and 19. 


tory Authority: RCW 
27.074. WSR 16-13- 


19.27A. 025, 
089, $ 5] 


1c- 


19.27A.045, 


40225, filed 


6/1 effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40225, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 


SS C= 4022 Sy fired. 27 1713-7. effective F717 13%. 


AMENDATORY SECTION 
7/1/16) 


WAC 51-11C-40226 Section C402.2.6—( (Siab—en-grade—perimeter—_in— 
sulatien)) Insulation of radiant heating systems. 


(Amending WSR 16-03-072, filed 1/19/16, effective 


C402.2.6 Insulation of radiant heating systems. Radiant heating system 
panels, and their associated components that are installed in interior 


or exterior assemblies shall be insulated to an R-value of not less 


than R-3.5 on all surfaces not facing the space being heated. Radiant 
heating system panels that are installed in the building thermal enve- 
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lope shall be separated from the exterior of the building or uncondi- 

tioned or exempt spaces by not less than the R-value of insulation in- 
stalled in the opaque assembly in which they are installed or the as- 

sembly shall comply with Section C402.1.4. 

EXCEPTION: Heated slabs on grade insulated in accordance with Section C402.2.4. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-40226, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-40226, filed 2/1/13, effective 7/1/13] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40227 Section C402.2.7—Airspaces. 


C402.2.7 Airspaces. Where the ( (thermal preperties)) R-value of 
an airspace ((s—are)) is used ((to—<eompiy withthis—eede)) for compli- 
ance in accordance with Section C401.2, ((sH#eRK)) the airspace ((s) ) 


shall be enclosed in an unventilated cavity constructed to minimize 
airflow into and out of the enclosed airspace. Airflow shall be deemed 
minimized where th nclosed airspace is located on the interior side 
of the continuous air barrier and is bounded on all sides by building 
components. 


EXCEPTION: The thermal resistance of airspaces located on the exterior side of the continuous air barrier and adjacent to and behind the exterior wall 
covering material shall be determined in accordance with ASTM C1363 modified with an airflow entering the bottom and exiting the 
top of the airspace at a minimum air movement rate of not less than 70 mm/sec. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40227, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40227, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40227, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40228 Section C402.2.8—( (Insulation—of—radiant-heat- 
ang—systems)) Above-grade exterior concrete slabs. 
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C402.2.8 Above-grade exterior concrete slabs. Above-grade concrete 
slabs that penetrate the building thermal envelope including, but not 
limited to, decks and balconies, shall each include a minimum R-10 
thermal break, aligned with the primary insulating layer in the ad- 
joining wall assemblies. Stainless steel (but not carbon steel) rein- 
forcing bars are permitted to penetrate the thermal break. If the to- 
tal building performance path or the component performance alternative 
in Section C402.1.5 is utilized and the thermal break required by this 
section is not provided where concrete slabs penetrate the building 
thermal envelope, the sectional area of the penetration shall be as- 
Signed the default U-factors from the "exposed concrete" row of Table 
Al 03. Bio 2%. 


EXCEPTION: Mass transfer deck slabs. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40228, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40228, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40228, filed 2/1/13, ef- 
fective 7/1/13.] 


NEW SECTION 


WAC 51-11C-40229 Section C402.2.9—Vertical fenestration inter- 
section with opaque walls. 


C402.2.9 Vertical fenestration intersection with opaque walls. Verti- 
cal fenestration shall comply with Items 1, 2, and 3, as applicable. 

1. Where wall assemblies include continuous insulation, the exte- 
rior glazing layer of vertical fenestration and any required thermal 
break in the frame shall each be aligned within 2 inches laterally of 
either face of the continuous insulation layer. 

2. Where wall assemblies do not include continuous insulation, 
the exterior glazing layer of vertical fenestration and any required 
thermal break in the frame shall each be aligned within the thickness 
of the wall insulation layer and not more than 2 inches laterally from 
the exterior face of the outermost insulation layer. 

3. Where th xterior face of the vertical fenestration frame 
does not extend to the exterior face of the opaque wall rough opening, 
th xposed exterior portion of the rough opening shall be covered 
with either a material having an R-value not less than R-3, or with 
minimum 1.5-inch thickness wood. 


[] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40230 Section C402.4—Fenestration. 
C402.3 Reserved. 
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C402.4 Fenestration. Fenestration shall comply with Sections C402.4 
through C402.4.4 and Table C402.4. Daylight responsive controls shall 
comply with this section and Section ((€405.2.-44-4)) C405.2.5. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40230, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40230, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40230, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-402300 Table C402.4—Building envelope requirements— 
Fenestration. 


Table C402.4 
Building Envelope Fenestration Maxi- 
mum U-factor and SHGC Requirements 


CLIMATE ZONE 5 AND MARINE 4 


U-factor for Class AW windows rated in accordance 
with AAMA/CSA101/1.8.2/A440, vertical curtain 


walls and site-built fenestration products? 


Fixed? U-factor See) 
U-0.34 

Operable® U-factor Ea 
U-0.36 

Entrance doors 
U-factor U-0.60 
U-factor for all other vertical fenestration 

Fixed U-factor (E9) 
U-0.26 

Operable or mulled U-0.28 


windows with fixed and 
operable sections U-factor 


SHGC for all vertical fenestration 


((Orientation-4)) (SEW) (~) 
Fixed Operable 

PF < 0.2 0.38 (059) 
0.33 

0.2 <PF<0.5 0.46 ((9:56)) 
0.40 

PF > 0.5 0.61 ((9-64)) 
0.53 

Skylights 
U-factor U-0.50 
SHGC 0.35 


a U-factor and SHGC shall be rated in accordance with NFRC 100. 


b "Fixed" includes curtain wall, storefront, picture windows, and other 
fixed windows. 
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c "Operable" includes openable fenestration products other than 
"entrance doors." 

d "Entrance door" includes glazed swinging entrance doors. Other doors 
which are not entrance doors, including sliding glass doors, are 
considered ' “operable.” 


e (Œ : f 
“andi i i “N-")) Reserved. 
f Fenestration that is entirely within the conditioned space or is between 
conditioned and other enclosed space is exempt from solar heat gain 
coefficient requirements and not included in the SHGC calculation. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-402300, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-402300, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-402300, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40231 Section C402.4.1—Maximum area. 


C402.4.1 Maximum area. The total building vertical fenestration area 
(not including opaque doors and opaque spandrel panels) shall not ex- 
ceed 30 percent of the total building gross above-grade wall area. The 
skylight area shall not exceed 5 percent of the total building gross 
roof area (skylight-to-roof ratio). 
For buildings with more than one space conditioning category, 

compliance with the maximum allowed window-to-wall ratio and skylight- 
to-roof ratio shall be demonstrated separately for each space condi- 
tioning category. Interior partition ceiling, wall, fenestration and 
floor areas that separate space conditioning areas shall not be ap- 
plied to the window-to-wall ratio and skylight-to-roof ratio calcula- 
tions. 


C402.4.1.1 Vertical fenestration maximum area with high performance 
alternates. For buildings that comply with Section C402.4.1.1.1 or 
C402.4.1.1.2, the total building vertical fenestration area is permit- 
ted to exceed 30 percent but shall not exceed 40 percent of the gross 
above grade wall area for the purpose of prescriptive compliance with 
Section C402.1.4. 
When determining compliance using the component performance al- 
ternative in accordance with Section C402.1.5, the total building ver- 
tical fenestration area allowed in Equation 4-2 is 40 percent of the 
above grade wall area for buildings that comply with the vertical fen- 
estration alternates described in this section. 


C402.4.1.1.1 Optimized daylighting. All of the following requirements 
shall be met: 
1. Not less than 50 percent of the total conditioned floor area 
in the building is within a daylight zone that includes daylight re- 
sponsive controls complying with Section ((€405.2.4-4)) C405.2.5.1. 

2. Visible transmittance (VT) of all vertical fenestration in the 
building is greater than or equal to 1.1 times the required solar heat 
gain coefficient (SHGC) in accordance with Section C402.4, or 0.50, 
whichever is greater. It shall be permitted to demonstrate compliance 
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based on the area weighted average VT being greater than or equal to 
the area weighted average of the minimum VT requirements. 


EXCEPTION: Fenestration that is outside the scope of NFRC 200 is not required to comply with Item 2. 


C402.4.1.1.2 High-performance fenestration. All of the following re- 
quirements shall be met: 
All vertical fenestration in the building shall comply with 


the following U-factors: 

a. U-factor for Class AW windows rated in accordance with AAMA/ 
CSA101/1.S.2/A440, vertical curtain walls and site-built fenestration 
products (fixed) = ((0.34)) 0.31 

b. U-factor for Class AW windows rated in accordance with AAMA/ 
CSA101/1.S.2/A440, vertical curtain walls and site-built fenestration 
products (operable) = 0.36 

c. Entrance doors = 0.60 

d. U-factor for all other vertical fenestration, fixed = ((0#28)) 
0.23 

e. U-factor for all other vertical fenestration, operable, or 


mulled windows with fixed and operable sections = 0.24 
2. The SHGC of the vertical fenestration shall be ( (tess—ther—ece 


€4924.3))_ no. more than 0.90 times the maximum SHGC values listed in 
Table C402.4. 
An area-weighted average shall be permitted to satisfy the U-fac- 
tor requirement for each fenestration product category listed in Item 
of this section. Individual fenestration products from different 
fenestration product categories shall not be combined in calculating 
the area-weighted average U-factor, except that fenestration from 
lines a. and b. are permitted to be combined. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40231, filed 11/26/19, effec- 
tive. 7/1/20. Statutory Authority: RCW 1L9.27A.025, 19227A.160, and 
19.27. ee WSR 16-03-072, § 51-11C- 40231, fil ed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19. 274.045; and 

LISZTS ae WSR 13-23-096, § 51-11C-40231, filed 11/20/13, effective 
4/1 /14. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 a 34.05 RCW. WSR 13-04-056, § 51-11C-40231, filed 2/1/13, ef- 
fective 7/1/13. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40232 Section C402.4.2—Minimum skylight fenestration 
area. 


C402.4.2 Minimum skylight fenestration area. ( (Fox—buiidings—with sin- 

gte—_stery) ) Skylights shall be provided in enclosed spaces that meet 

all the following criteria: 
1. Floor area of enclosed spaces is greater than 2,500 square 


feet (232 m2) ( (inf tecr area that are)). 


2. Space is located directly under a roof and have a ceiling 
height greater than 15 feet (4572 mm) for no less than 75 percent of 


the ceiling area ( (;—these-sinogte-stery spaces—shal} _beprevidedaHtth 
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ee 1 daytial le a 


C4952-4)). 

Sis. 
is one of the following: Office, 
gymnasium/exercise center, 
ufacturing, nonrefrigera 
sorting area, transportat 


ion, 


and workshop. 


Space type ( (s—*equired tc—ecemety at th _+his—_preovisieon tretide) ) 
lobby, 
convention cen 
ted warehouse, 


atrium, concourse, corridor, 
ter, automotive service, man- 


tail store, distribution/ 


re 


daylight zone area not th 
shall provide one of 

1. A minimum ratio 
under skylights of not 
VT of at least 0. 
in accordance with Section C30 


2. A minimum skylight ff 


less 


of s 
less 


th 


Cc 


Skylights in these spaces ar 
an 50 percent of 
he following: 

kylight area 
an 3 percen 
40, or VTannnay Of not less than 0.26, as determined 
Br Tk BS 

tive aper 


required to provide a total toplit 


the floor area and 


CO 


toplit daylight zone area 
where all skylights have a 


tur ( (eof et teat 


cent) determined in accordance 


LESS 


than 1 percen 


wi 


= per- 


7 Of? 


th Equation 4-5 


using a skylight's VT rating; or 


LESS 


da 
2z 
2a 


than 0.66 percen 


using a tubular daylight device's 


Skylight Effective Aperture 


(0.85 x Skylight Area x Skylight VT x WF)/ Toplit daylight zone 


(Equation 4-5) 


Where: 
Skylight area 


Skylight VT 


WF 


Light well depth 


EXCEPTIONS: 


Total fenestration area of 
skylights. 


Area weighted average visible 
transmittance of skylights. 


Area weighted average well 
factor, where well factor is 0.9 
if light well depth is less than 
2 feet (610 mm), or 0.7 if light 
well depth is 2 feet (610 mm) 
or greater, or 1.0 for tubular 
daylighting devices (TDD) 
with (annual) VT annual 
ratings measured in 
accordance with NFRC 203. 


Measure vertically from the 
underside of the lowest point 
of the skylight glazing to the 
ceiling plane under the 
skylight. 


1. Skylights above daylight zones of enclosed spaces are not required in: 


1.1. (Reserved-)) Spaces designed as storm shelters complying with ICC 500. 


1.2. Spaces where the designed general lighting power densities are less than 0.5 W/ft2 (5.4 W/m2) and at least 10 percent lower than 


the lighting power allowance in Section C405.4.2. 


1.3. Areas where it is documented that existing structures or natural objects block direct beam sunlight on at least half of the roof over 
the enclosed area for more than 1,500 daytime hours per year between 8 a.m. and 4 p.m. 

1.4. Spaces where the daylight zone under rooftop monitors is greater than 50 percent of the enclosed space floor area. 

1.5. Spaces where the total floor area minus the sidelit daylight zone area is less than 2,500 square feet (232 m2), and where the lighting 
in the daylight zone is controlled in accordance with Section C405.2.3.1. 

2. The skylight effective aperture, calculated in accordance with Equation 4-5, is permitted to be 0.66 percent in lieu of 1 percent if the 
((FFannueal)) VT annua of the skylight or TDD, as measured by NFRC 203, is greater than 38 percent. 


C402.4.2.1 Lighting controls in daylight zones under skylights. 


light responsive controls 
be provided to control all 


Day- 
( (compi yan ng yH En Section E- 2 4 ° +) ) shall 
electric lights within toplit daylight 


ZONES» 
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C402.4.2.2 Haze factor. Skylights in office, storage, automotive serv- 
ice, manufacturing, nonrefrigerated warehouse, retail store, and dis- 
tribution/sorting area spaces shall have a glazing material or diffus- 
er with a haze factor greater than 90 percent when tested in accord- 
ance with ASTM D 1003. 


EXCEPTION: Skylights and tubular daylighting devices designed and installed to exclude direct sunlight entering the occupied space by the use of 
fixed or automated baffles, or the geometry of skylight and light well. 


C402.4.2.3 Daylight zones. Daylight zones referenced in Sections 
C402.4.1.1 through C402.4.2.2 shall comply with Sections ((¢405.24.2 
and €4905.2-4-3)) C405.2.5.2 and C405.2.5.3, as applicable. Daylight 
zones shall include toplit daylight zones and sidelit daylight zones. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40232, filed 11/26/19, effec- 

tive 7/1/20. Statutory Authority: RCW 19.27A. oS 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 5] 1C-40232, filed 
12/6/16, effective. 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40232, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 

51-11C-40232, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40234 Section C402.4.4—Doors. 
C402.4.4 Doors. Opaque | heres) Beers ana ( (comp byt h_‘Fabte 
An 4 Onaga a 1 


Opaque deces—shatt) ) Be considered o of the gross area of above- 
grade walls that are part of the building thermal envelope, including 
the frame. Opaque doors shall comply with Table C402.1.4. Other doors 
shall comply with the provisions of Section C402.4.3 for vertical fen- 


estration ( (and the-ertire decor area,;—mebicing the frame,—_shatt be 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40234, filed 11/26/19, effec- 

tive 7/1/20. Statutory Authority: RCW 19.27A. oo 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51 1C-40234, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40234, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, © 

51-11C-40234, filed 2/1/13, effective 7/1/13. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40241 Section C402.5.1—Air barriers. 
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C402.5.1 Air barriers. A continuous air barrier shall be provided 
throughout the building thermal envelope. The continuous air barriers 
shall be ( (peemittedte-+be)) located on the inside or outside of the 
building thermal envelope, located within the assemblies composing the 
building thermal envelope, or any combination thereof. The air barrier 
shall comply with Sections C402.5.1.1 and C402.5.1.2. 


C402.5.1.1 Air barrier construction. The continuous air barrier shall 
be constructed to comply with the following: 

1. The air barrier shall be continuous for all assemblies that 
are the thermal envelope of the building and across the joints and as- 
semblies. 
2. Air barrier joints and seams shall be sealed, including seal- 
ing transitions in places and changes in materials. The joints and 
seals shall be securely installed in or on the joint for its entire 
length so as not to dislodge, loosen or otherwise impair its ability 
to resist positive and negative pressure from wind, stack effect and 
mechanical ventilation. 
3. Penetrations of the air barrier shall be caulked, gasketed or 
otherwise sealed in a manner compatible with the construction materi- 
als and location. Sealing shall allow for expansion, contraction and 
mechanical vibration. Joints and seams associated with penetrations 
shall be sealed in the same manner or taped. Sealing materials shall 
be securely installed around the penetration so as not to dislodge, 
loosen or otherwise impair the penetrations' ability to resist posi- 
tive and negative pressure from wind, stack effect, and mechanical 
ventilation. Sealing of concealed fire sprinklers, where required, 
shall be in a manner that is recommended by the manufacturer. Caulking 
or other adhesive sealants shall not be used to fill voids between 
fire sprinkler cover plates and walls or ceilings. 

4. Recessed lighting fixtures shall comply with Section C402.5.8. 
Where similar objects are installed which penetrate the air barrier, 
provisions shall be made to maintain the integrity of the air barrier. 

5. Construction documents shall contain a diagram showing the 
building's pressure boundary in plan(s) and section(s) and a calcula- 
tion of the area of the pressure boundary to be considered in the 
test 


C402.5.1.2 ( (Buiitding—test.—Fheecomptetecd bsuitdinge shalt be testecdcand 


£ 
age—eates—shat} be sebr 
a 
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€402.5.1.2.-1)) Air barrier compliance. A continuous air barrier for 


the opaque building envelope shall comply with the following: 

1. Group R dwelling units that are accessed directly from the 
outdoors shall meet the provisions of Section C402.5.2. 

2. All other buildings or portions of buildings shall meet the 
provisions of Section C402.5.3. 


C402.5.2 Enclosure testing for dwelling and sleeping unit accessed di- 
rectly from the outdoors. For dwelling units accessed directly from 

outdoors, the building thermal envelope shall be tested in accordance 
with ASTM E779, ANSI/RESNET/ICC 380, ASTM E1827 or an equivalent meth- 
od approved by the code official. The measured air leakage shall not 


exceed 0.25 cfm/ft? (1.27 L/s m?) of the testing unit enclosure area 
at a pressure differential of 0.2 inch water gauge (50 Pa). Where mul- 
tiple dwelling units or sleeping units or other occupiable conditioned 
spaces are contained within one building thermal envelope and are ac- 
cessed directly from the outdoors, each unit shall be considered an 
individual testing unit, and the building air leakage shall be the 
W ight d_average of all testing unit results, weighted by each testing 
unit's enclosure area. Units shall be tested separately with an un- 
guarded blower door test as follows: 
1. Where buildings have fewer than eight testing units, each 
testing unit shall be tested. 
2. For buildings with eight or more testing units, the greater of 
seven units or 20 percent of the testing units in the building shall 
be tested, including a top floor unit, a ground floor unit and a unit 
with the largest testing unit enclosure area. For each tested unit 
that exceeds the maximum air leakage rate, an additional two units 


shall be tested, including a mixture of testing unit types and loca- 
tions. 


3. Test shall be accomplished using eithe 


r a) both pressurization 
and depressurization or b ressurization alone, but not depressuriza- 
tion alone. The test results shall be plotted against the correct P 
for pressurization in accordance with Section 9.4 of ASTM E779. 

Where the measured air leakage rate exceeds 0.25 cfm/ft* (2.0 L/s 
x m2) corrective action shall be taken to seal leaks in the air barri- 
er in all units exceeding the target value and all untested units. 
Post-corrective action testing and repeated corrective action measures 
will be taken until the required air leakage rating is achieved. Final 


passing air leakage test results shall be submitted to the code offi- 
Cial. 


C402.5.3 Building thermal envelope testing. The building thermal enve- 
lope shall be tested in accordance with ASTM E779, ANSI/RESNET/ICC 
380, ASTM E3158 or ASTM E1827 or an equivalent method approved by the 
code official. The measured air leakage shall not exceed 0.25 cfm/ft2 
(1.27 L/s x m2) of the building thermal envelope area at a pressure 
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differential of 0.3 inch water gauge (75 Pa). Alternatively, portions 
of the building shall be tested and the measured air leakages shall be 
area weighted by the surface areas of the building envelope in each 
portion. The weighted average test results shall not exceed the whole 
building leakage limit. In the alternative approach, the following 
portions of the building shall be tested: 


tae- Th ntir nvelope area of al stories that have any spaces 
directly under a roof. 
2% TH ntir nvelope area of all stories that have a building 


entrance, exposed floor, or loading dock, or are below grade. 

3. Representative above-grade sections of the building totaling 
at least 25 percent of the wall area enclosing the remaining condi- 
tioned space. 

4. Test shall be accomplished using either a) both pressurization 
and depressurization or b) pressurization alone, but not depressuriza- 
tion alone. The test results shall be plotted against the correct P 
for pressurization in accordance with Section 9.4 of ASTM E779. 


Where the measured air leakage rate exceeds 0.25 cfm/ft* (2.0 L/s 
x m*) corrective action shall be taken to seal leaks in the air barri- 
er. Post-corrective action testing and repeated corrective action 
measures will be taken until the required air leakage rating is ach- 
ieved. Final passing of the air leakage test results shall be submit- 
ted to the code official. 


C402.5.4 Building test for mixed-use buildings. Where a building is 
three or fewer stories above grade plane and contains both commercial 
and residential uses, the air barrier of the R-2 and R-3 occupancy 
areas of the building is permitted to be separately tested according 
to Section R402.4.1.2. Alternatively, it is permissible to test the 
air barrier of the entire building according to Section ((€402.5.4.2) ) 
C402.5.3, provided that the tested air leakage rate does not exceed 
the rate specified in Section ((€402.5.4.2)) Cc402.5.3. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40241, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40241, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40241, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40243 Section ((€402-5-3)) C402.5.5—Rooms containing 
fuel-burning appliances. 


( (€402-5—3)) C402.5.5 Rooms containing fuel-burning appliances. Where 
combustion air is supplied through openings in an exterior wall toa 
room or space containing a space conditioning fuel-burning appliance, 
one of the following shall apply: 

1. The room or space containing the appliance shall be located 
outside of the building thermal envelope. 
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2. The room or space containing the appliance shall be enclosed 
and isolated from conditioned spaces inside the building thermal enve- 
lope. Such rooms shall comply with all of the following: 

2.1. The walls, floor and ceiling that separate the enclosed room 
or space from the conditioned spaces shall be insulated to be at least 
equivalent to the insulation requirement of below grade walls as 
specified in Tab] le C402.1.3 or C402.1.4. 

2.2. The walls, floors and ceilings that separate the enclosed 
room or space from conditioned spaces be sealed in accordance with 
Section C402.5.1. 
243 The doors into the enclosed room or space shall be fully 
gasketed. 
2.4. Water lines and ducts in the enclosed room or space shall be 
insulated in accordance with Section C403. 

2.5. Where the air duct supplying combustion air to the enclosed 
room or space passes through conditioned space, the duct shall be in- 
sulated to an R-value of not less than ((R=-8)) R-16. 


EXCEPTION: Fireplaces and stoves complying with Sections 901 through 905 of the International Mechanical Code, and Section 2111.13 of the 
International Building Code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40243, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40243, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40243, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40244 Section ((€402-5-4)) C402.5.6—Doors and access 
openings. 


( (¢402.5—4)) C402.5.6 Doors and access openings to shafts, chutes, 
stairways, and elevator lobbies. Doors and access openings from condi- 
tioned space to shafts, chutes, stairways and elevator lobbies shall 
be gasketed, weatherstripped or sealed. 


EXCEPTIONS: 1. Door openings required to comply with Section 716 of the International Building Code. 
2. Doors and door openings required to comply with UL 1784 by the International Building Code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40244, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19. 27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40244, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40244, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40245 Section ((€402.5.5)) C402.5.7—Air intakes, ex- 
haust openings, stairways and shafts. 


( (€402.5—-5)) C402.5.7 Air intakes, exhaust openings, stairways and 
shafts. Stairway enclosures, elevator shaft vents and other outdoor 
air intakes and exhaust openings integral to the building envelope 
shall be provided with dampers in accordance with Section ((€403.7-93)) 
C403.7.8. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40245, filed 11/26/19, effec- 
tive: 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40245, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-054, § 51-11C-40245, filed 11/25/14, effec- 
tive 5/1/15. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40245, filed 2/1/13, 
effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40246 Section ((c402-5-6)) C402.5.8—Loading dock 
weatherseals. 


( (6402.56) ) C402.5.8 Loading dock weatherseals. Cargo door openings 
and loading dock door openings shall be equipped with weatherseals 
that restrict infiltration and provide direct contact along the top 
and sides of vehicles that are parked in the doorway. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40246, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40246, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40246, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40247 Section ((€402-5-7)) C402.5.9—Vestibules. 


( (€402-5~7)) C402.5.9 Vestibules. All building entrances shall be pro- 
tected with an enclosed vestibule, with all doors opening into and out 
of the vestibule equipped with self-closing devices. Vestibules shall 
be designed so that in passing through the vestibule it is not neces- 
sary for the interior and exterior doors to open at the same time. Th 
installation of one or more revolving doors in the building entrance 
shall not eliminate the requirement that a vestibule be provided on 
any doors adjacent to revolving doors. For the purposes of this sec- 
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tion, “building entrances" shall include exit-only doors in buildings 
where separate doors for entering and exiting are provided. 

Interior and exterior doors shall have a minimum distance between 
them of not less than 7 feet. The exterior envelope of conditioned 
vestibules shall comply with the requirements for a conditioned space. 
Either the interior or exterior envelope of unconditioned vestibules 
shall comply with the requirements for a conditioned space. The build- 
ing lobby is not considered a vestibule. 


EXCEPTION: Vestibules are not required for the following: 
1. Doors not intended to be used as building entrances. 
2. Unfinished ground-level space greater than 3,000 square feet (298 m?) if a note is included on the permit documents at each exterior 
entrance to the space stating "Vestibule required at time of tenant build-out if entrance serves a space greater than 3,000 square feet in 
area." 
3. Doors opening directly from a sleeping unit or dwelling unit. 
4. Doors between an enclosed space smaller than 3,000 square feet (298 m2) in area and the exterior of the building or the building 
entrance lobby, where those doors do not comprise one of the primary building entrance paths to the remainder of the building. The 
space must be enclosed and separated without transfer air paths from the primary building entrance paths. If there are doors between the 
space and the primary entrance path, then the doors shall be equipped with self-closing devices so the space acts as a vestibule for the 
primary building entrance. 
5. Revolving doors. 
6. Doors used primarily to facilitate vehicular movement or material handling and adjacent personnel doors. 
7. In buildings less than 3 stories above grade or in spaces that do not directly connect with the building elevator lobby, doors that have 
an air curtain with a velocity of not less than 6.56 feet per second (2 m/s) at the floor that have been tested in accordance with ANSI/ 
AMCA 220 and installed in accordance with the manufacturer's instructions. Manual or automatic controls shall be provided that will 
operate the air curtain with the opening and closing of the door. Air curtains and their controls shall comply with Section C408.2.3. 
8. Building entrances in buildings that are less than four stories above grade and less than 10,000 ft? in area. 
9. Elevator doors in parking garages provided that the elevators have an enclosed lobby at each level of the garage. 
10. Entrances to semi-heated spaces. 
11. Doors that are used only to access outdoor seating areas that are separated from adjacent walking areas by a fence or other barrier. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40247, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40247, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40247, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-40248 Section ((€402.5-8)) C402.5.10—Recessed light- 
ing. 
( (6¢402.5—-8)) C402.5.10 Recessed lighting. Recessed luminaires instal- 
led in the building thermal envelope shall be all of the following: 

1. IC rated. 

2. Labeled as having an air leakage rate of not more than 2.0 cfm 
(0.944 L/s) when tested in accordance with ASTM E 283 at a 1.57 psf 
(75 Pa) pressure differential. 

3. Sealed with a gasket or caulk between the housing and interior 
wall or ceiling covering. 


C402.5.11 Operable openings interlocking. Where any operable openings 


to the outdoors are larger than 48 square feet (4.47 m2) in area, such 
openings shall be interlocked with the heating and cooling system as 


required by Section C403.4.1.6. 


EXCEPTIONS: 1. Separately zoned areas associated with the preparation of food that contain appliances that contribute to the HVAC loads of a 
restaurant or similar type of occupancy. 
2. Warehouses that utilize overhead doors for the function of the occupancy, where approved by the code official. 
3. The outer entrance doors where located in the exterior wall and are part of a vestibule system. 
4. Alterations to existing buildings. 
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[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-40248, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-40248, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40310 Section C403.1—General. 


C403.1 General. Mechanical systems and equipment serving heating, 
cooling, ventilating, and other needs shall comply with this section. 


EXCEPTIONS: 1. Energy using equipment used by a manufacturing, industrial or commercial process other than for conditioning spaces or maintaining 
comfort and amenities for the occupants ((and-net-etherwise regulated by)) are exempt from all Section C403 subsections except for 
Section C403.3.2, Tables C403.3.2 (1) through ((G2})) (16) inclusive, Sections C403.3.4.1, C403.3.4.2, C403.3.4.3, C403.7.7, 
C403.9.2.1, C403.10.3, C403.11.2, and C403.11.3, ((€404.2, Fable €404.2,€405.8 and C4H1)) as applicable. Data center and computer 
room HVAC equipment is not covered by this exception. 
2. Data center systems are exempt from Sections C403.4 and C403.5. 


C403.1.1 HVAC total system performance ratio (HVAC TSPR). For systems 
serving office (including medical office), retail, library, and educa- 
tion occupancies and buildings, which are subject to the requirements 
of Section C403.3.5 without exceptions, and the dwelling units and 
residential common areas within Group R-2 multi-family buildings, the 
HVAC total system performance ratio (HVAC TSPR) of the proposed design 
HVAC system shall be ((me¥e)) greater than or equal to the HVAC TSPR 
of the standard reference design as calculated according to Appendix 
D, Calculation of HVAC Total System Performance Ratio. 


EXCEPTIONS: 1. Buildings (with conditioned floor area _tess than 5,000-square feet)) where the sum of the conditioned floor area of office, retail 
education, library and multifamily spaces is less than 5,000 square feet. Areas that are eligible for any of the exceptions below do not 
count towards the 5,000 square feet. 

2. HVAC systems using district heating water, chilled water or steam. 

3. HVAC systems connected to a low-carbon district energy exchange system. 

4. HVAC systems not included in Table ((B604+H-4)) D601.10.1. 

((4:)) 5. HVAC systems with chilled water supplied by absorption chillers, heat recovery chillers, water to water heat pumps, air to water 
heat pumps, or a combination of air and water cooled chillers on the same chilled water loop. 

6. HVAC systems included in Table D601.10.1 with parameters in Table D601.10.2 not identified as applicable to that HVAC system 
type. 

((5-)) 7. HVAC systems served by heating water plants that include air to water or water to water heat pumps. 

((6-)) 8. Underfloor air distribution and displacement ventilation HVAC systems. 

((4)) 9. Space conditioning systems that do not include mechanical cooling. 

((8-)) 10. Alterations to existing buildings that do not substantially replace the entire HVAC system and are not serving initial build-out 
construction. 

((9:)) 11. HVAC systems meeting all the requirements of the standard reference design HVAC system in Table D602.11, Standard 
Reference Design HVAC Systems. 

2. Buildings or areas of medical office buildings that comply fully with ASHRAE Standard 170 including, but not limited to, surgical 

centers, or that are required by other applicable codes or standards to provide 24/7 air handling unit operation. 

3. HVAC systems serving the following areas and spaces: 

3.1. Laundry rooms. 

3.2. Elevator machine rooms. 

3. Mechanical and electrical rooms. 

4. Data centers and computer rooms. 

5. Laboratories with fume hoods. 

6. Locker rooms with more than two showers. 

T: 

8. 


Natatoriums and rooms with saunas. 

Restaurants and commercial kitchens with total cooking capacity greater than 100,000 Btu/h. 
3.9. Areas of buildings with commercial refrigeration equipment exceeding 100 kW of power input. 
3.10. Cafeterias and dining rooms. 


C403.1.2 Calculation of heating and cooling loads. Design loads asso- 
ciated with heating, ventilating and air conditioning of the building 
shall be determined in accordance with the procedures described in AN- 
SI/ASHRAE/ACCA Standard 183 or by an approved equivalent computational 
procedure, using the design parameters specified in Chapter 3. Heating 
and cooling loads shall be adjusted to account for load reductions 
that are achieved where energy recovery systems are utilized in the 


3. 
3. 
3. 
3. 
3. 
3. 
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HVAC system in accordance with the ASHRAE HVAC Systems and Equipment 
Handbook by an approved equivalent computational procedure. 


C403.1.3 Data centers. Data center systems shall comply with Sections 


6 and 8 of ASHRAE Standard 90.4 ( (wtth—he—feoltowing--hanges+ 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40310, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40310, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40310, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40310, filed 2/1/13, ef- 
fective 7/1/13.] 


NEW SECTION 


WAC 51-11C-40314 Section C403.1.4—HVAC heating equipment. 


C403.1.4 Use of electric resistance and fossil fuel-fired HVAC heating 
equipment. HVAC heating energy shall not be provided by electric re- 
sistance or fossil fuel combustion appliances. For the purposes of 
this section, electric resistance HVAC heating appliances include, but 
are not limited to, electric baseboard, electric resistance fan coil 
and VAV electric resistance terminal reheat units and electric resist- 
ance boilers. For the purposes of this section, fossil fuel combustion 
HVAC heating appliances include, but are not limited to, appliances 
burning natural gas, heating oil, propane, or other fossil fuels. 


EXCEPTIONS: 1. Low heating capacity. Buildings or areas of buildings, other than dwelling units or sleeping units, that meet the interior temperature 
requirements of Chapter 12 of the International Building Code with a total installed HVAC heating capacity no greater than 8.5 Btu/h 
(2.5 watts) per square foot of conditioned space are permitted to be heated using electric resistance appliances. 

2. Dwelling and sleeping units. Dwelling or sleeping units are permitted to be heated using electric resistance appliances as long as the 
installed HVAC heating capacity in any separate space is not greater than: 

2.1. Seven hundred fifty watts in Climate Zone 4, and 1000 watts in Climate Zone 5 in each habitable space with fenestration. 

2.2. One thousand watts in Climate Zone 4, and 1300 watts in Climate Zone 5 for each habitable space that has two primary walls facing 
different cardinal directions, each with exterior fenestration. Bay windows and other minor offsets are not considered primary walls. 

2.3. Two hundred fifty watts in spaces adjoining the building thermal envelope but without fenestration. 

For the purposes of this section, habitable space is as defined in the International Building Code. For buildings in locations with exterior 
design conditions below 4°F (-16°C), an additional 250 watts above that allowed for Climate Zone 5 is permitted in each space with 
fenestration. 

3. Small buildings. Buildings with less than 2,500 square feet (232 m2) of conditioned floor area are permitted to be heated using 
electric resistance appliances. 

4. Defrost. Heat pumps are permitted to utilize electric resistance heating when a heat pump defrost cycle is required and is in operation. 
5. Air-to-air heat pumps. Buildings are permitted to utilize internal electric resistance heaters to supplement heat pump heating for air- 
to-air heat pumps that meet all of the following conditions: 

5.1. Internal electric resistance heaters have controls that prevent supplemental heater operation when the heating load can be met by the 
heat pump alone during both steady-state operation and setback recovery. 

5.2. The heat pump controls are configured to use the compressor as the first stage of heating down to an outdoor air temperature of 
17°F (-8°C) or lower except when in defrost. 

5.3. The heat pump complies with one of the following: 

5.3.1. Controlled by a digital or electronic thermostat designed for heat pump use that energizes the supplemental heat only when the 
heat pump has insufficient capacity to maintain set point or to warm up the space at a sufficient rate. 
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5.3.2. Controlled by a multistage space thermostat and an outdoor air thermostat wired to energize supplemental heat only on the last 
stage of the space thermostat and when outdoor air temperature is less than 32°F (0°C) except when in defrost. 

5.3.3. The minimum efficiency of the heat pump is regulated by NAECA, its rating meets the requirements shown in Table C403.3.2(2), 
and its rating includes all usage of internal electric resistance heating. 

5.4. The heat pump rated heating capacity is sized to meet the heating load at an outdoor air temperature of 32°F (0°C) or lower and has 
a rated heating capacity at 47°F (8°C) no less than 2 times greater than supplemental internal electric resistance heating capacity in 
Climate Zone 4 and no less than the supplemental internal electric resistance heating capacity in Climate Zone 5, or utilizes the smallest 
available factory-available internal electric resistance heater. 

6. Air-to-water heat pumps. Buildings are permitted to utilize electric resistance (for Climate Zone 4 or 5) or fossil fuel-fired (for 
Climate Zone 5) auxiliary heating to supplement heat pump heating for hydronic heating systems that meet all of the following 
conditions: 

6.1. Controls for the auxiliary electric resistance or fossil fuel-fired heating are configured to lock out the supplemental heat when the 
outside air temperature is above 36°F (2°C), unless the hot water supply temperature setpoint to the building heat coils cannot be 
maintained for 20 minutes. 

6.2. The heat pump controls are configured to use the compressor as the first stage of heating down to the lowest exterior design 
temperature for which the equipment is rated except during startup or defrost operation. 

6.3. The heat pump rated heating capacity at 47°F (8°C) is no less than 75 percent of the design heating load at 29°F (-2°C). 

7. Ground source heat pumps. Buildings are permitted to utilize electric resistance auxiliary heating to supplement heat pump heating 
for hydronic heating systems with ground source heat pump equipment that meets all of the following conditions: 

7.1. Controls for the auxiliary resistance heating are configured to lock out the supplemental heat when the equipment source-side 
entering water temperature is above 42°F (6°C), unless the hot water supply temperature setpoint to the building heat coils cannot be 
maintained for 20 minutes. 

7.2. The heat pump controls are configured to use the compressor as the first stage of heating. 

7.3. The ground source heat exchanger shall be sized so that the heat pump annual heating output is no less than 70 percent of the total 
annual heating output in the final year of a 30-year simulation using IGSHPA listed simulation software. 

8. Small systems. Buildings in which electric resistance or fossil fuel appliances, including decorative appliances, either provide less 
than 5 percent of the total building HVAC system heating capacity or serve less than 5 percent of the conditioned floor area. 

9. Specific conditions. Portions of buildings that require fossil fuel or electric resistance space heating for specific conditions approved 
by the code official for research, health care, process or other specific needs that cannot practicably be served by heat pump or other 
space heating systems. This does not constitute a blanket exception for any occupancy type. 

0. Kitchen make-up air. Make-up air for commercial kitchen exhaust systems required to be tempered by Section 508.1.1 of the 
International Mechanical Code is permitted to be heated by using fossil fuel in Climate Zone 5 or electric resistance in Climate Zone 4 
or 5. 

1. District energy. Steam or hot water district energy systems that utilize fossil fuels as their primary source of heat energy, that serve 
multiple buildings, and that were already in existence prior to the effective date of this code, including more energy-efficient upgrades to 
such existing systems, are permitted to serve as the primary heating energy source. 

2. Heat tape. Heat tape is permitted where it protects water-filled equipment and piping located outside of the building thermal 
envelope, provided that it is configured and controlled to be automatically turned off when the outside air temperature is above 40°F 
(4°C). 

3. Temporary systems. Temporary electric resistance heating systems are permitted where serving future tenant spaces that are 
unfinished and unoccupied, provided that the heating equipment is sized and controlled to achieve interior space temperatures no higher 
than 40°F (4°C). 

4. Pasteurization. Electric resistance heat controls are permitted to reset the supply water temperature of hydronic heating systems that 
serve service water heating heat exchangers during pasteurization cycles of the service hot water storage volume. The hydronic heating 
system supply water temperature shall be configured to be 145°F (63°C) or lower during the pasteurization cycle. 

5. Freeze protection. Heating systems sized for spaces with indoor design conditions of 45°F (7°C) and intended for freeze protection 
are permitted to use electric resistance. The building envelope of any such space shall be insulated in compliance with Section C402.1. 
6. DOAS ERV auxiliary heat. Dedicated outdoor air systems with energy recovery ventilation are permitted to utilize fossil fuel for 
Climate Zone 5 or electric resistance in Climate Zone 4 or 5 for auxiliary heating to preheat outdoor air for defrost or as auxiliary 
supplemental heat to temper supply air to 55°F (13°C) or lower for buildings or portions of buildings that do not have hydronic heating 
systems. 

7. Low-carbon district energy systems. Low-carbon district energy systems that meet the definitions of low-carbon district energy 
exchange system or low-carbon district heating and cooling or heating only systems. 

8. Essential facilities. Groups I-2 and I-3 occupancies that by regulation are required to have in place redundant emergency backup 
systems. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 


7/1/20) 


WAC 51-11C-40320 Section C403.2—System design. 


C403.2 System design. Mechanical systems shall be designed to comply 
with Sections C403.2.1 and ((€403-2.-2)) C403.2.4. Where elements of a 
building's mechanical systems are addressed in Sections C403.3 through 
C403.13, such elements shall comply with the applicable provisions of 


ter 19.27 


19.27.074. 


Certified 


those sections. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


RCW. WSR 19-24-040, § 51-11C-40320, filed 11/26/19, effec- 


tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
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7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40320, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40321 Section C403.2.1—Zone isolation. 


C403.2.1 Zone isolation required. HVAC systems, DOAS and exhaust sys- 
tems serving ((#eRes)) areas that are intended to operate or be occu- 
pied nonsimultaneously shall be divided into separate isolation areas. 
Zones intended to be occupied simultaneously may be grouped into a 
Single isolation area provided ((+=)) the combined total area does not 
exceed 25,000 square feet (2323 m?) of conditioned floor area ( (ner) ) 
and does not include more than one floor. Each isolation area shall be 
equipped with isolation devices and controls configured to automati- 
cally shut off the supply of conditioned air and outdoor air to and 
exhaust air from the isolation area. Each isolation area shall be con- 
trolled independently by a device meeting the requirements of Section 
C403.4.2.2. Central systems and plants shall be provided with controls 
and devices that will allow system and equipment operation for any 
length of time while serving only the smallest isolation area served 
by the system or plant. 


EXCEPTIONS: 1. Exhaust air and outdoor air connections to isolation areas where the fan system to which they connect is not greater than 5,000 cfm 
(2360 L/s). 
2. Exhaust airflow from a single isolation area of less than 10 percent of the design airflow of the exhaust system to which it connects. 
3. Isolation areas intended to operate continuously or intended to be inoperative only when all other isolation areas in a zone are 
inoperative. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40321, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40321, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40321, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40322 Section C403.2.2—Ventilation and exhaust. 
C403.2.2 Ventilation and exhaust. 


C403.2.2.1 Ventilation. Ventilation, either natural or mechanical, 
shall be provided in accordance with Chapter 4 of the International 
Mechanical Code. Where mechanical ventilation is provided, the system 
shall be configured to provide no greater than 150 percent of the min- 
imum outdoor air required by Chapter 4 of the International Mechanical 
Code or other applicable code or standard, whichever is greater. 


EXCEPTIONS: 1. The mechanical system may supply outdoor air at rates higher than the limit above when it is used for particulate or VOC dilution, 
(econemizes,)) economizing or night flushing, dehumidification, pressurization, exhaust make-up, or other process air delivery. 
Outdoor air shall be reduced to the minimum ventilation rates when not required for the preceding uses. 
2. Air systems supplying dwelling or sleeping units within Group R-1, R-2 or I-2 occupancies. 
3. Alterations that replace less than half of the total heating and cooling capacity of the system. 
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4. Systems with energy recovery complying with the requirements of Section C403.7.6.1 that utilize sensible only active chilled beams 
for space cooling without any additional zonal fan power. Active chilled beams shall be permitted to utilize the increased outdoor 
airflow to increase space sensible capacity and to maintain space latent cooling loads without additional controls to reduce the outdoor 
airflow to each zone. 

5. Systems that include energy recovery ventilation with an 80 percent minimum sensible recovery effectiveness in accordance with 
Section C403.3.5.1 and with controls capable and configured to lock-out the use of supplemental heat may provide ventilation up to a 
maximum of 200 percent of the minimum outdoor air required. 


C403.2.2.2 Exhaust. Exhaust shall be provided in accordance with Chap- 
ters 4 and 5 of the International Mechanical Code. Where exhaust is 
provided, the system shall be configured to provide no greater than 
150 percent of the minimum exhaust air required by Chapters 4 and 5 of 
the International Mechanical Code or other applicable code or stand- 
ard, whichever is greater. 


EXCEPTIONS: 1. The mechanical system may exhaust air at rates higher than the limit above when it is used for particulate or VOC dilution, 
economizer, night flushing, dehumidification, pressure equalization, relief, or other process exhaust air requirements. Outdoor air and 
exhaust air shall be reduced to the minimum ventilation rates when not required for the preceding uses. 

2. Domestic range hood exhaust in Group R occupancies. 
3. Exhaust from Group I occupancies. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40322, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40322, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40322, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40323 Section C403.2.3— ( (Variable flow capacity) ) 
Fault detection and diagnostics. 


C403.2.3 Fault detection and diagnostics. New buildings with an HVAC 
system serving a gross conditioned floor area of 100,000 square feet 
(9290 m?) or larger shall include a fault detection and diagnostics 
(FDD) system to monitor the HVAC system's performance and automatical- 
ly identify faults. The FDD system shall: 
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1. Include permanently installed sensors and devices to monitor 
the HVAC system's performance. 

2. Sample the HVAC system's performance at least once every 15 
minutes. 

3. Automatically identify and report HVAC system faults. 

4. Automatically notify authorized personnel of identified HVAC 
system faults. 

5. Automatically provide prioritized recommendations for repair 


of identified faul 


ts based on analysis of data coll 


ected from the sam- 


pling of HVAC system performance. 


Os 


Be capable 


of transmitting the prioritized 


fault repair recom- 


mendations to remo 


tely located authorized personnel. 


EXCEPTION: Group R-1 and R-2 occupancies. 

[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40323, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40323, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40323, filed 2/1/13, ef- 
fective 7/1/13.] 

AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 


TELF 20) 


WAC 51-11C-40324 


capacity. 
C403.2.4 Variable flow capacity. For fan and pump motors 5.0 hp and 


( (Reserved-—)) Section C403.2.4—Variable flow 


greater including motors in or serving custom and packaged air han- 


dlers serving variable air volume fan systems, 


CO 


nstant volume fans, 


heating 


and cooling hydronic pumping systems, 


pool 


and service water 


pumping 


systems, 


domestic water pressure-booster systems, 


cooling tow- 


er fan, 


and other pump or fan motors where variabl 


e flows are re- 


quired, 


there shall be: 


Variable speed drives; 


Or 


2s 


Other con 


trols and devices that 


will resul 


t in fan 


and pump 


mo 


tor demand of no more than 30 percent 


of design wattage a 


50 per- 


cent of design air volume for fans when 


static pressure set 


point 


equals 


1/3 the to 


tal 


water fl 


ow for pumps, 


based on manufac 


design static pressure, 


and 50 percen 


of design 


turer's certified tes 


t data. 


Variable inle 


vanes, 


throttling valves 


(dampers), 


scroll dampers or 


bypass circui 


ts shal 


l not be allowed. 


EXCEPTION: 


Variable speed devices are not required for motors that serve: 


1. Fans or pumps in packaged equipment where variable speed drives are not available as a factory option from the equipment 


manufacturer. 


2. Fans or pumps that are required to operate only for emergency fire-life-safety events (e.g., stairwell pressurization fans, elevator 


pressurization fans, fire pumps, etc.). 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40324, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40324, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40324, filed 2/1/13, ef- 
fective 7/1/13.] 
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effective 


filed 11/26/19, 


C403.3.2 HVAC equipment performance requirements. 


the minimum efficiency requiremen 


C403.3.2((442))) (146) when tested 
plicable test procedure. 

shall meet the minimum requiremen 
400. 


Equipment 
ts of Tables C403.3.2(1 
and rated in accordance with the ap- 


Section C403.3.2—HVAC equipment performance 


shall meet 
) through 


Plate-type liquid-to-liquid heat exchangers 


ts of 


under an approved certification program or, 


gram exists, 
da 
or performanc 
all stated r 


the equipmen 


requiremen 


coils, 
port 
the 
men 


ts herein. 


quirements. 


from different man 
ing data shall be furnished by the designer that demonstrates that 
combined efficiency of the specified components meets the require- 


ta furnished by the manufac 


t efficiency ratings 
Where mul 
ts are provided, 
Where components, 
ufac 


turer. 


TCUrers are use 


if no 


tipl 


such 
d, cal 


@ Fa 


cula 


COT 


C403.3.2.1 Gas-fired and oil-fired forced air furnaces 


furnaces with 


~ 


IID), and ha 
flue damper. 


inpu 


V i 
A ven 


rnaces wit 


space. All fu 
cluding e 
space shall h 
rating. 


ave jacket 


t ratings 
ers shall also have an intermi 
ther mechanical draft 
t damper is an accep 
damper for furnaces where combustion air is drawn from 
2 225,000 B 

located wit 
t exceeding 0.75 percent of the input 


h input 
tha 
losses no 


lectric furnaces, 


> 


225,000 Btu/h 


ratings 
t are not 


(65 kW) 
ttent ignition or interrup 
(including power 


( (Tabea) ) 
The efficiency shall be verified through certification and listed 
tification pro- 

shall be supported by 

ting condi 
the equipment shall satisfy 
as indoor or ou 
tions and sup- 


and 


AHRI 


tions 


tdoor 


¿a Forced air 


all unit heat- 
ted device 


table alternative 


venting) or a 
to a flue 
the conditioned 
tu/h (65 kW), in- 
hin the conditioned 


( (6403.3.2.4)) C403.3.2.2 Hydronic and multiple-zone HVAC system con- 
trols and equipment. Hydronic and multiple-zone HVAC system controls 
and equipment shall comply with this section. 
For buildings with a total equipment cooling capacity of 300 tons 
and above, the equipment shall comply with one of the following: 
1. No one unit shall have a cooling capacity of more than 2/3 of 
the total installed cooling equipment capacity; 
2. The equipment shall have a variable speed drive; or 


3. The equipment shall have multiple compressors. 
C403.3.2.3 Chillers. 


Chill 


ed water plants and buil 


500 tons total capacity shall not have more than 


air-cooled ch 
EXCEPTIONS: 


illers. 


water-cooled equipment. 
2. Air-cooled chillers with minimum efficiencies at least 10 percent higher than those listed in Table ((€493:3.26))) C403.3.2(3). 
3. Replacement of existing air-cooled chiller equipment. 
4. Air-to-water r heat pumpi units is that a are conngured to provide b both heating an and oe and that are re rated i in accordance with ANRT 
550/590. (G¥he eat pu axia p wa PeEatHEe-O 9e 


dings with more than 


100 tons provided by 


1. Where the designer demonstrates that the water quality at the building site fails to meet manufacturer's specifications for the use of 


dition.) 


( (€403.3.2.2)) C403.3.2.4 Water-cooled centrifugal chilling packages. 


Equipment not designed for operation at AHRI Standard 550/590 test 
conditions of ((44°F ¢7°¢})) 44.00°F (6.67°C) oe and 54.00°F 
(12.22°C) entering chilled-water temperatures and ((24-9pm/ten -evape- 
rator fluid flow and 85°F (29°C) entering condens : water temperatur 
with 3_gpem/ten 16.054 b/s—_ki}- condenser water flew)) with 85.00°F 
(29.44°C) entering and 94.30°F (34.61°C) leaving condenser-fluid tem- 
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Where: 
Kadj 
FL 


FLagj 


IPLV.IP 
PLV adj 


A 


B 


LIFT 
Lps 


Ly 


Issue 22-14 


(FL) an 
the foll 
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d part-load rat- 
owing equations. 


FL adj = FL/Kadj 


(Equation 4-7) 
PLVadj IPLV.IP/Kagj 


(Equation 4-8) 


AxB 
Full-load kW/ton values as specified in 
Table C403.3.2(7) 


Maximum full-load kW/ton rating, 
adjusted for nonstandard conditions 


Value as specified in Table C403.3.2(7) 
Maximum NPLV rating, adjusted for 
nonstandard conditions 
0.00000014592 x (LIFT)* - 
0.0000346496 x (LIFT)3+ 0.00314196 
x (LIFT)? - 0.147199 x LIFT + 
((3-9392)) 3.93073 

0.0015 x Lyg "aP (° F) + 0.934 


Tyg ona 4 Lyg VP 
Full-load condenser leaving fluid 
temperature (°F) 


Full-load evaporator leaving 
temperature (°F) 


The Flag; and PLVag; values are ((enty¥)) applicable only for cen- 
trifugal chillers meeting all of the following full-load design rang- 
es 

( (4.44 pi mum evaporator aving temperatur 36"F 

2.—Mascimunm condenser aving—temperature: 115°, 

3 — IFT is not less than 20°F (44,14°C) and not greater than 86°F 
4444-6})) 2 36.00°F < LygEvap $ 60.00°F 

e IygCond < 115.00°F 

e 20.00°F < LIFT < 80.00°F 


Manufacturers shall calculate the FLladj and PLVaqjbefore determin- 
ing whether to label the chiller. Centrifugal chillers designed to op- 
erate outside of these ranges are not covered by this code. 


( (6403-3-2-3)) C403.3.2.5 Positive displacement (air- and water- 


cooled) chilling packages. 
higher than 32°F (0°C) 
packages wi 
shall meet the requiremen 
Section C403.3.2 when tes 
ing conditions, 


and water-cooled posi 
th a condenser leaving fluid temperature below 115°F 
ts 
ted or cer 
in accordance with 


Equipment with a leaving f] 


uid temperature 


tive disp] 


acement chilling 
(46°C) 


( (o£ Fabte 6403.34 ¢# ) ) 


he 


the tables in 


tified with water 
the referenced test 


at 


t standard rat- 
procedure. 


( (€403-3-2-4)) C403.3.2.6 Packaged and split system electric heating 


and cooling equipment. 


Packaged 
ment providing both electric heat 


( (etectsie) ) 


and split system equip- 
ing and cooling, and cooling-only 


equipment with electric heat in the main supply duct before VAV boxes, 


in each case with a total 
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shall be a heat pump configured to operate in heat pump mode whenever 
the outdoor air temperature is above 25°F (-3.9°C) and the unit is not 
in defrost. The unit shall have reverse-cycle demand defrost. 


EXCEPTION: Unstaffed equipment shelters or cabinets used solely for personal wireless service facilities. 


( (6403-3.2-5)) C403.3.2.7 Humidification. If an air economizer is re- 
quired on a cooling system for which humidification equipment is to be 
provided to maintain minimum indoor humidity levels, then the humidi- 
fier shall be of the adiabatic type (direct evaporative media or fog 
atomization type). 
EXCEPTIONS: 1. Health care facilities licensed by the state where chapter 246-320 or 246-330 WAC requires steam injection humidifiers in duct work 

downstream of final filters. 

2. Systems with water economizer. 

3. 100 percent outside air systems with no provisions for air recirculation to the central supply fan. 


4. Nonadiabatic humidifiers cumulatively serving no more than 10 percent of a building's air economizer capacity as measured in cfm. 
This refers to the system cfm serving rooms with stand alone or duct mounted humidifiers. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40332, filed 11/26/19, effec- 
tive 7/1/20. Statutory Aut thority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51- 1C- 40332, filed 1/19/16, EEES 
7/1/16. Statutory Michou Liye RCW 19.27A.025, 19.27A.045, and 
19.27.074. WSR 13-20-120, § 51-11C-40332, filed 10/1/13, effective 
11/1/13. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40332, filed 2/1/13, ef- 
fective 7/1/13.] 


OTS-3534.2 


NEW SECTION 


WAC 51-11C-403321 Table C403.3.2(1)—Electrically operated uni- 
tary air conditioners and condensing units. 
Table C403.3.2 (1) 

Minimum Efficiency Requirements—Electrically Operated Unitary Air 


Conditioners and Condensing Units°’4 
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Subcategory or 
Heating Rating Minimum Test 
Equipment Type Size Category Section Type Condition Efficiency Procedure? 
Split System, 
three phase and 
applications 13.4 SEER2 
outside U.S. 
F tee s b 
Air conditioners, b single phase 
air cooled e a a Single package, 
three phase and 
applications 13.4 SEER2 
outside U.S. 
single phase? 
Split System, 
three phase and 
pai AHRI 
applications 11.7 SEER2 
outside U.S. 201/240-2023 
: z b 
Space constrained b single phase 
; 2 < All 
air cooled =e Single package, 
three phase and 
applications 11.7 SEER2 
outside U.S. 
single phase? 
Split System, 
i three phase and 
Small duct high b cape 
velocity, air cooled < 65,000 Btu/h a oe ae 
single phase? 
Electric : 11.2 EER 
Resistance | Split System and 14.8 IEER 
> 65,000 Btwh and | (or None) Single Package 
< 135,000 Btu/h - 
Allother Split System and 11.0 EER 
an Single Package 14.6 IEER 
Electric Split System and 11.0 EER 
> 135,000 Btu/h Resistance Single Package 14.2 IEER 
and (or None) 
< 240,000 Btu/h a eae Split System and 10.8 EER 
Air conditioners, Single Package 14.0 IEER AHRI 340/360 
air cooled Electric Sali systema 10.0 EER 
> 240,000 Btu/h Resistance : 13.2 IEER 
ad (or None) Single Package 
< 760,000 Btu/h Split System and 9.8 EER 
Allother Single Package 13.0 TEER 
Electric i 9.7 EER 
Resistance | Split System and 12.5 IEER 
Single Package 
> 760,000 Btu/h (or None) 
Split System and 9.5 EER 
All other Single Package 12.3 IEER 
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For SI: 1 British thermal unit per hour = 0.2931 W. 
a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the test 


procedure. 


Subcategory or 
Heating Rating Minimum Test 
Equipment Type Size Category Section Type Condition Efficiency Procedure? 
Split System and 12.1 EER AHRI 210/240 
b put sy: 
< 65,000 Btu/h a Single Package 12.3 IEER 
aan Split System and 12.1 EER 
> 65,000 Btu/h and (or None) Single Package 13.9 TEER 
< 135,000 Btu/h - 
All other Split System and 11.9 EER 
Single Package 13.7 IEER 
Electric . 
> 135.000 Btu/h Resistance Pia x eae and E ae 
FE (or None) ingle Package : 
Air conditioners, < 240,000 Btu/h All other Split System and 12.3 EER 
water cooled RAS Single Package 13.7 IEER 
Electri AHRI 340/360 
ectric . 
A (or None) ingle Package . 
< 760,000 Btu/h Split System and 12.2 EER 
plit System an ; 
All other Single Package 13.4 IEER 
TEA Split System and 12.2 EER 
> 760.000 Btu/h (or None) Single Package 13.5 IEER 
Split System and 12.0 EER 
All other Single Package 13.3 IEER 
b Split System and 12.1 EER 
< 65,000 Btu/h All Single Package 123 IEER AHRI 210/240 
A e, Split System and 12.1 EER 
> 65,000 Btu/h and (or None) Single Package 12.3 IEER 
See a Split Syst d 11.9 EER 
plit System an ; 
All'other Single Package 12.1 IEER 
pegciie = | Split System and 12.0 EER 
2 135,000 Btu/h NOE Single Package 12.2 IEER 
; We an 
Air conditioners, | < 240,000 Btu/h Split System and 11.8 EER 
evaporatively All other $ 
1 Single Package 12.0 IEER 
cooled me AHRI 340/360 
3 i Rosae a | Split System and 11.9 EER 
= eer Btu/ (or None) Single Package 12.1 IEER 
an 
< 760,000 Btu/h Split System and 11.7 EER 
Allother Single Package 11.9 TEER 
peectrie = | Split System and 11.7 EER 
> 760.000 Btu/h (or None) Single Package 11.9 EER 
Split System and 11.5 EER 
Allother Single Package 11.7 EER 
Condensing units, 10.5 EER 
air cooled 2109000 Bih 11.8 IEER 
Condensing units, 13.5 EER 
water cooled eo Ba 14.0 IEER AHRI 365 
Condensing units 
- j 13.5 EER 
ee > 135,000 Btu/h 14.0 IEER 


b Single-phase, U.S. air-cooled air conditioners less than 65,000 Btu/h are regulated as consumer products by the U.S. Department of Energy Code of 
Federal Regulations DOE 10 C.F.R. 430. SEER and SEER2 values for single-phase products are set by the U.S. Department of Energy. 
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c DOE 10 C.F.R. 430 Subpart B Appendix MI includes the test procedure updates effective 1/1/2023 that will be incorporated in AHRI 210/240-2023. 


d This table is a replica of ASHRAE 90.1 Table 6.8.1-1 Electrically Operated Unitary Air Conditioners and Condensing Units—Minimum Efficiency 
Requirements. 


NEW SECTION 


WAC 51-11C-403322 Table C403.3.2(2)—Electrically operated air- 
cooled unitary heat pumps—Minimum efficiency requirements. 
Table C403.3.2 (2) 
Electrically Operated Air-Cooled Unitary Heat Pumps—Minimum Efficien- 
cy Requirements 


Subcategory or 
Heating Rating Minimum Test 
Equipment Type Size Category Section Type Condition Efficiency Procedure? 
Split System, 
three phase and 
applications 14.3 SEER2 
outside U.S. 
Air cooled single phase? 
. < 65,000 Btu/h All 
(cooling mode) Í Single Package, 
three phase and 
applications 13.4 SEER2 
outside U.S. 
single phase? 
Split System, 
three phase and 
EAS AHRI 
applications 11.7 SEER2 
outside U.S. 201/240-2023 
; j b 
Space constrained x single phase 
. ? 30,000 Btu/h All 
air cooled 7 4 5 Single Package, 
three phase and 
applications 11.7 SEER2 
outside U.S. 
single phase? 
Split System, 
Single duct high three phase and 
velocity, air cooled < 65,000 Btu/h All applications 12.0 SEER2 
(cooling mode) outside U.S. 
single phase? 
Electric . 11.0 EER 
Resistance | SPlit System and 14.1 IEER 
> 65,000 Btwh and | (or None) Single Package 
< 135,000 Btu/h - 
All other Split System and 10.8 EER 
Single Package 13.9 IEER 
Electric Split System and 10.6 EER 
. > 135,000 Btu/h Resistance f 13.5 IEER 
E E ) and (or None) | Single Package AHRI 340/360 
ing m 
PRERE EF < 240,000 Btu/h Aistien Split System and 10.4 EER 
SRE Single Package 13.3 IEER 
Electric ; 9.5 EER 
Resistance T 12.5 IEER 
> 240,000 Btu/h (or None) 
Split System and 9.3 EER 
Allother Single Package 12.3 IEER 
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Subcategory or 
Heating Rating Minimum Test 
Equipment Type Size Category Section Type Condition Efficiency Procedure? 


Split System, 
three phase and 
t applications 7.5 HSPF 
outside U.S. 


: s b 
Air cooled b single phase 
(heating mode) 265,000 Btu/h Single Package, 
three phase and 


2 applications 6.7 HSPF 
outside U.S. 


single phase? 


Split System, 
three phase and 
eae AHRI 
: applications 6.3 HSPF 
outside UÑ; 201/240-2023 
Space constrained, single phase? 
air cooled (heating < 30,000 Btu/h - 
mode) - Single Package, 
three phase and 
applications 6.3 HSPF 
outside U.S. 


single phase? 


Split System, 
Small-duct high three phase and 

velocity air cooled < 65,000 Btu/h - applications 6.1 HSPF 
(heating mode) outside U.S. 
single phase? 

> 65,000 Btu/h and eee 3.40 COP 
< 135,000 Btu/h - 


li it 17°F db/15°F wb 
(cooling capacity) Outdoor Air 2.25 COPH 


> 135,000 Btu/h 47°F db/43°F wb 3.30 COPy 
Air cooled and : Surdoor aT AHRI 340/360 
(heating mode) < 240,000 Btu/h 17°F db/15°F wb 2.05 COP 

(cooling capacity) Outdoor Air i a 


47°F db/43°F wb 
. 3.20 COP 
> 240,000 Btu/h Outdoor Air H 


(cooling capacity) 17°F db/15°F wb 
Outdoor Air 


2.05 COPy 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 

a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the test 
procedure. 
Single-phase, U.S. air-cooled heat pumps less than 65,000 Btu/h are regulated as consumer products by the U.S. Department of Energy Code of 
Federal Regulations DOE 10 C.F.R. 430. SEER, SEER2, and HSPF values for single-phase products are set by the U.S. Department of Energy. 
DOE 10 C.F.R. 430 Subpart B Appendix MI includes the test procedure updates effective 1/1/2023 that will be incorporated into AHRI 
210/240-2023. 
d This table is a replica of ASHRAE 90.1 Table 6.8.1-2 Electrically Operated Air-Cooled Unitary Heat Pumps—Minimum Efficiency Requirements. 
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NEW SECTION 


WAC 51-11C-403323 Table C403.3.2(3)—Water chilling packages— 
Minimum efficiency requirements. 
Table C403.3.2 (3) 


Water Chilling Packages—Minimum Efficiency Requirements?’>/e/f 
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Path A Path B Test 
Equipment Type | Size Category Units FL IPLV,IP FL IPLV,IP Procedure 
; . < 150 tons EER(Btu/Wh) | = 10.100 | =13.700 | =9.700 | = 15.800 
Air-cooled chillers 
> 150 tons EER(Btu/Wh) | = 10.100 | =14.000 | =9.700 | = 16.100 
Air cooled without Air-cooled chillers without condensers shall 
condenser, ie be rated with matching condensers and 
electrically All capaciucs: | EER(Btü/Wh) comply with the air-cooled chiller efficiency 
operated requirements 
<75 tons kW/ton < 0.750 < 0.600 < 0.780 < 0.500 
Waser ‘ie kW/ton <0.490 | AHRI 550/590 
electrically 
operated, positive | Z150 tonsand |  kW/ton < 0.440 
displacement < 300 tons 
> 300 tons and 
< 600 tons kW/ton < 0.410 
> 600 tons kW/ton < 0.380 
< 150 tons kW/ton < 0.440 
> 150 tons and 
z kW/ton < 0.400 
Water cooled, < 300 tons 
electrically > 300 tons and 
operated, < 400 tons kW/ton < 0.390 
centrifugal > 400 tons and 
< 600 tons kW/ton < 0.380 
> 600 tons kW/ton < 0.380 
Air cooled 
absorption, single All capacities COP(W/W) NAʻ 
effect 
Water cooled 
absorption, single All capacities COP(W/W) NAʻ 
effect 
_ AHRI 560 
Absorption double 
effect, indirect All capacities | COP(W/W) NAd 
fired 
Absorption double ae aoe nr 
effect, direct fired All capacities COP(W/W) > 1.000 > 1.000 NA NA 


For SI: 1 ton = 3517 W, 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 

NR = No requirement. 
Chapter 6 contains a complete specification of the referenced standards, which includes test procedures, including the referenced year version 
of the test procedure. 
The requirements for centrifugal chiller shall be adjusted for nonstandard rating conditions per Section C403.3.2.4 and are applicable only for 
the range of conditions listed there. The requirements for air-cooled, water-cooled positive displacement and absorption chillers are at standard 
rating conditions defined in the referenced test procedure. 
Both the full load and IPLV.IP requirements must be met or exceeded to comply with this standard. When there is a Path B, compliance can be 
with either Path A or Path B for any application. 
NA means the requirements are not applicable for Path B and only Path A can be used for compliance. 
FL is the full-load performance requirements, and IPLV.IP is for the part-load performance requirements. 
This table is a replica of ASHRAE 90.1 Table 6.8.1-3 Water-Chilling Packages—Minimum Efficiency Requirements. 


2 


st 


(e) 


moa 


NEW SECTION 


WAC 51-11C-403324 Table C403.3.2(4)—Minimum efficiency require- 
ments—Electrically operated PTAC, PTHP, SPVAC, SPVHP, room air condi- 


tioners. 
Table C403.3.2 (4) 
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Electrically Operated Packaged Terminal Air Conditioners, Packaged 
Terminal Heat Pumps, Single-Package Vertical Air Conditioners, Single- 
Package Vertical Heat Pumps, Room Air Conditioners and Room Air-Condi- 


tioner Heat Pumps—Minimum Efficiency Requirements® 


Subcategory or 
Size Category Rating 
Equipment Type (Input) Condition Minimum Efficiency Test Procedure? 
< 7,000 Btu/h 11.9 EER 
PTAC (cooling > 7,000 Btu/h and | 95°F db/75°F wb å 
mode) Standard size < 15,000 Btu/h outdoor air® 14.0 - (0.300 x Cap/1000) EER AHRI 310/380 
> 15,000 Btu/h 9.5 EER 
PTAC (cool < 7,000 Btu/h 9.4 EER 
orang > 7,000 Btu/h and | 95°F db/75°F wb 
Zda d 
mode) A <'15,000 Btu/h outdoor air® 10.9 - (0.213 x Cap/1000) EER AHRI 310/380 
> 15,000 Btu/h 7.7 EER 
< 7,000 Btu/h 11.9 EER 
PTHP (cooling > 7,000 Btu/h and | 95°F db/75°F wb d 
mode) Standard size < 15,000 Btu/h outdoor aire 14.0 < (0.300 x Cap/1000) EER AHRI 310/380 
> 15,000 Btu/h 9.5 EER 
PTHP (cooling < 7,000 Btu/h 9.3 EER 
mode) Nonstandard > 7.000 Btu/h and 95°F db/75°F wb 
. — > d 
size? < 15,000 Btu/h outdoor aiis 10.8 - (0.213 x Cap/1000) EER' AHRI 310/380 
> 15,000 Btu/h 7.6 EER 
< 7,000 Btu/h 3.3 COPy 
PTHP (heating > 7,000 Btu/h and | 47°F db/43°F wb d 
mode) Standard size < 15,000 Btu/h outdoor air 3.7 - (0.052 x Cap/1000) COPy AHRI 310/380 
> 15,000 Btu/h 2.90 COPy 
< 7,000 Btu/h 2.7 COPy 
PTHP (heating z 
> 7,000 Btu/h and | 47°F db/43°F wb d 
mode) P i <'15,000 Btu/h Sitdoora 2.9 - (0.026 x Cap/1000) COPH AHRI 310/380 
> 15,000 Btu/h 2.5 COPy 
< 65,000 Btu/h 11.0 EER 
, > 65,000 Btu/h and : : 10.0 EER 
ee < 135,000 Btu/h 95°F ae Eye AHRI 390 
> 135,000 Btu/h utgoon air, 10.0 EER 
an 
< 240,000 Btu/h 
< 65,000 Btu/h 11.0 EER 
l > 65,000 Btu/h and 10.0 EER 
Ae a < 135,000 Btu/h 95 a Ewe AHRI 390 
> 135,000 Btu/h One 10.0 EER 
and 
< 240,000 Btu/h 
<65,000 Btu/h 3.3 COP 
> 65,000 Btu/h and 3.0 COP 
SPVHP (heating < 135,000 Btu/h 47°F db/43°F wb ' 
mode) outdoor air AHRI 390 
> 135,000 Btu/h 
and 3.0 COP 
< 240,000 Btu/h 
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application outside 


Subcategory or 
Size Category Rating 
Equipment Type (Input) Condition Minimum Efficiency Test Procedure? 
< 6,000 Btu/h - 11.0 CEER 
> 6,000 Btu/h and 
; < 8,000 Btu/h i OSERE 
a > 8,000 Btu/h and 
conditioners without 256, u/n an 7 10.9 CEER 
reverse cycle with < 14,000 Btu/h ANSI/ 
louvered sides for > 14,000 Btu/h and AHAMRAC-1 
applications outside < 20,000 Btu/h - 10.7 CEER 
U.S. 
> 20,000 Btu/h and 
< 28,000 Btu/h - hee 
> 28,000 Btu/h - 9.0 CEER 
< 6,000 Btu/h - 10.0 CEER 
> 6,000 Btu/h and 
< 8,000 Btu/h - 10.0 CEER 
f > 8,000 Btu/h and 
Pree aie i < 11,000 Btu/h 7 2:0 CEER ANSI/ 
conditioners without dt 
l dsid > 11,000 Btu/h and _ AHAMRAC-1 
ouvered sides < 14,000 Btu/h 9.5 CEER 
> 14,000 Btu/h and 
< 20,000 Btu/h f AA PEER 
> 20,000 Btu/h - 9.4 CEER 
Room air < 20,000 Btu/h - 9.8 CEER 
conditioners with ~ r a a a a PY 
reverse cycle, with ANSI/ 
louvered sides for > 20,000 Btu/h i 9.3 CEER AHAMRAC-1 
applications outside 
Room air < 14,000 Btu/h - 9.3 CEER 
conditioners with 
reverse cycle without ANSI/ 
louvered sides for > 14,000 Btu/h - 8.7 CEER AHAMRAC-1 
applications outside 
Room air 
conditioners, ANSI/ 
casement only for All capacities - 9.5 CEER AHAMRAC-1 
applications outside 
Room air 
conditioners, ANSI/ 
casement-slider for All capacities - 10.4 CEER AHAMRAC-1 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 


Hess 


"Cap 


The rated cooling capacity of the product in Btu/h. If the unit's capac 


the unit's capacity is greater than 15,000 Btu/h, use 15,000 Btu/h in the calculations. 


2 


the test procedure. 


st 


Chapter 6 contains a complete specification of the referenced standards, whic 


ity is less than 7,000 Btu/h, use 7,000 Btu/h in the calculation. If 
h include test procedures, including the referenced year version of 


Nonstandard size units must be factory labeled as follows: "MANUFACTURED FOR NONSTANDARD SIZE APPLICATIONS ONLY: NOT 


TO BE INSTALLED IN NEW STANDARD PROJECTS." Nonstandard size efficiencies apply only to units being installed in existing sleeves 
having an external wall opening of less than 16 inches (406 mm) high or less than 42 inches (1067 mm) wide and having a cross-sectional area 
less than 670 square inches (0.43 m2). 


ao 


o 


The cooling-mode wet bulb temperature requirement only applies for units that reject condensate to the condenser coil. 
"Cap" in EER and COPH equations for PTACs and PTHPs means cooling capacity in Btu/h at 95°F outdoor dry-bulb temperature. 
This table is a replica of ASHRAE 90.1 Table 6.8.1-4 Electrically Operated Packaged Terminal Air Conditioners, Packaged Terminal Heat 


Pumps, Single-Package Vertical Air Conditioners, Single-Package Vertical Heat Pumps, Room Air Conditioners, and Room Air-Conditioner 


Heat Pumps—Minimum Efficiency Requirements. 
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WAC 51-11C-403325 Table C403.3.2(5)—Minimum efficiency require- 
ments—Warm air furnaces and unit heaters. 


Table C403.3.2 (5) 
Warm Air Furnaces and Combination Warm Air Furnaces/Air-Conditioning 
Units, Warm Air Duct Furnaces and Unit Heaters—Minimum Efficiency Re- 


quirements 
Size Category Subcategory or 
Equipment Type (Input) Rating Condition Minimum Efficiency** Test Procedure? 
Warm-air timate. 80% AFUE (nonweatherized) | DOE 10 C.F.R. 430 
fired fi Maximuni On Appendix N or Section 
gas red a. | < 225,000 Btu/h o i 2.39, Thermal 
application outside i capacity°® 1% AFUE (weatherized) or e 
of abd Efficiency, ANSI 
the U.S. 80% E> P47 
Warm-air furnace Maximum 80% Ep before 1/1/2023 Section 2.39, Thermal 
> | <22 Bt : Effi ANSI 
gas fired Seo Binh capacity® 81% Ef after 1/1/2023 er we i 
r 3 
l , 83% AFUE (nonweatherized) DOE 10 CFR. 430 
Aa a R < 225,000 Btu/h Masimu 78% AFUE wahai or | Appendix N or Section 
nee capacity Sd 42, Combustion UL 727 
80% E> 
Warm-air furnace, Maximum 80% E, before 1/1/2023 Section 42, Combustion 
oil fired seep OBUR capacity® 82% E after 1/1/2023 UL 127 
Electric furnaces 
for applications | <225,000 Btu/h All 96% AFUE aie eer ies aa 
outside the U.S. EP 
Warm air duct ae Maximum oF Ne Section 2.10, Efficiency, 
furnaces, gas fired pl capacities capacity® 80% E; ANSI Z83.8 
Warm air unit PE Maximum f Section 2.10, Efficiency, 
heaters, gas fired | Al! capacities apay Sees ANSI Z83.8 
Warm air unit izi Maximum of F ef Section 40, 
heaters, oil fired A tapaute capacity® SOKE Combustion, UL 731 


For SI: 1 British thermal unit per hour = 0.2931 W. 
a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the referenced year version of the 


test procedure. 


b Combination units (i.e., furnaces contained within the same cabinet as an air conditioner) not covered by DOE 10 C.F.R. 430 (i.e., 3-phase power or 
with cooling capacity greater than or equal to 65,000 Btu/h) may comply with either rating. All other units greater than 225,000 Btu/h sold in the U.S. 
must meet the AFUE standards for consumer products and testing using U.S. DOE's AFUE test procedure at DOE 10 C.F.R. 430 Subpart B, 


Appendix N. 


c Compliance of multiple firing rate units shall be at the maximum firing rate. 


d E, = Thermal efficiency. Units must also include an interrupted or intermittent ignition device (IID), have jacket losses not exceeding 0.75 percent 
of the input rating, and have either power venting or a flue damper. A vent damper is an acceptable alternative to a flue damper for those 


furnaces where combustion air is drawn from the conditioned space. 


e E = Combustion efficiency (100% less flue losses). See test procedure for detailed discussion. 
f Units must also include an interrupted or intermittent ignition device (IID) and have either power venting or an automatic flue damper. 


g This table is a replica of ASHRAE 90.1 Table 6.8.1-5 Warm-Air Furnaces and Combination Warm-Air Furnaces/Air-Conditioning Units, Warm-Air 
Duct Furnaces, and Unit Heaters—Minimum Efficiency Requirements. 


NEW SECTION 


WAC 51-11C-403326 Table C403.3.2(6)—Minimum efficiency require- 
ments—Gas-fired and oil-fired boilers. 


Table C403.3.2 (6) 
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Gas- and Oil-Fired Boilers—Minimum Efficiency Requirements 


. Subcat : Mini 
Equipment Type? R ating Caudle. n | Size Category (Input) E ficiency Test Procedure? 
< 300,000 Btu/h?" for 
ee 82% AFUE Psd 
> 300,000 Btu/h and 4 
Gas-fired < 2,500,000 Btu/h® 84% Er 
> 2,500,000 Btu/h and 85% Ed DOE 10 C.F.R. 431.86 
< 10,000,000 Btu/h? 
Boilers, hot water > 10,000,000 Btu/h? 82% E° 
DOE 10 C.F.R. 430 
h ; 
< 300,000 Btu/h£ 84% AFUE Arrandi N 
> 300,000 Btu/h and PPE 
Oil-firedf < 2,500,000 Btu/h® 87% E; 
> 10,000,000 Btu/h? 84% E,d 
DOE 10 C.F.R. 430 
Gas-fired < 300,000 Btu/h& 81% AFUE Appendix N 
> 300,000 Btu/h and 
Sou 82% EA 
<2 Btu/h> t 
Gas-fired - all, SAU OU Bruh 
except natural draft > 2,500,000 Btu/h? 79% Ef 
> 10,000,000 Btu/h? 79% Ef R PET 
> 300,000 Btu/h and ani wep op et 
< 2,500,000 Btu/h? a 
Boilers steat Gas-fired - natural 
i draft > 2,500,000 Btu/h? 82% Ef 
> 10,000,000 Btu/h? 79% Ef 
< 300,000 Btu/h 82% AFUE DOE 10 C.F.R. 430 
Appendix N 
> 300,000 Btu/h and Serr 
Oil-fired® < 2,500,000 Btu/h? 84% Er 
> 10,000,000 Btu/h? 81% Ef 


For SI: 1 British thermal unit per hour = 0.2931 W. 

Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the 
test procedure. 

These requirements apply to boilers with rated input of 8,000,000 Btu/h or less that are not packaged boilers and to all packaged boilers. Minimum 
efficiency requirements for boilers cover all capacities of packaged boilers. 

E; = Combustion efficiency (100 percent less flue losses). 

E, = Thermal efficiency. 

Maximum capacity — Minimum and maximum ratings as provided for and allowed by the unit's controls. 

Includes oil-fired (residual). 

Boilers shall not be equipped with a constant burning pilot light. 

A boiler not equipped with a tankless domestic water heating coil shall be equipped with an automatic means for adjusting the temperature of the 
water such that an incremental change in inferred heat load produces a corresponding incremental change in the temperature of the water supplied. 
This table is a replica of ASHRAE 90.1 Table 6.8.1-6 Gas- and Oil-Fired Boilers—Minimum Efficiency Requirements. 
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Table C403.3.2(7)—Heat rejection equipment— 


R-22 Test Fluid 
190°F Entering Gas 
Temperature 
15°F Subcooling 
95°F Entering db 


Total System Heat 
Rejection Capacity Subcategory or Rating Performance 
Equipment Type? at Rated Conditions Condition” Required>“-4.62 Test Procedure®® 
Propeller or axial fan All 95°F Entering Water > 40.2 gpm/hp CTI ATC-105 and 
open-circuit cooling 85°F Leaving Water CTI STD-201 RS 
towers 75°F Entering wb 
Centrifugal fan open All 95°F Entering Water > 20.0 gpm/hp CTI ATC-105 and 
circuit cooling towers 85°F Leaving Water CTI STD-201 RS 
75°F Entering wb 
Propeller or axial fan All 102°F Entering Water > 16.1 gpm/hp CTI ATC-105S 
closed-circuit cooling 90°F Leaving Water and CTI STD-201 
towers 75°F Entering wb RS 
Centrifugal closed- All 102°F Entering Water > 7.0 gpm/hp CTI ATC-105S 
circuit cooling towers 90°F Leaving Water and CTI STD-201 
75°F Entering wb RS 
Propeller or axial fan All 115°F Entering Water = 4.5 gpm/hp CTI ATC-106 
dry coolers (air-cooled 105°F Leaving Water 
fluid coolers) 95°F Entering wb 
Propeller or axial fan All R-448A Test Fluid = 160,000 CTI ATC-106 
evaporative 165°F Entering Gas Btu/h ° hp 
condensers Temperature 
105°F Condensing 
Temperature 
75°F Entering wb 
Propeller or axial fan All Ammonia Test Fluid > 134,000 CTI ATC-106 
evaporative 140°F Entering Gas Btu/h ° hp 
condensers Temperature 
96.3°F Condensing 
Temperature 
75°F Entering wb 
Centrifugal fan All R-448A Test Fluid > 137,000 CTI ATC-106 
evaporative 165°F Entering Gas Btu/h ° hp 
condensers Temperature 
105°F Condensing 
Temperature 
75°F Entering wb 
Centrifugal fan All Ammonia Test Fluid > 110,000 CTI ATC-106 
evaporative 140°F Entering Gas Btu/h ° hp 
condensers Temperature 
96.3°F Condensing 
Temperature 
75°F Entering wb 
Air cooled condensers All 125°F Condensing > 176,000 AHRI 460 
Temperature Btu/h ° hp 


For SI: °C = [(°F) - 32]/1.8, L/s © kW = (gpm/hp)/(11.83), COP = (Btu/h « hp)/(2550.7). 
db = dry-bulb temperature, °F. 
wb = wet-bulb temperature, °F. 

a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 


the test procedure. 
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b For purposes of this table, open-circuit cooling tower performance is defined as the water-flow rating of the tower at the thermal rating 
condition listed in the table divided by the fan motor nameplate power. 

c For purposes of this table, closed-circuit cooling tower performance is defined as the water-flow rating of the tower at the thermal rating 
condition divided by the sum of the fan motor nameplate power and the integral spray pump motor nameplate power. 

d For purposes of this table, dry-cooler performance is defined as the process water-flow rating of the unit at the thermal rating condition listed in 
the table divided by the total fan motor nameplate power of the unit, and air-cooled condenser performance is defined as the heat rejected from 
the refrigerant divided by the total fan motor nameplate power of the unit. 

e The efficiencies and test procedures for both open- and closed-circuit cooling towers are not applicable to hybrid cooling towers that contain a 
combination of separate wet and dry heat exchange sections. The certification requirements do not apply to field-erected cooling towers. 

f All cooling towers shall comply with the minimum efficiency listed in the table for that specific type of tower with the capacity effect of any 
project-specific accessories and/or options included in the capacity of the cooling tower. 

g For purposes of this table, evaporative condenser performance is defined as the heat rejected at the specified rating condition in the table, 
divided by the sum of the fan motor nameplate power and the integral spray pump nameplate power. 

h Requirements for evaporative condensers are listed with ammonia (R-717) and R-448A as test fluids in the table. Evaporative condensers 
intended for use with halocarbon refrigerants other than R-448A must meet the minimum efficiency requirements listed above with R-448A as 
the test fluid. For ammonia, the condensing temperature is defined as the saturation temperature corresponding to the refrigerant pressure at the 
condenser entrance. For R-448A, which is a zeotropic refrigerant, the condensing temperature is defined as the arithmetic average of the dew 
point and the bubble point temperatures corresponding to the refrigerant pressure at the condenser entrance. 

i This table is a replica of ASHRAE 90.1 Table 6.8.1-7 Performance Requirements for Heat Rejection Equipment—Minimum Efficiency 
Requirements. 


NEW SECTION 


WAC 51-11C-403328 Table C403.3.2(8)—Electrically operated vari- 


able refrigerant flow air conditioners—Minimum efficiency require- 
ments. 


Table C403.3.2 (8) 
Electrically Operated Variable Refrigerant Flow Air Conditioners—Min- 


imum Efficiency Requirements? 


Equipment Heating Section Subcategory or Minimum Test 
Type Size Category Type Rating Condition Efficiency Procedure? 
< 65,000 Btu/h All ME 13.0 SEER 
ystem 
CRF Air = | 265,000 Btuhand | Electric Resistance | VRF Multi-Split 11.2 EER 
Air Cooled < 135,000 Btu/h (or none) System 15.5 IEER AHRI 1230 
> 135,000 Btu/h and | Electric Resistance VRF Multi-Split 11.0 EER 
< 240,000 Btu/h (or none) System 14.9 JEER 
Electric Resistance VRF Multi-Split 10.0 EER 
2 240,000 Btu/h (or none) System 13.9 IEER 


For SI: 1 British thermal unit per hour = 0.2931 W. 


a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 
the test procedure. 


b This table is a replica of ASHRAE 90.1 Table 6.8.1-8 Electrically Operated Variable-Refrigerant-Flow Air Conditioners—Minimum Efficiency 
Requirements. 


[] 


NEW SECTION 


WAC 51-11C-403329 Tables C403.3.2(9) through C403.3.2 (16) —HVAC 
equipment minimum efficiency requirements. 


Table C403.3.2 (9) 
Electrically Operated Variable Refrigerant Flow Air-to-Air and Applied 


Heat Pumps—Minimum Efficiency Requirements? 


Certified on 7/13/2022 [ 374 ] WSR Issue 22-14 - Permanent 


Washington State Register, 


Issue 22-14 


WSR 22-14-091 


Equipment Heating Subcategory or Rating Minimum Test 
Type Size Category Section Type Condition Efficiency Procedure? 
< 65,000 Btu/h All VRF Multi-Split System 13.0 SEER 
Electric 
> 65,000 Btu/h and : eas 11.0 EER 
< 135.000 Btu/h Resistance VRF Multi-Split System 14.6 IEER 
? (or none) 
> 65,000 Btu/h and Electric ; 7 
< 135.000 Btu/h Resistance VRF Multi-Split System 10.8 EER 
; (or none) with Heat Recovery 14.4 IEER 
’ Electric 
VRF Air Cooled | > 135,000 Btu/h and : : . 10.6 EER 
(cooling mode) | < 240,000 Btu/h Toone: VRF Multi-Split System | 13 9 TEER eee 0 
> 135,000 Btwh and | Electric | YRF Multi-Split System | 10.4 EER 
Resistance . 
< 240,000 Btu/h with Heat Recovery 13.7 IEER 
(or none) 
> 240,000 Bt une i-Spli SPEER 
> 240, u/h Resistance VRF Multi-Split System 
12.7 IEER 
(or none) 
Electric . : 
> 240,000 Btu/h | Resistance | VRE Muti Split System | 33 TER 
(or none) with Heat Recovery ; 
VRF Multi-Split System 12.0 EER 
< 65,000 Btu/h All 86°F entering water 16.0 IEER 
VRF Multi-Split System 11.8 EER 
< 65,000 Btu/h All with Heat Recovery j 
o : 15.8 IEER 
86°F entering water 
> 65,000 Btu/h and All VRF Multi-Split System 12.0 EER 
< 135,000 Btu/h 86°F entering water 16.0 IEER 
VRF Water VRF Multi-Split System 
Source a i ete All with Heat Recovery iB ‘ fe 
(cooling mode) : 86°F entering water : AHRI 1230 
> 135,000 Btu/h and All VRF Multi-Split System 10.0 EER 
< 240,000 Btu/h 86°F entering water 14.0 IEER 
> 135,000 Btu/h and Ki eT Se? || ~ SOBER 
< 240,000 Btu/h bite eo AOI 13.8 IEER 
86°F entering water 
VRF Multi-Split System 10.0 EER 
2 240,000 Btu/h Al 86°F entering water 12.0 IEER 
VRF Multi-Split System 9.8 EER 
> 240,000 Btu/h All with Heat Recovery i 
o : 11.8 IEER 
86°F entering water 
< 135,000 Btu/h All VRE Muli Spit System: |" 769° RER 
: 59°F entering water 
VRF Multi-Split System 
< 135,000 Btu/h All with Heat Recovery 16.0 EER 
59°F entering water 
VRF AHRI 1230 
Groundwater VRF Multi-Split System 
Source 2 135,000 Btu/h All 59°F entering water EER 
(cooling mode) 
VRF Multi-Split System 
> 135,000 Btu/h All with Heat Recovery 13.6 EER 
59°F entering water 
< 135,000 Btu/h All VRF Multi-Split System 13.4 EER 
77°F entering water 
VRF Ground VRF Multi-Split System 
Source < 135,000 Btu/h All with Heat Recovery 13.2 EER 
(cooling mode) 77°F entering water AHRI 1230 
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Equipment Heating Subcategory or Rating Minimum Test 
Type Size Category Section Type Condition Efficiency Procedure? 
> 135,000 Btu/h All VRF Multi-Split System 11.0 EER 
77°F entering water 
VRF Multi-Split System 
> 135,000 Btu/h All with Heat Recovery 10.8 EER 
77°F entering water 
ee VRF Multi-Split System | 7.7 HSPF 
VRF Multi-Split System 
. > 65,000 Btu/h and 47°F db/43°F wb 
tain eee < 135,000 Btu/h outdoor air e AHRI 1230 
8 (cooling capacity) 17°F db/15°F wb 
outdoor air 
VRF Multi-Split System 
> 135,000 Btu/h ee ee 3.2 COP 
(cooling capacity) 17°F db/15°F wb 2.05 COP 
outdoor air 
< 65,000 Btu/h VRF Multi-Split System 
(cooling capacity) 68°F entering water 
a a VRF Multi-Split System 4.3 COP 
(cooling capacity) 68°F entering water 
VRF Water > 135,000 Btu/h and : AHRI 1230 
Source < 240,000 Btu/h ee || <A COP 
(heating mode) (cooling capacity) 8 
> 240,000 Btu/h VRF Multi-Split System 3.9 COP 
(cooling capacity) 68°F entering water . 
VRF or 
< 135,000 Btu/h VRF Multi-Split System 
cael (cooling capacity) 50°F entering water aoe AHRI 1230 
(heating mode) > 135,000 Btu/h VRF Multi-Split System 3.3 COP 
(cooling capacity) 50°F entering water i 
VRF Ground < 135,000 Btu/h VRF Multi-Split System 3.1 COP 
Source (cooling capacity) 32°F entering water i AHRI 1230 
(heating mode) > 135,000 Btu/h VRF Multi-Split System 2.8 COP 
(cooling capacity) 32°F entering water . 


For SI: °C = [(°F) - 32]/1.8, 1 British thermal unit per hour = 0.2931 W, db = dry bulb temperature, wb = wet bulb temperature. 
a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 


the test procedure. 


b This table is a replica of ASHRAE 90.1 Table 6.8.1-9 Electrically Operated Variable-Refrigerant-Flow and Applied Heat Pumps—Minimum 
Efficiency Requirements. 


Certified on 7/13/2022 


Table C403.3.2(10) 
Floor-Mounted Air Conditioners and Condensing Units Serving Computer 


Rooms—Minimum Efficiency Requirements” 


[ 


376 ] 


WSR Issue 22-14 


- Permanent 


Washington State Register, 


Issue 22-14 


WSR 22-14-091 


Rating Conditions 
Equipment Net Sensible Minimum Net Return Air (dry Test 
Type Standard Model Cooling Capacity Sensible COP bulb/dew point) Procedure? 
< 80,000 Btu/h 2.70 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.58 
> 295,000 Btu/h 2.36 
—_— 85°F/52°F (Class 2) 
< 80,000 Btu/h 2.67 
> 80,000 Btu/h and 
Upflow - Ducted < 295,000 Btu/h 2.55 
Air cooled > 295,000 Btu/h 2.33 AHRI 1360 
> 65,000 Btu/h 2.16 
> 65,000 Btu/h and ö ò 
Upflow - Nonducted < 240,000 Btu/h 2.04 75°F/52°F (Class 1) 
> 240,000 Btu/h 1.89 
> 65,000 Btu/h 2.65 
: > 65,000 Btu/h and o ° 
Horizontal < 240,000 Btu/h 2.55 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.47 
< 80,000 Btu/h 2.70 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.58 
> 295,000 Btu/h 2.36 
— 85°F/52°F (Class 1) 
< 80,000 Btu/h 2.67 
: > 80,000 Btu/h and 
eevee Upflow - Ducted < 295,000 Btu/h 2.55 
economizer > 295,000 Btu/h 2.33 AHRI 1360 
> 65,000 Btu/h 2.09 
> 65,000 Btu/h and 5 5 
Upflow - Nonducted < 240,000 Btu/h 1.99 75°F/52°F (Class 1) 
> 240,000 Btu/h 1.81 
> 65,000 Btu/h 2.65 
š > 65,000 Btu/h and o ° 
Horizontal < 240,000 Btu/h 2.55 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.47 
< 80,000 Btu/h 2.82 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.73 
> 295,000 Btu/h 2.67 
—— 85°F/52°F (Class 1) 
< 80,000 Btu/h 2.79 
> 80,000 Btu/h and 
nae Upflow - Ducted < 295,000 Btu/h 2.70 
cooled > 295,000 Btu/h 2.64 AHRI 1360 
> 65,000 Btu/h 2.43 
> 65,000 Btu/h and 6 5 
Upflow - Nonducted < 240,000 Btu/h 2.32 75°F/52°F (Class 1) 
> 240,000 Btu/h 2.20 
> 65,000 Btu/h 2.79 
: > 65,000 Btu/h and o o 
Horizontal Zo 340,000 Btu/h 2.68 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.60 
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: : PE Rating Conditions 
Equipment Net Sensible Minimum Net Return Air (dry Test 
Type Standard Model Cooling Capacity Sensible COP bulb/dew point) Procedure? 
< 80,000 Btu/h 2.77 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.68 
> 295,000 Btu/h 2.61 7 
< 80,000 Btu/h 2.74 PAPRA E R 
Water - - 
: > 80,000 Btu/h and 
po ai Upflow - Ducted < 295,000 Btu/h 2.65 
economizer > 295,000 Btu/h 2.58 AHRI 1360 
> 65,000 Btu/h 2.35 
Upflow - Nonducted | = 93,000 Btu/h and 2.24 75°F/52°F (Class 1) 
> 240,000 Btu/h 2.12 
> 65,000 Btu/h 2.71 
Horizontal A 2.60 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.54 
< 80,000 Btu/h 2.56 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.24 
> 295,000 Btu/h 2.21 aces 
= 80.000 Bah 753 85°F/52°F (Class 1) 
> 80,000 Btu/h and 
Giyeo! Upflow - Ducted < 295,000 Btu/h 2.21 
cooled > 295,000 Btu/h 2.18 AHRI 1360 
> 65,000 Btu/h 2.08 
Upflow - Nonducted | Z63000 Suu and 1.90 75°F/52°F (Class 1) 
> 240,000 Btu/h 1.81 
> 65,000 Btu/h 2.48 
Horizontal Sonne 2.18 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.18 
< 80,000 Btu/h 2.51 
> 80,000 Btu/h and 
Downflow < 295,000 Btu/h 2.19 
> 295,000 Btu/h 2.15 pens 
= 80.000 Bh 248 85°F/52°F (Class 1) 
Glycol : 
; > 80,000 Btu/h and 
ai a Upflow - Ducted < 295,000 Btu/h 2.16 
economizer > 295,000 Btu/h 2.12 AHRI 1360 
> 65,000 Btu/h 2.00 
Upflow - Nonducted | Z63900 Btujh and 1.82 75°F/52°F (Class 1) 
> 240,000 Btu/h 1.73 
> 65,000 Btu/h 2.44 
Horizontal ae aa er 2.10 95°F/52°F (Class 3) 
> 240,000 Btu/h 2.10 
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For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 
a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 
the test procedure. 
b This table is a replica of ASHRAE 90.1 Table 6.8.1-10 Floor-Mounted Air Conditioners and Condensing Units Serving Computer Rooms— 
Minimum Efficiency Requirements. 


Table C403.3.2(11) 
Vapor-Compression-Based Indoor Pool Dehumidifiers—Minimum Efficiency 


Requirements? 
Subcategory or Rating 
Equipment Type Condition Minimum Efficiency Test Procedure? 
Single package indoor (with Rating Conditions: A or C 3.5 MRE 
or without economizer) 
Single package indoor water 
cooled (with or without Rating Conditions: A, B or C 3.5 MRE 
economizer) 
Single package indoor air AHRI 910 
cooled (with or without Rating Conditions: A, B or C 3.5 MRE 
economizer) 
Split system indoor air 
cooled (with or without Rating Conditions: A, B or C 3.5 MRE 
economizer) 


a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the test 
procedure. 
b This table is a replica of ASHRAE 90.1 Table 6.8.1-11 Vapor-Compressor-Based Indoor Pool Dehumidifiers—Minimum Efficiency Requirements. 


Table C403.3.2 (12) 
Electrically Operated DX-DOAS Units, Single-Package and Remote Con- 


denser, Without Energy Recovery—Minimum Efficiency Requirements? 


Equipment Type Subcategory or Rating Condition | Minimum Efficiency Test Procedure? 
Air cooled 4.0 ISMRE AHRI 920 
(dehumidification mode) 
Air source heat pumps 4.0 ISMRE AHRI 920 
(dehumidification mode) 
Water cooled Cooling tower condenser water 4.9 ISMRE AHRI 920 
(dehumidification mode) Chilled water 6.0 ISMRE 
Air source heat pump 2.7 ISCOP AHRI 920 
(heating mode) 
Ground source, closed loop 4.8 ISMRE AHRI 920 
Water source heat pump 
(dehumidification mode) Ground-water source 5.0 ISMRE 
Water source 4.0 ISMRE 
Ground source, closed loop 2.0 ISCOP AHRI 920 
ae ts Ground-water source 3.2 ISCOP 
Water source 3.5 ISCOP 
a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the test 
procedure. 


b This table is a replica of ASHRAE 90.1 Table 6.8.1-13 Electrically Operated DX-DOAS Units, Single-Package and Remote Condenser, without Energy 
Recovery—Minimum Efficiency Requirements. 


Table C403.3.2 (13) 


Electrically Operated DX-DOAS Units, Single-Package and Remote Con- 
denser, with Energy Recovery—Minimum Efficiency Requirements” 


Equipment Type Subcategory or Rating Condition | Minimum Efficiency Test Procedure? 
Air cooled 
(dehumidification mode) eal SMRE ea 
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Equipment Type Subcategory or Rating Condition | Minimum Efficiency Test Procedure? 
Air source heat pumps 

(dehumidification mode) ee aaa 

Water cooled Cooling tower condenser water 5.3 ISMRE AHRI920 
(dehumidification mode) Chilled water 6.6 ISMRE 

si estrone od 3.3 ISCOP AHRI 920 
Ground source, closed loop 5.2 ISMRE 

aa ie mace) Ground-water source 5.8 ISMRE AHRI 920 
Water source 4.8 ISMRE 
Ground source, closed loop 3.8 ISCOP 

Vee Se Ground-water source 4.0 ISCOP AHRI 920 
Water source 4.8 ISCOP 


a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of the test 


procedure. 


b This table is a replica of ASHRAE 90.1 Table 6.8.1-14 Electrically Operated DX-DOAS Units, Single-Package and Remote Condenser, with Energy 
Recovery—Minimum Efficiency Requirements. 


Table C403.3.2(14) 
Electrically Water Source Heat Pumps—Minimum Efficiency Requirements® 


Heating Subcategory or Minimum Test 
Equipment Type Size Category” Section Type Rating Condition Efficiency Procedure? 
< 17,000 Btu/h All 86°F entering water 12.2 EER 
Water to air, water | > 17,000 Btu/h and 
loop (cooling < 65,000 Btu/h All 86°F entering water 13.0 EER ISO 13256-1 
mode) 
> 65,000 Btu/h and o ‘ 
ne 135,000 Biwh All 86°F entering water 13.0 EER 
Water to air, 
ground water < 135,000 Btu/h All 59°F entering water 18.0 EER 
(cooling mode) 
Brine to air, 
ground loop < 135,000 Btu/h All 77°F entering water 14.1 EER 
(cooling mode) 
Water to water, 
water loop < 135,000 Btu/h All 86°F entering water 10.6 EER 
(cooling mode) 
Water to water, ISO 13256-2 
ground water < 135,000 Btu/h All 59°F entering water 16.3 EER 
(cooling mode) 
Brine to water, 
ground loop < 135,000 Btu/h All 77°F entering fluid 12.1 EER 
(cooling mode) 
Water to air, water 
loop (heating Coleen) 68°F entering water 4.3 COPy 
mode) 
Water to air, 
ground water Sul 000 Btu/h 50°F entering water 3.7 COPy ISO 13256-1 
(heating mode) (cooling capacity) 
Brine to air. 
i < 135,000 Btu/h 6 R . 
group | Goong capacity) 32F enering fuid | 32 COP4 
Water to water, 
water loop Sta Bah 68°F entering water 3.7 COPH ISO 13256-1 
(heating mode) (cooling capacity) 
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Heating Subcategory or Minimum Test 
Equipment Type Size Category” Section Type Rating Condition Efficiency Procedure? 
Water to water. 
á < 135,000 Btu/h f 

ground water >? . 50°F entering water 3.1 COPy ISO 13256-2 
(heating mode) (cooling capacity) 
Brine to water, 

ground loop Pie ee) 32°F entering fluid 2.5 COPy ISO 13256-2 
(heating mode) 8 capacity 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = [(°F) - 32]/1.8. 


a 


the test procedure. 
b 


c 


Table C403.3.2(15) 


Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 


Single-phase, U.S. air-cooled heat pumps less than 19 kW are regulated as consumer produces by DOE 10 C.F.R. 430. SCOPC, SCOP2C, 
SCOPH and SCOP2H values for single-phase products are set by the U.S. DOE. 


This table is a replica of ASHRAE 90.1 Table 6.8.1-15 Electrically Operated Water-Source Heat Pumps—Minimum Efficiency Requirements. 


Heat-Pump and Heat Recovery Chiller Packages—Minimum Efficiency Re- 
quirements9’5/i/3/k 
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Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 


the test procedure. 
Cooling-only rating conditions are standard rating conditions defined in AHRI 550/590, Table 1. 


Heating full-load rating conditions are at rating conditions defined in AHRI 550/590, Table 1. 


a 
b 
c 


For SI: °C = [(°F) - 32/1.8. 
d 


For water-cooled heat recovery chillers that have capabilities for heat rejection to a heat recovery condenser and a tower condenser, the 


COPHR applies to operation at full load with 100 percent heat recovery (no tower rejection). Units that only have capabilities for partial heat 


recovery shall meet the requirements of Table C403.3.2(3). 


Outdoor air entering dry-bulb (db) temperature and wet-bulb (wb) temperature. 


e 
f 


Source-water entering and leaving water temperature. 
g This table is a replica of ASHRAE 90.1 Table 6.8.1-16 Heat-Pump and Heat Recovery Chiller Packages—Minimum Efficiency Requirements. 


h AHRI ratings are not required for equipment sizes larger than those covered by the test standard. 


Air-to-water heat pumps that are configured to operate only in heating and not in cooling only need to comply with the minimum heating 


efficiencies. 


i 
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j Units that are both an air-to-water heat pump and a heat recovery chiller are required to comply with either the applicable air source efficiency 
requirements or the heat recovery chiller requirements but not both. 
k Heat pumps and heat recovery chillers are only required to comply with one of the four leaving heating water temperature criteria. The leaving 
heater water temperature criteria that are closest to the design leaving water temperature shall be utilized. 


Table C403.3.2 (16) 
Ceiling-Mounted Computer-Room Air Conditioners—Minimum Efficien- 
cy Requirements” 


Rating Conditions 
Equipment Standard Net Sensible Minimum Net Return Air (dry- Test 
Type Model Cooling Capacity Sensible COP bulb/dew point) Procedure? 
< 29,000 Btu/h 2.05 
> 29,000 Btu/h and 
iii < 65,000 Btu/h Aa 
re > 65,000 Btu/h 1.92 
free air 22 75°F/52°F (Class 1) | AHRI 1360 
ar < 29,000 Btu/h 2.08 
condenser 
Nonducted 2 eee ate as 2.05 
> 65,000 Btu/h 1.94 
< 29,000 Btu/h 2.01 
> 29,000 Btu/h and 
Air cooled with Ducted ~ < 65.000 Bak 1.97 
free air 
i > 65,000 Btu/h 1.87 
discharge Z 75°F/52°F (Class 1) | AHRI 1360 
condenser with < 29,000 Btu/h 2.04 
fluid 
economizer Nonducted 2 ne hi 2.00 
> 65,000 Btu/h 1.89 
< 29,000 Btu/h 1.86 
> 29,000 Btu/h and 
Ducted < 65,000 Btu/h 1.83 
Air cooled with > 65,000 Btu/h 1.73 
ducted = 75°F/52°F (Class 1) | AHRI 1360 
condenser < 29,000 Btu/h 1.89 
Nonducted 2 ne ita 1.86 
> 65,000 Btu/h 1.75 
< 29,000 Btu/h 1.82 
> 29,000 Btu/h and 
Air cooled with Ducted < 65,000 Btu/h nae 
fluid > 65,000 Btu/h 1.68 
economizer 75°F/52°F (Class 1) AHRI 1360 
and ducted < 29,000 Btu/h 1.85 
d 
condenser Nonducted > ae 5 1.81 
> 65,000 Btu/h 1.70 
< 29,000 Btu/h 2.38 
> 29,000 Btu/h and 
Ducted < 65,000 Btu/h 2.28 
> 65,000 Btu/h 2.18 
Water cooled 75°F/52°F (Class 1) AHRI 1360 
< 29,000 Btu/h 2.41 
Nonducted z ee i 2.31 
> 65,000 Btu/h 2.20 
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Rating Conditions 
Equipment Standard Net Sensible Minimum Net Return Air (dry- Test 
Type Model Cooling Capacity Sensible COP bulb/dew point) Procedure? 
< 29,000 Btu/h 2.33 
> 29,000 Btu/h and 
Ducted < 65,000 Btu/h 2.23 
Water cooled > 65,000 Btu/h 2.13 
with fluid 75°F/52°F (Class 1) AHRI 1360 
economizer < 29,000 Btu/h 2.36 
Nonducted 2 Bete a 2.26 
> 65,000 Btu/h 2.16 
< 29,000 Btu/h 1.97 
> 29,000 Btu/h and 
Ducted < 65,000 Btu/h 1.93 
> 65,000 Btu/h 1.78 
Glycol cooled 75°F/52°F (Class 1) AHRI 1360 
< 29,000 Btu/h 2.00 
Nonducted z Spa me 1.98 
> 65,000 Btu/h 1.81 
< 29,000 Btu/h 1.92 
> 29,000 Btu/h and 
Ducted < 65,000 Btu/h 1.88 
Glycol cooled > 65,000 Btu/h 1.73 
with fluid 75°F/52°F (Class 1) AHRI 1360 
economizer < 29,000 Btu/h 1.95 
Nonducted z EPES Cri = 1.93 
> 65,000 Btu/h 1.76 


For SI: 1 British thermal unit per hour = 0.2931 W, °C = 


[(°F) — 32]/1.8, COP = (Btu/h x hp)(2,550.7). 


a Chapter 6 contains a complete specification of the referenced standards, which include test procedures, including the reference year version of 
the test procedure. 


b This table is a replica of ASHRAE 90.1 Table 6.8.1-17 Ceiling-Mounted Computer-Room Air Conditioners—Minimum Efficiency 


Requirements. 


[] 


AMENDATORY SECTION 


7/1/20) 


WAC 51-11C-40334 
C403.3.4 Boiler requirements. 


(Amending WSR 19-24-040, 


Section C403.3.4—Boilers ( (tuendewn) ). 


filed 11/26/19, 


effective 


Boiler systems shall comply with the 


following: 


C403.3.4.1 Combustion air positive shut-off. Combustion air positive 


shut-off shall be provided on all 


newly installed boiler systems as 


follows: 


1. All 


boiler systems with an input capacity of 2,500,000 Btu/h 


and above, 


in which the boiler is designed 


to operate with a nonposi- 


tive vent 


static pressure. 


2. Al 


boiler systems where one stack serves two or more boilers 


with a total combined input capacity per stack of 2,500,000 Btu/h. 
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C403.3.4.2 Boiler system oxygen concentration controls. Boiler system 
combustion air fans with motors 10 horsepower or larger shall meet one 
of the following for newly installed boilers: 

1. The fan motor shall be variable speed; or 

2. The fan motor shall include controls that limit the fan motor 
demand to no more than 30 percent of the total design wattage at 50 
percent of design air volume. 


C403.3.4.3 Boiler oxygen concentration controls. Newly installed boil- 
ers with an input capacity of 5,000,000 Btu/h and greater and a steady 
state full-load combustion efficiency less than 90 percent shall main- 
tain stack-gas oxygen concentrations not greater than the values 
specified in Table C403.3.4.3. Combustion air volume shall be control- 
led with respect to measured flue gas oxygen concentration. The use of 
a common gas and combustion air control linkage or jack shaft is pro- 

hibited. 


EXCEPTION: These concentration limits do not apply where 50 percent or more of the boiler system capacity serves Group R-2 occupancies. 


Table C403.3.4.3 
Boiler Stack-Gas Oxygen Concentra- 


tions 
Maximum Stack-Gas 
Boiler System Type Oxygen Concentration? 
Less than 10% of the 5% 


boiler system capacity is 
used for process 
applications at design 
conditions 


All others 3% 


a Concentration levels measured by volume on a dry basis over firing 
~ rates of 20 to 100 percent. 


C403.3.4.4 Boiler turndown. Boiler systems with design input of great- 
er than 1,000,000 Btu/h (293 kW) shall comply with the turndown ratio 
specified in Table ((€403-3-4)) C403.3.4.4. 
The system turndown requirement shall be met through the use of 
multiple single input boilers, one or more modulating boilers or a 
combination of single input and modulating boilers. 


Table ((€403-3-4)) C403.3.4.4 
Boiler Turndown 


Minimum 
Turndown 
Boiler System Design Input (Btu/h) Ratio 
> 1,000,000 and less than or 3 tol 
equal to 5,000,000 
> 5,000,000 and less than or 4tol 
equal to 10,000,000 
> 10,000,000 5 tol 


C403.3.4.5 Buildings with high-capacity space-heating gas boiler sys- 
tems. New buildings with gas hot water boiler systems for space heat- 
ing with a total system input of at least 1,000,000 Btu/h but not more 
than 10,000,000 Btu/h shall comply with this section. 


EXCEPTIONS: 1. Where 25 percent of the annual space heating requirement is provided by site-recovered energy, or heat recovery chillers. 
2. Space heating boilers installed in individual dwelling units. 
3. Where 50 percent or more of the design heat load is served using perimeter convective heating, radiant ceiling panels, or both. 
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4. Individual gas boilers with input capacity less than 300,000 Btu/h shall not be included in the calculations of the total system input or 
total system efficiency. 


C403.3.4.5.1 Boiler efficiency. Gas hot water boilers shall have a 
minimum thermal efficiency (Et) of 90 percent when rated in accordance 
with the test procedures in Table C403.3.2(6). Systems with multiple 
boilers are allowed to meet this requirement if the space-heating in- 
put provided by equipment with thermal efficiency (Et) above and below 
90 percent provides an input capacity-weighted average thermal effi- 
ciency of at least 90 percent. For boilers rated only for combustion 
efficiency, the calculation for the input capacity-weighted averag 
thermal efficiency shall use the combustion efficiency value. 


C403.3.4.5.2 Hot water distribution system design. The hot water dis- 
tribution system shall be designed to meet all of the following: 

1. Coils and other heat exchangers shall be selected so that at 
design conditions the hot water return temperature entering the boil- 
ers is 120°F (48.9°C) or less. 

2. Under all operating conditions, the water temperature entering 
the boiler is 120°F (48.9°C) or less, or the flow rate of supply hot 
water that recirculates directly into the return system, such as 
three-way valves or minimum flow bypass controls, shall be no greater 
than 20 percent of the design flow of the operating boilers. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40334, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40334, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40335 Section C403.3.5—Dedicated outdoor air sys- 
tems. 


C403.3.5 Dedicated outdoor air systems (DOAS). For buildings with oc- 
cupancies as shown in Table C403.3.5, outdoor air shall be provided to 
each occupied space by a dedicated outdoor air system (DOAS) which de- 
livers 100 percent outdoor air without requiring operation of the 
heating and cooling system fans for ventilation air delivery. 


EXCEPTIONS: 1. Occupied spaces that are not ventilated by a mechanical ventilation system and are only ventilated by a natural ventilation system in 
accordance with Section 402 of the International Mechanical Code. 
2. High efficiency variable air volume (VAV) systems complying with Section C403.6.10 for occupancy classifications other than 
Groups A-1, A-2 and A-3 as specified in Table C403.3.5, and high efficiency VAV systems complying with Section C403.12 for 
occupancy classification Groups A-1, A-2 and A-3 as specified in Table C403.3.5. This exception shall not be used as a substitution for 
a DOAS per Section C406.6. 


Table C403.3.5 
Occupancy Classifications Requiring DOAS 


Occupancy 
Classification? Inclusions Exempted 
A-1 All occupancies not specifically exempted Television and radio studios 
A-2 Casinos (gaming area) All other A-2 occupancies 
A-3 Lecture halls, community halls, exhibition All other A-3 occupancies 
halls, gymnasiums, courtrooms, libraries, 
places of religious worship 
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Occupancy 

Classification? Inclusions Exempted 

A-4, A-5 All occupancies excluded 

B All occupancies not specifically exempted Food processing establishments including 
commercial kitchens, restaurants, cafeterias; 
laboratories for testing and research; data 
processing facilities and telephone exchanges; 
air traffic control towers; animal hospitals, 
kennels, pounds; ambulatory care facilities 

F, H, I, R, S, U All occupancies excluded 

E, M All occupancies included 


a. 


Occupancy classification from the International Building Code Chapter 3. 


C403.3.5.1 DOAS with energy recovery ventilation ((with—DOAS) ). 
DOAS shall include energy recovery 


The 
The energy recov- 


( (ventitetier)). 


ery ventilation system shall have a ((6@)) 68 percent minimum sensible 
recovery effectiveness of the energy recovery device as calculated in 
accordance with Equation 4-9 or ((Reve—59)) provide an enthalpy recov- 
ery ratio of not less than 60 percent ( (eRthatipy— ‘recovery effective 
ness)) at design conditions in accordance with Section C403.7.6. ( (Fes 
DOAS hareg eoa syster-retes panestate be tess bas 5 be, t6= 
ta} combined _fan_pewer—_shal} netexceed _}_Wefmeofoutdeor—ai+. Fer 
BOAS Bhavisg a tesa fas syster deter be greater than or ecua}| +e 5 S55 
refer to fan powcr _Limitaticns—_of Section MAR-et This fan power re- 
striction phies to cach-dedicated—outdoor ehr unit in the permitted 
project, but dees not imetide— the fanr _pewerasseciated with the zenat 
heating/eooting—_eqtipment.—Fheai+sflew rate thresholds _—_‘erenergy‘e- 
covery requirements —_in Fables €403-+.644) and 6463.4+.6+42} do net ap- 
p+y=-)) The airflow rate thresholds in Section C403.7.6 that define 
when the energy recovery requirements in that section do not apply, 


are nol 


a 


licable to this section. The return/exhaust air stream tem- 


pp] 


perature for heat recovery devic 


selection shall be 70°F 30 


(21°C) a 


percent 


Lr 


elative humidity, or as calculated by th 


registered design 


professional 


EXCEPTIONS: 
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(Equation 4-9) 


Toa - Tsa 


Sensible Recovery Effectiveness 


Toa - TRa 
Where: 


Toa Design outdoor air dry bulb 


temperature entering the energy 
recovery device. 

Supply air dry bulb temperature 
leaving the energy recovery device at 
design temperatures and airflow 


conditions, as selected for the 
proposed DOAS unit(s). 


Design return air dry bulb 
temperature. 


1. ((Qeeupied spacessvith al ofthe folowing characteristies-C 


with-an average ocerpantioa 


Tsa 


Tra 


403-7-6-servedbyequipmentHess-than5000 


aorsned th aore 


2-)) Systems installed for the sole purpose of providing makeup air for systems exhausting toxic, flammable, paint, or corrosive fumes 
or dust, dryer exhaust, or commercial kitchen hoods used for collecting and removing grease vapors and smoke. 

2. Heat recovery and energy recovery ventilators (H/ERV) that are rated and listed in accordance with HVI 920 can demonstrate 
compliance with the sensible recovery effectiveness requirement using the adjusted sensible recovery effectiveness (ASRE) rating of the 
equipment at 32°F test conditions. Applied flow rate for ASRE rating shall be no less than the design flow rate or the closest value 
interpolated between two listed flow rates. 
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3. The energy recovery systems for Group R-2 occupancies are permitted to provide 60 percent minimum sensible heat recovery 
effectiveness in lieu of 68 percent sensible recovery effectiveness in accordance with Section C403.7.6. The return/exhaust air stream 
temperature for heat recovery device selection shall be 70°F (21°C) or as determined by an approved calculation procedure. 


C403.3.5.2 DOAS fan power. For a DOAS that does not have at least one 
fan or fan array with fan electrical input power 2 1 kW, the total 
combined fan power shall not exceed 1 watt per cfm of outdoor air as 
calculated in accordance with Equation 4-10 using design maximum air- 
flows and external static pressures. For a DOAS with at least one fan 
or fan array with fan electrical input power 2 1 kW, the DOAS shall 
comply with the fan power limitations of Section C403.8.1. DOAS total 
combined fan power shall include all supply, exhaust and other fans 
utilized for the purpose of ventilation. This fan power restriction 
applies to each DOAS in the permitted project, but does not include 
the fan power associated with the zonal heating and cooling equipment. 


(Equation 4-10) 


(Ze) D 5 (= =) E 746 
DOAS Total Combined Fan Power CFM Nm CFMsuppiy 
Where: 
Fan bhp = Brake horsepower for each 


supply, exhaust and other fan in 
the system at design maximum 
airflow rate. 


Nm = Fan motor efficiency including 
all motor, drive and other losses 
for each fan in the system. 


CFMgupply = Design maximum airflow rate 
of outdoor (supply) air. 


C403.3.5.3 Heating((#)) and cooling system fan controls. Heating and 
cooling equipment fans, heating and cooling circulation pumps, and 
terminal unit fans shall cycle off and terminal unit primary cooling 
air shall be shut off when there is no call for heating or cooling in 
the zone. 


EXCEPTION: Fans used for heating and cooling using less than 0.12 watts per cfm may operate when space temperatures are within the setpoint 
deadband (Section C403.4.1.2) to provide destratification and air mixing in the space. 


( (6403-3-5-3)) C403.3.5.4 Decoupled DOAS supply air. The DOAS supply 
air shall be delivered directly to the occupied space or downstream of 
the terminal heating and/or cooling coils. 


EXCEPTIONS: 1. Active chilled beam systems. 
2. Sensible only cooling terminal units with pressure independent variable airflow regulating devices limiting the DOAS supply air to 
the greater of latent load or minimum ventilation requirements. 
3. Terminal heating and/or cooling units that comply with the low fan power allowance requirements in the exception of Section 
((€403.3-52)) C403.3.5.3. 


C403.3.5.5 Supplemental heating and cooling. Supply air stream heating 
in the DOAS system shall comply with Section C403.7.3. Cooling is per- 
mitted for dehumidification only. Cooling coil shall be sized to meet 
peak dehumidification requirement at design outdoor temperatures, and 
no larger. Cooling coil shall be controlled to maintain supply air 
relative humidity or zone relative humidity. 


EXCEPTION: Heating permitted for defrost control shall be locked out when outside air temperatures are above 35°F (2°C). Supplemental heating for 
defrost shall modulate to 10 percent of the peak capacity, and shall be sized to prevent frost/damage dame to the unit at design 
temperatures and provide supply air less than or equal to 55°F (13°C). 


( (6403.3-5—4)) C403.3.5.6 Impracticality. Where the code official de- 
termines that full compliance with ((a+#4)) one or more of the require- 
ments ((6£)) in Sections C403.3.5.1 ( (ane €463-3-35 overt 4e) ) 

through C403.3.5.5 is impractical, it is permissible to provide an ap- 
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proved alternate means of compliance that achieves a comparable level 
of energy efficiency as the requirement (s) deemed impractical. For the 
purposes of this section, impractical means that an HVAC system com- 
plying with all requirements in Section C403.3.5 cannot effectively b 
utilized due to an unusual use or configuration of the building. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40335, filed 10/19/20, effective. 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40335, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40336 Section C403.3.6—Ventilation for Group R-2 oc- 
cupancy. 


C403.3.6 Ventilation for Group R-2 occupancy. For all Group R-2 dwell- 
ing and sleeping units, a balanced ventilation system with a heat re- 
covery system ( (#wttR-—mindmum60-pereent sensible recovery effective 
ness)) shall provide outdoor air directly to all habitable spaces. The 
heat recovery system shall have a 60 percent minimum sensible recovery 
effectiveness as calculated in accordance with Section C403.3.5.1. The 
ventilation system shall allow for the design flow rates to be tested 
and verified at each habitable space as part of the commissioning 
process in accordance with Section C408.2.2. 


EXCEPTION: Heat recovery and energy recovery ventilators (H/ERV) that are rated and listed in accordance with HVI 920 can demonstrate 
compliance with the sensible recovery effectiveness requirement using the adjusted sensible recovery effectiveness (ASRE) rating of the 
equipment at 32°F test conditions. Applied flow rate for ASRE rating shall be no less than the design flow rate or the closest value 
interpolated between two listed flow rates. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40336, filed 11/26/19, effec- 
tive 7/1/20.] 


NEW SECTION 


WAC 51-11C-40337 Section C403.3.7—Hydronic system flow rate. 


C403.3.7 Hydronic system flow rate. Chilled water and condenser water 
piping shall be designed such that the design flow rate in each pipe 
segment shall not exceed the values listed in Table C403.3.7 for the 
appropriate total annual hours of operation. Pipe sizes for systems 
that operate under variable flow conditions (e.g., modulating 2-way 
control valves at coils) and that contain variable speed pump motors 
are permitted to be selected from the "Variable Flow/Variable Speed" 
columns. All others shall be selected from the "Other" columns. 


EXCEPTION: Design flow rates exceeding the values in Table C403.3.7 are permitted in specific sections of pipe if the pipe is not in the critical circuit 
at design conditions and is not predicted to be in the critical circuit during more than 30 percent of operating hours. 


Table C403.3.7 
Piping System Design Maximum Flow Rate in GPM? 
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Pipe Size < 2000 hours/year > 2000 and < 4400 hours/year > 4400 hours/year 
Variable Flow/ Variable Flow/ Variable Flow/ 
(in) Other Variable Speed Other Variable Speed Other Variable Speed 
2 1/2 120 180 85 130 68 110 
3 180 270 140 210 110 170 
4 350 530 260 400 210 320 
5 410 620 310 470 250 370 
6 740 1100 570 860 440 680 
8 1200 1800 900 1400 700 1100 
10 1800 2700 1300 2000 1000 1600 
12 2500 3800 1900 2900 1500 2300 
Maximum 8.5 ft/s 13.0 ft/s 6.5 ft/s 9.5 ft/s 5.0 ft/s 7.5 ft/s 
velocity for 
pipes over 14 to 
24 in. in size 


a There are no requirements for pipe sizes smaller than the minimum size or larger than the maximum size shown in the table. 


[] 


NEW SECTION 


WAC 51-11C-40338 Section C403.3.8—Hydronic coils. 


C403.3.8 Hydronic coil selection. Hydronic coils shall comply with 
Sections C403.3.8.1 and C403.3.8.2. 


EXCEPTION: Replacement coils within existing equipment. 


C403.3.8.1 Chilled-water coil selection. Chilled-water cooling coils 
shall be selected to provide a 15°F or higher temperature difference 
between leaving and entering water temperatures and a minimum of 57°F 
leaving water temperature at design conditions. 


EXCEPTIONS: 1. Chilled-water cooling coils that have an airside pressure drop exceeding 0.70 in. of water when rated at 500 fpm face velocity and dry 
conditions (no condensation). 
2. Individual fan-cooling units with a design supply airflow rate < 5000 cfm. 
3. Constant-air-volume systems. 
4. Coils selected at the maximum temperature difference allowed by the cooling plant equipment manufacturer's approved operating 
conditions. 
5. Passive coils (no mechanically supplied airflow). 
6. Coils with design entering chilled-water temperature > 50°F (10°C). 
7. Coils with design entering air dry-bulb temperature < 65°F (18°C). 


C403.3.8.2 Hot-water coil selection. Hot-water heating coils shall be 
selected to provide a maximum 20°F temperature difference between 
leaving and entering water temperatures and a maximum of 118°F (48°C) 
entering water temperature at design conditions. 


EXCEPTIONS: 1. Hot-water heating systems which utilize heat pumps as the primary source. 
2. Individual terminal fan units with a design supply airflow rate < 1500 cfm are exempt from the 20°F maximum temperature 
difference between leaving and entering water temperature requirement. 
3. Passive coils (no mechanically supplied airflow). 
4. Coils with design leaving air temperature > 95°F (35°C). 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40340 Section C403.4—HVAC system controls. 


C403.4 HVAC system controls. HVAC systems shall be provided with con- 
trols in accordance with Sections C403.4.1 through ((¢€403.4-4++)) 
C403.4.12 and shall be capable of and configured to implement all re- 
quired control functions in this code. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40340, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40340, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40340, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40341 Section C403.4.1—Thermostatic controls. 


C403.4.1 Thermostatic controls. The supply of heating and cooling en- 
ergy to each zone shall be controlled by individual thermostatic con- 
trols capable of responding to temperature within the zone. Controls 
in the same zone or in neighboring zones connected by openings larger 
than 10 percent of the floor area of either zone shall not allow for 
simultaneous heating and cooling. At a minimum, each floor of a build- 
ing shall be considered as a separate zone. Controls on systems re- 
quired to have economizers and serving single zones shall have multi- 
ple cooling stage capability and activate the economizer when appro- 
priate as the first stage of cooling. See Section C403.5 for further 
economizer requirements. Where humidification or dehumidification or 
both is provided, at least one humidity control device shall be provi- 
ded for each humidity control system. 


EXCEPTIONS: 1. Independent perimeter systems that are designed to offset only building envelope heat losses or gains or both serving one or more 
perimeter zones also served by an interior system provided: 
1.1. The perimeter system includes at least one thermostatic control zone for each building exposure having exterior walls facing only 
one orientation (within +/-45 degrees) (0.8 rad) for more than 50 contiguous feet (15,240 mm); 
1.2. The perimeter system heating and cooling supply is controlled by a thermostat located within the zones served by the system; and 
1.3. Controls are configured to prevent the perimeter system from operating in a different heating or cooling mode from the other 
equipment within the zones or from neighboring zones connected by openings larger than 10 percent of the floor area of either zone. 
2. ((Any interior zone open toa perimeter zone shall have setpoints and deadbands coordinated so that cooling in the interior zone sh 


5 Where an interior 2 zone ad a permeter zone are open to each alhet with pafminnett openings lei 
than 10 percent of the floor area of either zone, cooling in the interior zone is permitted to operate at times when the perimeter zone is 
in heating and the interior zone temperature is at least 5°F (2.8°C) higher than the perimeter zone temperature. For the purposes of this 
exception, a permanent opening is an opening without doors or other operable closures. 

3. Dedicated outdoor air units that provide ventilation air, make-up air or replacement air for exhaust systems are permitted to be 
controlled based on supply air temperature. The supply air temperature shall be controlled to a maximum of 65°F (18.3°C) in heating 
and a minimum of 72°F (22°C) in cooling unless the supply air temperature is being reset based on the status of cooling or heating in 
the zones served or it being reset based on outdoor air temperature. 


C403.4.1.1 Heat pump supplementary heat. Unitary air cooled heat pumps 


shall include microprocessor controls that minimize supplemental heat 
usage during start-up, set-up, and defrost conditions. These controls 
shall anticipate need for heat and use compression heating as the 


first stage of heat. Controls shall indicate when supplemental heating 
is being used through visual means (e.g., LED indicators). Heat pumps 
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equipped with supplementary heaters shall be installed with controls 
that prevent supplemental heater operation above 40°F 1A ERSO 


EXCEPTION: Packaged terminal heat pumps (PTHPs) of less than 2 tons (24,000 Btu/hr) cooling capacity (( 
z )) that have reverse-cycle demand defrost and are configured to operate in heat 
pump mode whenever the outdoor air temperatures are above 25°F (-3.9°C) and the unit is not in defrost. 


C403.4.1.2 Deadband. Where used to control both heating and cooling, 
zone thermostatic controls shall be configured to provide a tempera- 
ture range or deadband of at least 5°F (2.8°C) within which the supply 
of heating and cooling energy to the zone is shut off or reduced to a 
minimum. 


EXCEPTIONS: 1. Thermostats requiring manual changeover between heating and cooling modes. 
2. Occupancies or applications requiring precision in indoor temperature control as approved by the code official. 


C403.4.1.3 Setpoint overlap restriction. Where a zone has a separate 
heating and a separate cooling thermostatic control located within the 
zone, a limit switch, mechanical stop or direct digital control system 
with software programming shall be configured to prevent the heating 
setpoint from exceeding the cooling setpoint and to maintain a dead- 
band in accordance with Section C403.4.1.2. 


C403.4.1.4 Heated or cooled vestibules and air curtains. The heating 
system for heated vestibules and air curtains with integral heating 
shall be provided with controls configured to shut off the source of 
heating when the outdoor air temperature is greater than 45°F (7°C). 
Vestibule heating and cooling systems shall be controlled by a thermo- 
stat located in the vestibule configured to limit heating to a temper- 
ature not greater than 60°F (16°C) and cooling to a temperature not 
less than 85°F (29°C). 


EXCEPTIONS: 1. Control of heating or cooling provided by transfer air that would otherwise be exhausted. 
2((;)). Vestibule heating only systems are permitted to be controlled without an outdoor air temperature lockout when controlled by a 
thermostat located in the vestibule configured to limit heating to a temperature not greater than 45°F (7°C) where required for freeze 
protection of piping and sprinkler heads located in the vestibule. 


C403.4.1.5 Hot water boiler outdoor temperature setback control. Hot 
water boilers that supply heat to the building through one- or two- 
pipe heating systems shall have an outdoor setback control that lowers 
the boiler water temperature based on the outdoor temperature. 


C403.4.1.6 ((Beexr)) Operable opening switches for HVAC system thermo- 
static control. ((Beers)) Operable openings meeting the minimum size 
criteria of Section C402.5.11 and that open to the outdoors from a 
conditioned space must have controls configured to do the following 
once doors have been open for 5 minutes: 
1. Disable the mechanical heating to the zone or reset the space 
heating temperature setpoint to 55°F or less within 5 minutes of the 
door open enable signa 
2. Disable the mechanical cooling to the zone or reset the space 
cooling temperature setpoint to 85°F or more within 5 minutes of the 
door open enable signa 


EXCEPTION((S)): ae snares A an Hydronic radiant heating and cooling systems. 
(@ 
3-Leadine deeks-)) 


C403.4.1.7 Demand responsive controls. Thermostatic controls for heat- 
ing or cooling systems shall be provided with demand responsive con- 
trols capable of increasing the cooling setpoint and decreasing the 
heating setpoint by no less than 4°F (2.2°C). The thermostatic con- 
trols shall be capable of performing all other functions provided by 
the control when the demand responsive controls are not available. 
Systems with direct digital control of individual zones report to a 
central control panel shall be capable of remotely increasing the 
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cooling setpoint and decreasing the heating setpoint for each zone by 
no less than 4°F (2.2°C). 


EXCEPTION: Health care and assisted living facilities. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40341, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40341, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.025, 19.27A.045, 19.27.020, 
and 19.27.074. WSR 14-24-122, § 51-11C-40341, filed 12/3/14, effective 
1/3/15. Statutory Authority: RCW 19.27A.025, 19.27A.045, and 
19.27.074. WSR 13-20-120, § 51-11C-40341, filed 10/1/13, effective 
11/1/13. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40341, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40342 Section C403.4.2—Off-hour controls. 


C403.4.2 Off-hour controls. For all occupancies other than Group R, 
each zone shall be provided with thermostatic setback controls that 
are controlled by either an automatic time clock or programmable con- 
trol system. 


EXCEPTIONS: 1. Zones that will be operated continuously. 
2. Zones with a full HVAC load demand not exceeding 6,800 Btu/h (2 kW) and having a manual shutoff switch located with ready 
access. 
C403.4.2.1 Thermostatic setback. Thermostatic setback controls shall 
be configured to set back or temporarily operate the system to main- 
tain zone temperatures down to 55°F (13°C) or up to 85°F (29°C). 


C403.4.2.2 Automatic setback and shutdown. Automatic time clock or 
programmable controls shall be capable of starting and stopping the 
system for seven different daily schedules per week and retaining 
their programming and time setting during a loss of power for at least 
10 hours. Additionally, the controls shall have a manual override that 
allows temporary operation of the system for up to 2 hours; a manually 
operated timer configured to operate the system for up to 2 hours; or 
an occupancy sensor. 


ct ct 


C403.4.2.3 Automatic start and stop. Automatic start and stop controls 
shall be provided for each HVAC system. The automatic start controls 
shall be configured to automatically adjust the daily start time of 
the HVAC system in order to bring each space to the desired occupied 
temperature immediately prior to scheduled occupancy. Automatic stop 
controls shall be provided for each HVAC system with direct digital 
control of individual zones. The automatic stop controls shall be con- 
figured to reduce the HVAC system's heating temperature setpoint and 
increase the cooling temperature setpoint by at least 2°F (1.1°C) be- 
fore scheduled unoccupied periods based upon the thermal lag and ac- 
ceptable drift in space temperature that is within comfort limits. 


( Ata minimum Ene —contretrs shat be—a function of the space _tempera- 
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C403.4.2.4 Exhaust system off-hour controls. For all occupancies other 
than Group R, exhaust systems serving spaces within the conditioned 
envelope shall be controlled by either an automatic time clock, ther- 
mostatic controls or programmable control system to operate on the 
same schedule as the HVAC systems providing their make-up air. 


EXCEPTIONS: 1. Exhaust systems requiring continuous operation. 
2. Exhaust systems that are controlled by occupancy sensor control configured with automatic on and automatic shutoff within 15 
minutes after occupants have left the space. 


C403.4.2.5 Transfer and destratification fan system off-hour controls. 
For all occupancies other than Group R, transfer fan or mixing fan 
systems serving spaces within the conditioned envelope shall be con- 
trolled by either an automatic time clock, thermostatic controls or 
programmable control system to operate on the same schedule as the as- 
sociated HVAC systems. 


EXCEPTION: Transfer fan and destratification fan systems that are controlled by occupancy sensor control configured with manual on and automatic 
shutoff within 15 minutes after occupants have left the space. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40342, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40342, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40342, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40344 Section C403.4.4—Part load controls. 


C403.4.4 Part load controls. Hydronic systems greater than or equal to 
300,000 Btu/h (88 kW) in design output capacity supplying heated or 
chilled water to comfort conditioning systems shall include controls 
that are configured to: 
1. Automatically reset the supply-water temperatures in response 
to varying building heating and cooling demand using coil valve posi- 
tion, zone-return water temperature or outdoor air temperature. The 
temperature shall be reset by not less than 25 percent of the design 
supply-to-return water temperature difference. 


EXCEPTIONS: 1. Hydronic systems serving hydronic heat pumps. 
2. Hydronic systems with thermal energy storage where resetting the supply-water temperature would reduce the capacity of the storage. 


2. Automatically vary fluid flow for hydronic systems with a com- 
bined pump motor capacity of 2 hp or larger with three or more control 
valves or other devices by reducing the system design flow rate by not 
less than 50 percent or the maximum reduction allowed by the equipment 
manufacturer for proper operation of equipment by valves that modulate 
or step open and close, or pumps that modulate or turn on and off as a 
function of load. 

3. Automatically vary pump flow on heating water systems, chil- 
led-water systems and heat rejection loops serving water-cooled uni- 
tary air conditioners as follows: 

3.1. Where pumps operate continuously or operate based on a time 
schedule, pumps with nominal output motor power of 2 hp or more shall 
have a variable speed drive. 
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3.2. Where pumps have automatic direct digital control configured 
to operate pumps only when zone heating or cooling is required, a var- 
iable speed drive shall be provided for pumps with motors having the 
same or greater nominal output power indicated in Table C403.4.4 based 
on the climate zone and system served. 

4. Where variable speed drive is required by Item 3 of this sec- 
tion, pump motor power input shall be not more than 30 percent of de- 
Sign wattage at 50 percent of the design water flow. Pump flow shall 
be controlled to maintain one control valve nearly wide open or to 
satisfy the minimum differential pressure. 


EXCEPTIONS: 1. Supply-water temperature reset is not required for chilled-water systems supplied by off-site district chilled water or chilled water 
from ice storage systems. 
2. Variable pump flow is not required on dedicated coil circulation pumps where needed for freeze protection. 
3. Variable pump flow is not required on dedicated equipment circulation pumps where configured in primary/secondary design to 
provide the minimum flow requirements of the equipment manufacturer for proper operation of equipment. 
4. Variable speed drives are not required on heating water pumps where more than 50 percent of annual heat is generated by an electric 
boiler. 


Table C403.4.4 
Variable Speed Drive (VSD) Require- 
ments for Demand-Controlled Pumps 


VSD Required for 

Motors with Rated 
Climate Zones 4c, 5b Output of at Least 
Heating water pumps >7.5 hp 
Chilled water and heat >7.5 hp 
rejection loop pumps 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40344, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 17-10-062, § 51-11C-40344, filed 
5/2/17, effective 6/2/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40344, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, S 
51-11C-40344, filed 2/1/13, effective 7/1/13. ] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40349 Sections C403.4.11 ((—BÐÐc—systems)) and 
C403.4.12. 


C403.4.11 Direct digital control systems. Direct digital control (DDC) 
shall be required as specified in Sections C403.4.11.1 through 
( (64903.4.44.3)) Cc403.4.11.4. 


C403.4.11.1 DDC applications. DDC shall be provided in the applica- 
tions and qualifications listed in Table C403.4.11.1 and for load man- 
agement measures where installed to meet the requirements of Section 
C406.3. 


C403.4.11.2 DDC controls. Where DDC is required by Section 
C403.4.11.1, the DDC system shall be ((e¢apabte—-c£)) configured to per- 
form all of the following functions, as required to provide the system 
and zone control logic required in Sections C403.2, C403.5, C403.6.8 
and C403.4.3: 
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1. ( (Menitesring)) Monitor zone and system demand for fan pres- 
sure, pump pressure, heating and cooling. 

2. ( (feansfereing)) Transfer zone and system demand information 
from zones to air distribution system controllers and from air distri- 
bution systems to heating and cooling plant controllers. 


C403.4.11.3 DDC display. Where DDC is required by Section C403.4.11.1 
for new buildings, the DDC system shall be ((¢apabte—-ef)) configured 
to gather and provide trending data and graphically displaying input 
and output points. 


C403.4.11.4 DDC demand response setpoint adjustment. Where DDC is re- 
quired by Section C403.4.11.1 for new buildings and serve mechanical 
systems with a cooling capacity exceeding 780,000 Btu/h (2,662 kW), 
the DDC system shall be capable of demand response setpoint adjust- 
ment. The DDC system shall be configured with control logic to in- 
crease the cooling zone setpoints by at least 2°F (1°C) and reduce the 
heating zone setpoints by at least 2°F (1°C) when activated by a de- 
mand response signal. The demand response signal shall be a binary in- 
put to the control system or other interface approved by the serving 
electric utility. 


Table C403.4.11.1 
DDC Applications and Qualifications 


Building 
Status Application Qualifications 

New (Car hand tal : : , T 

building served bythe system eapacity_ereater than 780,000 Btush)) 
Air-handling system and all zones served | Individual systems supplying more than three zones and with 
by the system fan system bhp of 10 hp and larger 
Chilled-water plant and all coils and Individual plants supplying more than three zones and with 
terminal units served by the system design cooling capacity of 300,000 Btu/h and larger 
Hot-water plant and all coils and terminal | Individual plants supplying more than three zones and with 
units served by the system design heating capacity of 300,000 Btu/h and larger 

Alteration Zone terminal unit such as VAV box Where existing zones served by the same air-handling, chilled- 


or addition water, or hot-water system have DDC 


Air-handling system or fan coil 


Where existing air-handling system(s) and fan coil(s) served by 
the same chilled- or hot-water plant have DDC 


New air-handling system and all new 
zones served by the system 


Individual systems with fan system bhp of 10 hp and larger and 
supplying more than three zones and more than 75 percent of 
zones are new 


New or upgraded chilled-water plant 


Where all chillers are new and plant design cooling capacity is 
300,000 Btu/h and larger 


New or upgraded hot-water plant 


Where all boilers are new and plant design heating capacity is 
300,000 Btu/h and larger 


C403.4.12 Pressure independent control valves. Where design flow rate 


of heating wat 


ter and chiller water coils is 5 gpm or higher, 


modulat- 


ing pressure independent control valves shall be provided. 


[Statutory Aut 


thority: RCW 19.27A.020, 


19.27A.025, 19.27A.160 and chap- 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-40349, filed 11/26/19, effec- 
tive 7/1/20.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 


7/1/20) 


WAC 51-11C-40350 Section C403.5—Economizers. 


C403.5 Economizers. Air economizers shall be provided on all new cool- 
ing systems including those serving computer server rooms, electronic 


equipment, 


radio equipment, and telephone switchgear. Economizers 


shall comply with Sections C403.5.1 through C403.5.5. 


EXCEPTIONS: 


la. For other than Group R-2 occupancies, cooling system((s)) where the supply fan is not installed ((eutdeers)) outside the building 
thermal envelope nor in a mechanical room adjacent to outdoors, and is installed in conjunction with DOAS complying with Section 
C403.3.5 and serving only spaces with year-round cooling loads from lights and equipment of less than 5 watts per square foot. 

1b. For Group R-2 occupancies, cooling system where the supply fan is not installed outside the building thermal envelope nor in a 
mechanical room adjacent to outdoors, and is installed in conjunction with DOAS complying with Section C403.3.5, where the 
ERV/HRV has a minimum 68 percent sensible recovery or 60 percent enthalpy recovery heating effectiveness (Exception 3 of Section 
C403.3.5.1 is not utilized), and serving only spaces with year-round cooling loads from lights and equipment of less than 5 watts per 
square foot. 

2. Unitary or packaged systems serving one zone with dehumidification that affect other systems so as to increase the overall building 
energy consumption. New humidification equipment shall comply with Section ((€403.3.2;5)) C403.3.2.7. 

3. Unitary or packaged systems serving one zone where the cooling efficiency meets or exceeds the efficiency requirements in Table 
C403.5. 

4. Equipment serving chilled beams and chilled ceiling space cooling systems only which are provided with a water economizer meeting 
the requirements of Section C403.5.4. 

5. For Group R occupancies, cooling unit((s)) where the supply fan is not installed ((eutdeers)) outside the building thermal envelope or 
in a mechanical room adjacent to outdoors with a total cooling capacity less than 20,000 Btu/h and other cooling units with a total 
cooling capacity less than 54,000 Btu/h provided that these are high-efficiency cooling equipment with IEER, CEER, SEER, and EER 
values more than 15 percent higher than minimum efficiencies listed in ((Fables-C403-3-.2-4 Hthreugh-3))) Tables C403.3.2(1), 
C403.3.2(2), C403.3.2(4), C403.3.2(8) and C403.3.2(9) or an IPLV kW/ton that is at least 15 percent lower than the minimum 
efficiencies listed in Table C403.3.2(3) or C403.3.2(15), in the appropriate size category, using the same test procedures. Equipment 
shall be listed in the appropriate certification program to qualify for this exception. For split systems, compliance is based on the cooling 
capacity of individual fan coil units. 

6. Equipment used to cool Controlled Plant Growth Environments provided these are high-efficiency cooling equipment with SEER, 
EER and IEER values a minimum of 20 percent greater than the values listed in Tables C403.3.2 (1), (3), (4), and (£) (15). 

7. Equipment serving a space with year-round cooling loads from lights and equipment of 5 watts per square foot or greater complying 
with the following criteria: 

7.1. Equipment serving the space utilizes chilled water as the cooling source; and 

7.2. The chilled water plant includes a condenser heat recovery system that meets the requirements of Section C403.9.5 or the building 
and water-cooled system meets the following requirements: 

7.2.1. A minimum of 90 percent (capacity-weighted) of the building space heat is provided by hydronic heating water. 

7.2.2. Chilled water plant includes a heat recovery chiller or water-to-water heat pump capable of rejecting heat from the chilled water 
system to the hydronic heating equipment capacity. 

7.2.3. Heat recovery chillers shall have a minimum COP of 7.0 when providing heating and cooling water simultaneously. 

8. Water-cooled equipment served by systems meeting the requirements of Section C403.9.2.4 Condenser heat recovery. 

9. Equipment used to cool any dedicated server room, electronic equipment room or telecom switch room provided the system complies 
with option a, b, or c in the table below. The total cooling capacity of all fan systems without economizers shall not exceed 240,000 
Btu/h per building or 10 percent of its air economizer capacity, whichever is greater. This exception shall not be used for total building 
performance. 

10. Dedicated outdoor air systems that include energy recovery as required by Section C403.7.6 but do not include mechanical cooling. 
11. Dedicated outdoor air systems not required by Section C403.7.6 to include energy recovery that modulate the supply airflow to 
provide only the minimum outdoor air required by Section C403.2.2.1 for ventilation, exhaust air make-up, or other process air delivery. 


Higher Equipment 
Equipment Type Efficiency Part-Load Control Economizer 


Option a 


Tables C403.3.2(1), +15%> Required over None Required 


C403.3.2(2) and 85,000 Btu/h° 
C403.3.2((@))) (14)? 


Option b 


Tables C403.3.2(1), +54 Required over Waterside 
C403.3.2(2) and 85,000 Btu/h° Economizer® 
C403.3.2((@)) (14)* 


Option c 


ASHRAE Standard 127! +0%8 Required over Waterside 
85,000 Btu/h® Economizer® 


Notes for Exception 9: 

aFor a system where all of the cooling equipment is subject to the AHRI standards listed in Tables C403.3.2(1), C403.3.2(2), and C403.3.2((@))) (14), 
the system shall comply with all of the following (note that if the system contains any cooling equipment that exceeds the capacity limits in Table 
C403.3.2(1), C403.3.2(2), or C403.3.2((@))) (14), or if the system contains any cooling equipment that is not included in Table C403.3.2(1), 
C403.3.2(2), or C403.3.2((@))) (14), then the system is not allowed to use this option). 

bThe cooling equipment shall have an EER value and an IPLV value that is a minimum of 15 percent greater than the value listed in Tables 
C403.3.2(1), C403.3.2(2), and C403.3.2((@))) (14). 

cFor units with a total cooling capacity over 85,000 Btu/h, the system shall utilize part-load capacity control schemes that are able to modulate to a 
part-load capacity of 50 percent of the load or less that results in the compressor operating at the same or higher EER at part loads than at full load 
(e.g., minimum of two-stages of compressor unloading such as cylinder unloading, two-stage scrolls, dual tandem scrolls, but hot gas bypass is not 
credited as a compressor unloading system). 

4The cooling equipment shall have an EER value and an IPLV value that is a minimum of 5 percent greater than the value listed in Tables C403.3.2(1), 


C403.3.2(2), and C403.3.2((@))) (14). 
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eThe system shall include a water economizer in lieu of air economizer. Water economizers shall meet the requirements of C403.5.1 and C403.5.2 and 
be capable of providing the total concurrent cooling load served by the connected terminal equipment lacking airside economizer, at outside air 
temperatures of 50°F dry-bulb/45°F wet-bulb and below. For this calculation, all factors including solar and internal load shall be the same as those 
used for peak load calculations, except for the outside temperatures. The equipment shall be served by a dedicated condenser water system unless a 
nondedicated condenser water system exists that can provide appropriate water temperatures during hours when waterside economizer cooling is 
available. 

fFor a system where all cooling equipment is subject to ASHRAE Standard 127. 

gThe cooling equipment subject to the ASHRAE Standard 127 shall have an EER value and an IPLV value that is equal to or greater than the value 
listed in Tables C403.3.2(1), C403.3.2(2), and C403.3.2((@))) (14) when determined in accordance with the rating conditions ASHRAE Standard 127 
(i.e., not the rating conditions in AHRI Standard 210/240 or 340/360). This information shall be provided by an independent third party. 


Table C403.5 
Equipment Efficiency Performance 
Exception for Economizers 


Climate Zones Efficiency Improvement? 
4C 64% 
5B 59% 


a Ifa unit is rated with an IPLV, IEER or SEER then to eliminate the 
required air or water economizer, the minimum cooling efficiency of the 
HVAC unit must be increased by the percentage shown. If the HVAC 
unit is only rated with a full load metric like EER or COP cooling, then 
these must be increased by the percentage shown. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40350, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40350, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40350, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40355 Section C403.5.5—Economizer fault detection 
and diagnostics. 


C403.5.5 Economizer fault detection and diagnostics (FDD). Air-cooled 
unitary direct-expansion units with a cooling capacity of 54,000 Btu/h 
or greater listed in ( (febtes—€463.3.2644—‘+heeugh€463.3.23}/)) the 
tables in Section C403.3.2 that are equipped with an economizer in ac- 
cordance with Section C403.5 shall include a fault detection and diag- 
nostics (FDD) system complying with the following: 
1. The following temperature sensors shall be permanently instal- 
led to monitor system operation: 
1.1. Outside air. 
.2. Supply air. 
.3. Return air. 

2. Temperature sensors shall have an accuracy of +2°F (1.1°C) 
ever the range of 40°F to 80°F (4°C to 26.7°C). 

3. Refrigerant pressure sensors, where used, shall have an accu- 
racy of +3 percent of full scale. 
4. The unit controller shall be configured to provide system sta- 
tus by indicating the following: 
Free cooling available. 
Economizer enabled. 
Compressor enabled. 
Heating enabled. 
Mixed air low limit cycle active. 


BRED ABH 
OB WN 
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4.6. The current value of each sensor. 

5. The unit controller shall be capable of manually initiating 
each operating mode so that the operation of compressors, economizers, 
fans and the heating system can be independently tested and verified. 

6. The unit shall be configured to report faults to a fault man- 
agement application available for access by day-to-day operating or 
service personnel or annunciated locally on zone thermostats. 

7. The FDD system shall be configured to detect the following 
faults: 


Air temperature sensor failure/fault. 
Not economizing when the unit should be economizing. 
Economizing when the unit should not be economizing. 
Damper not modulating. 

Excess outdoor air. 


~~~ ~~ 
OB WN 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40355, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40360 Section C403.6—Requirements for mechanical 
systems serving multiple zones. 


C403.6 Requirements for mechanical systems serving multiple zones. 
Sections C403.6.1 through C403.6.10 shall apply to mechanical systems 
serving multiple zones. 


C403.6.1 Variable air volume (VAV) and multiple zone systems. Supply 
air systems serving multiple zones shall be VAV systems that have zone 
controls configured to reduce the volume of air that is reheated, re- 
cooled or mixed in each zone to one of the following: 

1. Twenty percent of the zone design peak supply for systems with 
direct digital control (DDC) and 30 percent of the maximum supply air 
for other systems. 

2. Systems with DDC where items 2.1 through 2.3 apply. 

2.1. The airflow rate in the deadband between heating and cooling 
does not exceed 20 percent of the zone design peak supply rate or 
higher allowed rates under Items 3, 4, or 5 of this section. 

2.2. The first stage of heating modulates the zone supply air 
temperature setpoint up to a maximum setpoint while the airflow is 
maintained at the deadband flow rate. 
2.3. The second stage of heating modulates the airflow rate from 
the deadband flow rate up to the heating maximum flow rate that is 
less than 50 percent of the zone design peak supply rate. 

3. The outdoor airflow rate required to meet the minimum ventila- 
tion requirements of Chapter 4 of the International Mechanical Code. 
4. Any higher rate that can be demonstrated to reduce overall 
system annual energy use by offsetting reheat/recool energy losses 
through a reduction in outdoor air intake for the system, as approved 
by the code official. 

5. The airflow rates to comply with applicable codes or accredi- 
tation standards such as pressure relationships or minimum air change 
rates. 
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EXCEPTION: The following individual zones or entire air distribution systems are exempted from the requirement for VAV control: 
1. Zones or supply air systems where not less than 75 percent of the energy for reheating or for providing warm air in mixing systems is 
provided from a site-recovered source, including condenser heat. 
2. Systems that prevent reheating, recooling, mixing or simultaneous supply of air that has been previously cooled, either mechanically 
or through the use of economizer systems, and air that has been previously mechanically heated. 
3. Ventilation systems complying with Section C403.3.5, DOAS, with ventilation rates comply with Section C403.2.2. 


C403.6.2 Single duct variable air volume (VAV) systems, terminal devi- 
ces. Single duct VAV systems shall use terminal devices capable of and 
configured to reduce the supply of primary supply air before reheating 
or recooling takes place. 


C403.6.3 Dual duct and mixing VAV systems, terminal devices. Systems 
that have one warm air duct and one cool air duct shall use terminal 
devices which are capable of and configured to reduce the flow from 
one duct to a minimum before mixing of air from the other duct takes 
place. 


C403.6.4 Supply-air temperature reset controls. Multiple zone HVAC 
systems shall include controls that are capable of and configured to 
automatically reset the supply-air temperature in response to repre- 
sentative building loads, or to outdoor air temperature. The controls 
shall be configured to reset the supply air temperature at least 25 
percent of the difference between the design supply-air temperature 
and the design room air temperature. Controls that adjust the reset 
based on zone humidity are allowed. HVAC zones that are expected to 
xperience relatively constant loads shall have maximum airflow de- 


Signed to accommodate the fully reset supply air temperature. 
EXCEPTIONS: 1. Systems that prevent reheating, recooling or mixing of heated and cooled supply air. 


2. Seventy-five percent of the energy for reheating is from a site-recovered source. 


C403.6.5 Multiple-zone VAV system ventilation optimization control. 
Multiple-zone VAV systems with direct digital control of individual 
zone boxes reporting to a central control panel shall have automatic 
controls configured to reduce outdoor air intake flow below design 
rates in response to changes in system ventilation efficiency (E,) as 
defined by the International Mechanical Code. 


EXCEPTIONS: 1. VAV systems with zonal transfer fans that recirculate air from other zones without directly mixing it with outdoor air, dual-duct dual- 
fan VAV systems, and VAV systems with fan-powered terminal units. 
2. Systems where total design exhaust airflow is more than 70 percent of total design outdoor air intake flow requirements. 


C403.6.6 Parallel-flow fan-powered VAV air terminal control. Parallel- 
flow fan-powered VAV air terminals shall have automatic controls con- 
figured to: 

1. Turn off the terminal fan except when space heating is re- 
quired or where required for ventilation. 

2. Turn on the terminal fan as the first stage of heating before 


the heating coil is activated. 

3. During heating for warmup or setback temperature control, ei- 
ther: 

3.1. Operate the terminal fan and heating coil without primary 
air. 

3.2. Reverse the terminal damper logic and provide heating from 


the central air handler by primary air. 
( (€403.6—-7 Hydronie and muiltiple—zone HVAC -system—eontrelis—and—equip— 


ment. onte—and muitiptie—zene HAC system econtrets—and eet nE 
shait-eomphycwitth hts etter. 
For- buhkedihngs with a tota equipment cooling capacity ef 2300 torns 


and_abeve,the-equipment shalt ecomptyiwith eneof the _ feottewing: 
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AMENDATORY SECTION 
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C403.6.10 High efficiency variable air volume (VAV) systems. 
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50 percent 
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ods of low heating and cooling operation and ventilation-only opera- 
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EXCEPTION: 


EXCEPTION: 


nvelope heati 


ng load 


terminal units. 


For series fan powered terminal units where the volume of primary air required to deliver the ventilation requirements at minimum 
speed exceeds the air that would be delivered at the speed defined above, the minimum speed setpoint shall be configured to exceed the 
value required to provide the required ventilation air. 


11. Fan-powered VAV terminal units shal 
rimeter zones with an 
terminal units shall be single duct 


ll only be permitted at pe- 
requirement. All other VAV 


Fan powered VAV terminal units are allowed at interior spaces with an occupant load greater than or equal to 25 people per 1000 square 
feet of floor area (as established in Table 403.3.1.1 of the International Mechanical Code) with demand control ventilation in 
accordance with Section C403.7.1. 


12. When in occupied heating or in occupied deadband between 


heating and cooling all fan powered VAV terminal units shall be con- 


figured to reset the primary air supply setpoint, 
handling unit outdoor air vent 


fract 


ion, 


to the minimum vent 


airflow required per International Mechanical Code. 
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C403.7.1 Demand control ventilation. 


C403.7.1.1 Spaces requiring demand control ventilation. Demand control 
ventilation (DCV) shall be provided for ( (spaces—tercger than 500 
sqtare—feet{56-m4 >and) ) the following: 
1. Spaces with ventilation provided by single-zone systems where 
an air economizer is provided to comply with Section C403.5. 
2. Spaces with an occupant load greater than or equal to ((25)) 
15 people per 1000 square feet (93 m?) of floor area (as established 
in Table 403.3.1.1 of the International Mechanical Code) ( (and served 
by_systems—with_one—_er mere of the following: 
Anas conomizer; 
2 Automatie mediteting—econtret ef the out 
3A design outdoor eirf low greater than 3 


ith Section C403-7-6-1-or C403.3-5-1 i 
located within-the" inclusions" oiam ok oreipe AL and A 3 aceapaney cients oF ble 3 


or with an occupant outdoor airflow rate greater than or equal to 15 


cfm/person, as established in Table 403.3.1.1 of the International Me- 
chanical Code. 


EXCEPTIONS: 1. Spaces including, but not limited to, dining areas, where more than 75 percent of the space design outdoor airflow is transfer air 
required for makeup air supplying an adjacent commercial kitchen. 
2. Spaces with one of the following occupancy classifications as defined in Table 403.3.1.1 of the International Mechanical Code: 
Correctional cells, educational laboratories, barbers, beauty and nail salons, and bowling alley seating. 
3. Dormitory sleeping areas with fewer than five occupants per space. 
4. Spaces with ventilation not provided by a single-zone system where the design occupant component outdoor airflow is less than 100 
cfm (23.6 L/s), or 200 cfm (47.2 L/s) with system having energy recovery with minimum 60 percent sensible effectiveness. Design 
occupant component outdoor airflow shall be calculated as the product of the design number of occupants in the space and the people 
outdoor airflow rate per occupant (Rp) as established in Table 403.3.1.1 of the International Mechanical Code. 
5. Spaces with ventilation not provided by a single-zone system where the total system design outdoor airflow is less than 750 cfm (354 
L/s), or 1500 cfm (708 L/s) with system having energy recovery with minimum 60 percent sensible effectiveness. 


C403.7.1.2 Demand control ventilation design. Each space required to 
have demand control ventilation shall have equipment and controls ca- 
pable of and configured to automatically change the quantity of out- 
door air supplied to the space based upon the output of a CO sensor. 
System outdoor air intake shall be adjusted from peak design levels in 
response to changes in outdoor air required in the spaces served by 


the system. This adjustment shall be accomplished by variable speed 
fan control. 


EXCEPTION: These system types may use other means of adjusting outdoor air: 
1. Single zone systems designed to recirculate return air. 
2. Systems with total supply air less than 1500 cfm (708 L/s). 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40371, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40373 Section C403.7.3—Ventilation air heating con- 
trol. 
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C403. 7.3 Ventilation air heating control. ( (Units that provide venti- 


)) For ventilation air units with sup- 
plemental heating capacity that operate in conjunction with zone heat- 


ing and Sie SYES ( (shah net—use heating-_eor heat recovery te 


majerity—efzenes_+eqiire—ecooeting)), supplemental Resins shall not 


warm ventilation supply air to a temperature greater than 55°F (13°C). 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40373, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40374 Section C403.7.4—HVAC serving guestrooms. 


C403.7.4 Automatic control of HVAC systems serving guestrooms. In 
Group R-1 buildings containing more than 50 guestrooms, each guestroom 
shall be provided with controls complying with the provisions of Sec- 
tions C403.7.4.1 and C403.7.4.2. Card key controls comply with these 
requirements. 


C403.7.4.1 Temperature setpoint controls. Controls shall be provided 
on each HVAC system that are capable of and configured ((#6)) with 
three modes of temperature control. 
1. When the guestroom is rented but unoccupied, the controls 
shall automatically raise the cooling setpoint and lower the heating 
setpoint by not less than 4°F (2°C) from the occupant setpoint within 
30 minutes after the occupants have left the guestroom. 
2. When the guestroom is unrented and unoccupied, the controls 
shall ( (be-eapabte—efancd-eceonficgurecd¢e) ) automatically raise the 
cooling setpoint to not lower than 80°F (27°C) and lower the heating 
setpoint to not higher than 60°F (16°C) ( (when the—questroom+s—mren-— 
ted-e+has_been eceontinreusiinecenupied _ferever i¢6heusrs—_e#) ). Unren- 
ted and unoccupied gquestroom mode shall be initiated within 16 hours 
of the guestroom being continuously occupied or where a networked 
guestroom control system indicates that the guestroom is unrented and 
the guestroom is unoccupied for more than ((30)) 20 minutes. A net- 
worked guestroom control system that is capable of returning the ther- 
mostat setpoints to default occupied setpoints 60 minutes prior to the 
time a guestroom is scheduled to be occupied is not precluded by this 
section. Cooling that is capable of limiting relative humidity with a 
setpoint not lower than 65 percent relative humidity during unoccupied 
periods is not precluded by this section. 
3. When the questroom is occupied, HVAC set points shall return 
to their occupied set point once occupancy is sensed. 


C403.7.4.2 Ventilation controls. Controls shall be provided on each 
HVAC system that are capable of and configured to automatically turn 
off the ventilation and exhaust fans within ((39)) 20 minutes of the 
occupants leaving the guestroom or isolation devices shall be provided 
to each guestroom that are capable of automatically shutting off the 
supply of outdoor air to and exhaust air from the guestroom. 
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ter 19.27 
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AMENDATORY SECTION 


7/1/20) 


Washington State 


Register, Issue 22-14 


WSR 22-14-091 


Guestroom ventilation systems are not precluded from having an automatic daily preoccupancy purge cycle that provides daily outdoor 
air ventilation during unrented periods at the design ventilation rate for 60 minutes, or at a rate and duration equivalent to one air 


change. 


y Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 


20-21-080, § 51-11C-40374, filed 10/19/20, effective 2/1/21. 


Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


RCW. WSR 19-24-040, § 51-11C-40374, 


20x] 


(Amending WSR 19-24-040, 


filed 11/26/19, effec- 


filed 11/26/19, effective 


WAC 51-11C-40375 Section C403.7.5—Loading dock and ( (parking) ) 
garage ventilation system controls. 


C403.7.5 ((Bnelesed)) Loading dock, motor vehicle repair garage, and 
parking garage ((exhaust)) ventilation system controls. Mechanical 
on systems for ((enetesed)) loading docks, motor vehicle re- 
shall be designed to exhaust the 


ventilati 
pair gara 


ges, and parking garages 


airflow r 
Internati 

Vent 
operates 
tors appl 
lers shal 


ates (maximum and minimum) 


onal Mechanical Code. 


determined in accordance with the 


ilation systems shall be equipped with a control device that 
by means of carbon monoxide detec- 


the system automatically 


ied in conjunction with nitrogen 
l be configured to shut off fans or modula 


((S0)) 20 
ate fans 
maintain 


Vent 


dioxide detectors. Control- 
te fan speed to 


percent or less of design capacity, or intermittently oper- 
less than 20 percent of the occu 
acceptable contaminant levels in 
tional Mechanical Code provisions. 


pied time or as required to 
accordance with the Interna- 


ilation systems with total ventilation system motor nameplate 


horsepow 


r exceeding 5 hp (3.7 kW) at fan system design conditions and 


those with heating and/or cooling shall have controls and devices that 


modulate fan speed and result in fan motor demand of no more than 30 
percent of design wattage at 50 percent of the design airflow. 
Gas sensor controllers used to activate the exhaust ventilation 


system sh 


all stage or modulate fan speed upon detection of 


gas level 
designed 
manufactu 
ate autom 
conjuncti 


s. All equipment used in 
for the specific use and 


on with nitrogen dioxide 


specified 


sensor controlled systems shall be 
installed in accordance with the 
rer's recommendations. The system shall be arranged to oper- 
atically by means of carbon monoxide detectors applied in 
detectors. Parking garages, repair 


garages, and loading docks shall be equipped with a controller and a 
y of carbon monoxide (CO) sensors set to maintain 


full arra 


carbon monoxide below 35 part 
array of nitrogen dioxide det 


levels of 


ts per million (ppm). Additionally, a full 
tectors shall be connected 


to the control- 


ler set to maintain the nitrogen dioxide level below the OSHA standard 


for eight 


hour exposure. 


Spacing and location of the sensors shall be installed in accord- 
ance with manufacturer recommendations. 


C403.7.5.1 System activation devices for ((enelesed)) loading docks. 


Ventilati 


on systems for enclosed 


loading docks shall operat 


te continu- 


ously during unoccupied hours at 50 percent or less of design capacity 


and shall 


be activated to the full 


required ventilation rat 


te by one of 


the following: 
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1. Gas sensors installed in accordance with the International Me- 
chanical Code; or 

2. Occupant detection sensors used to activate the system that 
detects entry into the loading area along both the vehicle and pedes- 
trian pathways. 


C403.7.5.2 System activation devices for ((enelesed)) parking garages. 
Ventilation systems for enclosed parking garages shall be activated by 
gas sensors. 


(EXCEPTION: ərs-)) 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40375, filed 11/26/19, effec- 
tive 771720] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40376 Section C403.7.6—Energy recovery ventilation 
systems. 


C403.7.6 Energy recovery ventilation systems. Energy recovery ventila- 
tion systems shall be provided as specified in Sections C403.7.6.1 and 
C403.7.6.2. 


C403.7.6.1 Ventilation for Group R-2 occupancy. For all Group R-2 
dwelling and sleeping units, a balanced ventilation system with heat 
recovery system with minimum 60 percent sensible recovery effective- 
ness Shall provide outdoor air directly to each habitable space in ac- 
cordance with the International Mechanical Code. The ventilation sys- 
tem shall allow for the design flow rates to be tested and verified at 
each habitable space as part of the commissioning process in accord- 
ance with Section C408.2.2. The return/exhaust air stream temperature 
for heat recovery device selection shall be 70°F (21°C), or as calcu- 
lated by the registered design professional. 


C403.7.6.2 Spaces other than Group R-2 dwelling units. Any system 
serving a space other than a Group R-2 dwelling or sleeping unit with 
minimum outside air requirements at design conditions greater than 
5,000 cfm or any system where the system's supply airflow rate exceeds 
the value listed in Tables C403.7.6(1) and C403.7.6(2), based on the 
climate zone and percentage of outdoor airflow rate at design condi- 
tions, shall include an energy recovery system. Table C403.7.6(1) 
shall be used for all ventilation systems that operate less than 8,000 
hours per year, and Table C403.7.6(2) shall be used for all ventila- 


tion systems that operate 8,000 hours or more per year. The energy re- 
covery system shall ( (Have +he-capabitity to previde—a_echange—in—th 
S¢hatsy—ef the su td6es-e a4 = sept of see tess hen $4 -sercent of hs 

A hatpies;)) pro- 


difference between the outdece—ai+—and return air ert 
vide a 68 percent minimum sensible recovery effectiveness or have an 
enthalpy recovery ratio of not less than 60 percent at design condi- 
tions. Where an air economizer is required, the energy recovery system 
shall include a bypass of the energy recovery media for both the out- 
door air and exhaust air or return air dampers and controls which per- 
mit operation of the air economizer as required by Section C403.5. 
Where a single room or space is supplied by multiple units, the aggre- 
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WSR 


of those units shall be used in applyin 


The return/exhaust air si 
selection shall be 70°F (21°C) at 


or as calculated by th 


regist 


tream temperature for 
t 30 percent relati 
red design professional. 


An energy recovery ventilation system shall not be required in any of the following conditions: 
1. Where energy recovery systems are restricted per Section 514 of the Jnternational Mechanical Code to sensible energy, recovery shall 
comply with one of the following: 
1.1. Kitchen exhaust systems where they comply with Section C403.7.7.1. 
1.2. Laboratory fume hood systems where they comply with Exception 2 of Section C403.7.6. 
1.3. Other sensible energy recovery systems with the capability to provide a change in dry-bulb temperature of the outdoor air supply of 
not less than 50 percent of the difference between the outdoor air and the return air dry-bulb temperatures, at design conditions. 

2. Laboratory fume hood systems that include at least one of the following features and also comply with Section C403.7.7.2: 

2.1. Variable-air-volume hood exhaust and room supply systems configured to reduce exhaust and makeup air volume to 50 percent or 
less of design values. 
2.2. Direct makeup (auxiliary) air supply equal to at least 75 percent of the exhaust rate, heated no warmer than 2°F (1.1°C) above room 
setpoint, cooled to no cooler than 3°F (1.7°C) below room setpoint, no humidification added, and no simultaneous heating and cooling 
used for dehumidification control. 
3. Systems serving spaces that are heated to less than 60°F (15.5°C) and are not cooled. 
4. Where more than 60 percent of the outdoor air heating energy is provided from site-recovered energy. 
5. Systems exhausting toxic, flammable, paint or corrosive fumes or dust. 
6. Cooling energy recovery. 
7. Systems requiring dehumidification that employ energy recovery in series with the cooling coil. 
8. Multiple-zone systems where the supply airflow rate is less than the values specified in Tables C403.7.6 (1) and (2), for the 
corresponding percent of outdoor air. Where a value of NR is listed, energy recovery shall not be required. 


9. Equipment which meets the requirements of Section C403.9.2.4. 


hea 


22-14-091 


g this 
t recov- 
ve hu- 


10. Systems serving Group R-1 ((aad-R-3)) dwelling or sleeping units where the largest source of air exhausted at a single location at the 
building exterior is less than 25 percent of the design outdoor air flow rate. 


Table C403.7.6(1) 
Energy Recovery Requirement 
(Ventilation systems operating less than 8,000 hours per year) 


Percent (%) Outdoor Air at Full Design Airflow Rate 
Climate >10% and | >20% and | >30% and | >40% and | >50% and | > 60% and | > 70% and > 80% 
zone < 20% < 30% < 40% < 50% < 60% < 70% < 80% 
Design Supply Fan Airflow Rate (cfm) 
4C, 5B NR NR NR NR NR NR > 5000 > 5000 


NR = Not required. 


Table C403.7.6 (2) 
Energy Recovery Requirement 
(Ventilation systems operating not less than 8,000 hours per year) 


Percent (%) Outdoor Air at Full Design Airflow Rate 
Climate >10% and | >20% and | >30% and | >40% and | >50% and | > 60% and | > 70% and > 80% 
zone < 20% < 30% < 40% < 50% < 60% < 70% < 80% 
Design Supply Fan Airflow Rate (cfm) 
4C NR > 19500 > 9000 > 5000 > 4000 > 3000 = 1500 > 120 
5B > 2500 > 2000 > 1000 > 500 > 140 > 120 = 100 = 80 


NR = Not required. 


[Statutory Authority: RCW 19.27A.020, 
ter 19.27 RCW. WSR 19-24-040, 
tive 7/1/20.] 


AMENDATORY SECTION 


7/1/20) 


WAC 51-11C-40377 
C403.7.7 Exhaust systems. 
C403.7.7.1 Kitchen exhaust systems. 
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C403.7.7.1.1 Replacement air. Replacement air introduced directly into 
the exhaust hood cavity shall not be greater than 10 percent of the 
hood exhaust airflow rate. 


C403.7.7.1.2 Kitchen exhaust hood certification and maximum airflow. 
Where a kitchen or kitchen/dining facility has a total kitchen hood 
exhaust airflow rate that is greater than 2,000 cfm, each hood shall 
be a factory built commercial exhaust hood listed by a nationally rec- 
ognized testing laboratory in compliance with UL 710 and each hood 
shall have a maximum exhaust rate as specified in Table C403.7.7.1.2. 
Where a single hood, or hood section, is installed over appliances 
with different duty ratings, the maximum allowable flow rate for the 
hood or hood section shall be based on the requirements for the high- 


est appliance duty rating under the hood or hood section. 
EXCEPTION: Type II dishwasher exhaust hoods that have an exhaust airflow of 1000 cfm or less. 


Table C403.7.7.1.2 
Maximum Net Exhaust Flow Rate, 
CFM Per Linear Foot of Hood Length 


Light-duty Medium-duty Heavy-duty Extra-heavy-duty 
Type of Hood Equipment Equipment Equipment Equipment 
Wall-mounted canopy 140 210 280 385 
Single island 280 350 420 490 
Double island (per side) 175 210 280 385 
Eyebrow 175 175 NA NA 
Backshelf/pass-over 210 210 280 NA 


For SI: 1 cfm = 0.4719 L/s; 1 foot = 305 mm 
NA = Not allowed 


C403.7.7.1.3 Kitchen exhaust hood system. Kitchen exhaust hood systems 
serving Type I exhaust hoods shall be provided with demand control 
kitchen ventilation (DCKV) controls where a kitchen or kitchen/dining 
facility has a total kitchen hood exhaust airflow rate greater than 


2000 cfm( (7—+—shatt+—eempe yi +h _erne—_of the _‘feotteowing+ 


effectiveness—ofneottess—_than—_4O—-pereenteon—_nottess—than_56perecrt+ 
ef the teotat exhaust heed airttew) ). DCKV systems shall be configured 
to provide a minimum of 50 percent reduction in exhaust and replace- 
ment air system airflows in response to appliance operation and to 
maintain full capture and containment of smoke, effluent and combus- 
tion products during cooking and idle operation. 

EXCEPTIONS: iri 


2-)) UL 710 listed exhaust hoods that have a design maximum exhaust airflow rate no greater than 250 cfm per linear foot of hood that 
serve kitchen or kitchen/dining facilities with a total kitchen hood exhaust airflow rate less than 5000 cfm. 

1900-efar-ortess-)) 2. An energy recovery device is installed on 
the kitchen exhaust with a sensible heat recovery effectiveness of not less than 40 percent or not less than 50 percent of the total exhaust 
hood airflow. 
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C403.7.7.2 Laboratory exhaust systems. Buildings with laboratory ex- 
haust systems having a total exhaust rate greater than 5,000 cfm (2360 
L/s) shall include heat recovery systems to precondition replacement 
air from laboratory exhaust. The heat recovery system shall be capable 
of increasing the outside air supply temperature at design heating 
conditions by 25°F (13.9°C). A provision shall be made to bypass or 
control the heat recovery system to permit air economizer operation as 
required by Section C403.5. 


EXCEPTIONS: 1. Variable air volume laboratory exhaust and room supply systems configured to reduce exhaust and makeup air volume to 50 percent 
or less of design values; or 
2. Direct makeup (auxiliary) air supply equal to at least 75 percent of the exhaust rate, heated no warmer than 2°F (1.1°C) below room 
setpoint, cooled to no cooler than 3°F (1.7°C) above room setpoint, no humidification added, and no simultaneous heating and cooling 
used for dehumidification control; or 
3. Combined energy reduction method: VAV exhaust and room supply system configured to reduce exhaust and makeup air volumes and 
a heat recovery system to precondition makeup air from laboratory exhaust that when combined will produce the same energy reduction 
as achieved by a heat recovery system with a 50 percent sensible recovery effectiveness as required above. For calculation purposes, the 
heat recovery component can be assumed to include the maximum design supply airflow rate at design conditions. The combined energy 
reduction (QgR) shall meet the following: 


QER 2 Qmin 


QMIN = CFMs * (TR z To) °1.1°0.6 
Qer = CFMs * (Tr - To) * 1.1(A + B)/100 
Where: 
Qmm = Energy recovery at 60 percent 
sensible effectiveness (Btu/h) 
Qer = Combined energy reduction (Btu/h) 
CFMs = The maximum design supply airflow 


rate to conditioned spaces served by 
the system in cubic feet per minute 


Tr = Space return air dry-bulb at winter 
design conditions 
To = Outdoor air dry-bulb at winter design 
conditions 
A = Percentage that the exhaust and 


makeup air volumes can be reduced 
from design conditions 


B = Percentage sensible heat recovery 
effectiveness 


C403.7.7.3 Transfer air. Conditioned supply air delivered to any space 
with mechanical exhaust shall not exceed the greater of: 
1. The supply flow required to meet the space heating or cooling 


load; 


2. The ventilation rate required by the authority having juris- 
diction, the facility environmental health and safety department, or 
Section C403.2.2; or 

3. The mechanical exhaust flow minus the available transfer air 
from conditioned spaces or return air plenums that at their closest 
point are within 15 feet of each other on the same floor that are not 
in different smoke or fire compartments. Available transfer air is 
that portion of outdoor ventilation air that: 

3.1. Is not required to satisfy other exhaust needs; 
3.2. Is not required to maintain pressurization of other spaces; 


and 


3.3. Is transferable according to applicable codes and standards 
and per the International Mechanical Code. 


EXCEPTIONS: 1. Laboratories classified as biosafety level 3 or higher. 
2. Vivarium spaces. 
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3. Spaces that are required by applicable codes and standards to be maintained at positive pressure relative to adjacent spaces. For 
spaces taking this exception, any transferable air that is not directly transferred shall be made available to the associated air-handling 
unit and shall be used whenever economizer or other options do not save more energy. 

4. Spaces where the demand for transfer air may exceed the available transfer airflow rate and where the spaces have a required negative 
pressure relationship. For spaces taking this exception, any transferable air that is not directly transferred shall be made available to the 
associated air-handling unit and shall be used whenever economizer or other options do not save more energy. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40377, filed 11/26/19, effec- 


tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40378 Section C403.7.8—Shutoff dampers. 


C403.7.8 Shutoff dampers. Mechanical openings shall be provided with 
shutoff dampers in accordance with Sections C403.7.8.1 through 


C403.7.8.4. 


C403.7.8.1 Shutoff dampers for building isolation. Outdoor air supply, 
exhaust openings and relief outlets and stairway and elevator hoistway 
shaft vents shall be provided with Class I motorized dampers. See Sec- 
tions C403.10.1 and C403.10.2 for ductwork insulation requirements up- 
stream and downstream of the shutoff damper. 


EXCEPTIONS: 1. Gravity (nonmotorized) dampers shall be permitted in lieu of motorized dampers as follows: 
1.1. Relief dampers serving systems less than 5,000 cfm total supply shall be permitted in buildings less than three stories in height. 
1.2. Gravity (nonmotorized) dampers where the design outdoor air intake or exhaust capacity does not exceed ((408)) 300 cfm (142 L/s). 
1.3. Systems serving areas which require continuous operation for 24/7 occupancy schedules. 
2. Shutoff dampers are not required in: 
2.1. Combustion air intakes. 
2.2. Systems serving areas which require continuous operation in animal hospitals, kennels and pounds, laboratories, and Group H, I and 
R occupancies. 
2.3. Subduct exhaust systems or other systems that are required to operate continuously by the International Mechanical Code. 
2.4. Type I grease exhaust systems or other systems where dampers are prohibited by the International Mechanical Code to be in the 


airstream. 
2.5. Unconditioned stairwells or unconditioned elevator hoistway shafts that are only connected to unconditioned spaces. 


C403.7.8.2 Shutoff dampers for return air. Return air openings used 
for airside economizer operation shall be equipped with Class I motor- 


ized dampers. 


C403.7.8.3 Damper leakage rating. Class 1 dampers shall have a maximum 
leakage rate of 4 cfm/ft? (20.3 L/s x m?) at 1.0 inch water gauge 
(w.g.) (249 Pa) when tested in accordance with AMCA 500D and shall be 
labeled by an approved agency for such purpose. Gravity (nonmotorized) 


dampers shall have an air leakage rate not greater than 20 cfm/ft? 
where not less than 24 inches (610 mm) in either dimension and 40 
cfm/ft? where less than 24 inches in either dimension. The rate of air 
leakage shall be determined at 1.0 inch w.g. (249 Pa) when tested in 
accordance with AMCA 500D for such purpose. The dampers shall be la- 
beled by an approved agency. Gravity dampers for ventilation air in- 
takes shall be protected from direct exposure to wind. 


EXCEPTIONS: 1. Gravity (nonmotorized) dampers are not required to be tested to verify the air leakage rating when installed in exhaust systems where 
the exhaust capacity does not exceed 400 cfm and the gravity damper is provided with a gasketed seal. 
2. Motorized dampers on return air openings in unitary packaged equipment that have the minimum leakage rate available from the 


manufacturer. 


C403.7.8.4 Damper actuation. Outdoor air intake, relief and exhaust 
shutoff dampers shall be installed with automatic controls configured 
to close when the systems or spaces served are not in use or during 
unoccupied period warm-up and setback operation, unless the systems 
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served require outdoor or exhaust air in accordance with the Interna- 
tional Mechanical Code or the dampers are opened to provide intention- 
al economizer cooling. Stairway and elevator hoistway shaft vent damp- 
ers shall be installed with automatic controls configured to open upon 
the activation of any fire alarm initiating device of the building's 
fire alarm system or the interruption of power to the damper. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40378, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-4038 Section C403.8—Fan and fan controls. 


C403.8 Fan and fan controls. Fans in HVAC systems shall comply with 
Sections C403.8.1 through C403.8.5.1. 
The airflow requirements of Section C403.8.5.1 shall apply to all 


fan motors. ( (Greup—R-cecupaneyexhaust)) Low capacity ventilation 
fans shall also comply with Section C403.8.4. 
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Fan System. Fach fan system that includes at least one fan or fan ar- 
ray with fan electrical input power 2 1 kW, moving air into, out of, 
or between conditioned spaces or circulating air for the purpose of 
conditioning air within a space shall comply with Sections C403.8.1.1 
through C403.8.1.2. 


C403.8.1.1 Determining fan power budget. For each fan system, the fan 
system electrical input power (Fan kW i determined in accord- 
ance with Section C403.8.1.2 at the fan system airflow shall not ex- 
ceed Fan kW Calculate fan power budget (Fan kW for each 

fan system as Follows: 

1. Determine the fan system airflow and choose the appropriate 
table (s) for fan power allowance. 

.l. For single-cabinet fan systems, use the fan system airflow 
and the power allowances in both Table C403.8.1.1(1) and Table 
C403.8.1.1(2). 

1.2. For supply-only fan systems, use the fan system airflow and 
power allowances in Table C403.8.1.1(1). 

1.3. For relief fan systems, use the design relief airflow and 
the power allowances in Table C403.8.1.1(2). 

|.4. For exhaust, return and transfer fan systems, use the fan 
system airflow and the power allowances in Table C403.8.1.1(2). 

1.5. For complex and DOAS with energy recovery fan systems, sepa- 
rately calculate the fan power allowance for the supply and return/ 
exhaust systems and sum them. For the supply airflow, use supply air- 
flow at the fan system design conditions, and the power allowances in 
Table C403.8.1.1(1). For the return/exhaust airflow, use return/ 
exhaust airflow at the fan system design conditions, and the power al- 
lowances in Table C403.8.1.1(2). 
2. For each fan system, determine the components included in the 


PE cn 


og 


fan system and sum the fan power allowances of those components. All 
fan systems shall include the system base allowance. If, for a given 
component, only a portion of the fan system airflow passes through the 


£ 


component, calculate the fan power allowance for that component in ac- 
cordance with Equation 4-11: 


(Equation 4-11) 


FPA gj =  (Qcomp/Qeys) x FPAcomp 
Where 
FPA agi = The corrected fan power 
allowance for the component in 
W/cfm. 
Qcomp = The airflow through component 
in cfm. 
Qsys = The fan system airflow in cfm. 
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FPA comp = The fan power allowance of the 
component from Table 
C403.8.1.1(1) or Table 
C403.8.1.1(2). 


3. Multiply the fan system airflow by the sum of the fan power 
allowances for the fan system. 


4. Divide by 1,000 to convert to Fan kWrudget 


5. For building sites at elevations greater than 3,000 feet, mul- 
tiply Fan kWbudget by 0.896. 


Table C403.8.1.1(1) 
Supply Fan Power Allowances (W/CFM) 


Multi-Zone All Other 
Multi-Zone | VAV Systems? | Multi-Zone All Other Fan Systems All Other 
VAV Systems? > 5,000 and VAV Systems? | Fan Systems > 5,000 and Fan Systems 
Airflow < 5,000 cfm < 10,000 cfm > 10,000 cfm < 5,000 cfm < 10,000 cfm | > 10,000 cfm 


Supply system 
base allowance 


for AHU serving 0.395 0.453 0.413 0.232 0.256 0.236 
spaces < 6 floors 
away 

Supply system 
base allowance 
for AHU serving 0.508 0.548 0.501 0.349 0.356 0.325 
spaces > 6 floors 
away 

MERV 13 to 
MERV 16 Filter 
upstream of 
thermal 
conditioning 0.136 0.114 0.105 0.139 0.120 0.107 
equipment (two- 
times the clean 
filter pressure 
drop yb 

MERV 13 to 
MERV 16 Final 
filter 
downstream of 
thermal 
conditioning 
equipment (two- 
times the clean 
filter pressure 
drop jP 

Filtration 
allowance for > 
MERV 16 or 
HEPA Filter 0.335 0.280 0.265 0.342 0.292 0.264 
(two-times the 
clean filter 


pressure drop yb 


Central hydronic 
heating coil 0.046 0.048 0.052 0.046 0.050 0.054 


allowance 


Electric heat 0.046 0.038 0.035 0.046 0.040 0.036 
allowance 


Gas heat 0.069 0.057 0.070 0.058 0.060 0.072 
allowance aes re on 


0.225 0.188 0.176 0.231 0.197 0.177 
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Multi-Zone All Other 
Multi-Zone | VAV Systems? | Multi-Zone All Other Fan Systems All Other 
VAV Systems* > 5,000 and VAV Systems? | Fan Systems > 5,000 and Fan Systems 
Airflow < 5,000 cfm < 10,000 cfm > 10,000 cfm < 5,000 cfm < 10,000 cfm > 10,000 cfm 


Hydronic/DX 


cooling coil or 
HEARD Coll 0.135 0.114 0.105 0.139 0.120 0.107 


(wet) allowance 


Solid or liquid 
desiccant system 0.157 0.132 0.123 0.163 0.139 0.124 
allowance 


Reheat coil for 
dehumidification 0.045 0.038 0.035 0.046 0.040 0.036 
allowance 


Allowance for 
evaporative 
humidifier/ 
cooler in series 
with a cooling 
coil. Value 
shown is allowed 


W/cfin per 1.0 
inches of water 


gauge (in.w.g.). 
Denning 0.224 0.188 0.176 0.231 0.197 0.177 
pressure loss 
in.w.g.) at 400 
fpm or 
maximum 
velocity allowed 
by the 
manufacturer. 
whichever is 
less4 


Allowance for 
100% Outdoor 0.000 0.000 0.000 0.070 0.100 0.107 
air system® 

Energy recovery 


allowance for 
0.50<ERR ~ 0.135 0.114 0.105 0.139 0.120 0.107 


<0.55! 


Energy recovery 


allowance for 
0.55<ERR ~ 0.160 0.134 0.124 0.165 0.141 0.126 


<0.60f 


Energy recovery 


allowance for 
0.60 <ERR ~ 0.184 0.155 0.144 0.190 0.163 0.146 


<0.65! 


Energy recovery 


allowance for 
0.65<ERR ~ 0.208 0.175 0.163 0.215 0.184 0.165 


<0.70f 


Energy recovery 


allowance for 
0.70 <ERR 0.232 0.196 0.183 0.240 0.205 0.184 


<0.75! 


Energy recovery 


allowance for 
0.75 <ERR ~ 0.257 0.216 0.202 0.264 0.226 0.203 


<0.80f 
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Airflow 


Multi-Zone 
VAV Systems? 


Multi-Zone 


VAV Systems? 
> 5,000 and 


Multi-Zone 
VAV Systems? 


All Other 


All Other 
Fan Systems 


Fan Systems 


> 5,000 and 


All Other 
Fan Systems 


< 5,000 cfm 


< 10,000 cfm 


> 10,000 cfm 


< 5,000 cfm 


< 10,000 cfm 


> 10,000 cfm 


Energy recovery 
allowance for 


ERR > 0.80f 


0.236 


0.222 


0.247 


0.222 


Coil runaround 
loop 


0.114 


0.105 


0.120 


0.107 


Allowance for 
Gas phase 
filtration 
required by code 
or accredited 
standard. Value 
shown is allowed 
W/cfin per 1.0 
in. wg air 
pressure dropt 


0.224 


Economizer 
damper return 


0.045 


0.046 


0.040 


Air blender 
allowance 


0.045 


0.046 


0.040 


Sound 
attenuation 
section [fans 
serving spaces 
with design 
background 
noise goals 
below NC35] 


0.029 


0.026 


0.030 


0.027 


Deduction for 
systems that feed 
a terminal unit 
with a fan with 
electrical input 
power < 1kW 


Low-turndown 
single-zone VAV 
fan systems& 


0.000 


0.000 


0.100 


See definition of FAN SYSTEM, MULTI-ZONE VARIABLE AIR VOLUME (VAV). 


lors 


Filter fan power allowance can only be counted once per fan system, except fan systems in health care facilities, which can claim one of the MERV 13 to 
16 filter allowances and the HEPA filter allowance if both are included in the fan system. 
Health care facilities can claim this fan power allowance twice per fan system where coil design leaving air temperature is less than 44°F. 


Iaoa 


Power allowance requires further calculation by multiplying the actual inches of water gauge (in.w.g.) of the device/component by the w/cfm in Table 


C403.8.1(1). 


The 100% outdoor air system must serve 3 or more HVAC zones and airflow during noneconomizer operating periods must comply with Section 


C403.2.2.1. 


Enthalpy Recovery Ratio (ERR) calculated per ANSI/ASHRAE 84-2020. 


A low-turndown single-zone VAV fan system must be capable of and configured to reduce airflow to 50 percent of design airflow and use no more than 


lis 10 


30 percent of the design wattage at that airflow. No more than 10 percent of the design load served by the equipment shall have fixed loads. 


Table C403.8.1.1(2) 
Exhaust, Return, Relief, Transfer Fan Power Allowances (W/CFM) 


Multi-Zone All Other 
Multi-Zone VAV Systems? Multi-Zone All Other Fan Systems All Other 
VAV Systems? > 5,000 and VAV Systems? | Fan Systems > 5,000 and Fan Systems 

Airflow < 5,000 cfm < 10,000 cfm > 10,000 cfm < 5,000 cfm < 10,000 cfm | > 10,000 cfm 
Exhaust system 
base allowarice 0.221 0.246 0.236 0.186 0.184 0.190 
Filter (any 
MERV value)? 0.046 0.041 0.036 0.046 0.041 0.035 
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Multi-Zone All Other 
Multi-Zone | VAV Systems? | Multi-Zone All Other Fan Systems All Other 
VAV Systems* > 5,000 and VAV Systems? | Fan Systems > 5,000 and Fan Systems 
Airflow < 5,000 cfm < 10,000 cfm > 10,000 cfm < 5,000 cfm < 10,000 cfm > 10,000 cfm 


Energy recovery 


allowance for 
0.50<ERR 0.139 0.120 0.107 0.139 0.123 0.109 


<0.55° 

Energy recovery 
allowance for 
0.55<ERR 0.165 0.142 0.126 0.165 0.144 0.128 
<0.60° 

Energy recovery 
allowance for 
0.60<ERR 0.190 0.163 0.146 0.191 0.166 0.148 
<0.65° 

Energy recovery 
allowance for 
0.65 <ERR 0.215 0.184 0.165 0.216 0.188 0.167 
<0.70° 

Energy recovery 
allowance for 
0.70<ERR 0.240 0.206 0.184 0.241 0.209 0.186 
<0.75° 

Energy recovery 
allowance for 
0.75 <ERR 0.265 0.227 0.203 0.266 0.231 0.205 
<0.80° 


Energy recovery 
allowance for 0.289 0.248 0.222 0.291 0.252 0.225 


ERR > 0.80° 


Coil runaround 0.139 0.120 0.107 0.139 0.123 0.109 
oop 


Return or 


exhaust systems 


required by code 
or accreditation 


standards to be 


fully ducted, or 0.116 0.100 0.089 0.116 0.102 0.091 
systems required 

to maintain air 
pressure 
differentials 


between adjacent 
rooms 


Return and/or 
exhaust airflow 0.116 0.100 0.089 0.116 0.102 0.091 
control devices 


Laboratory and 
vivarium exhaust 
systems in high- 


rise buildings for 
vertical duct 


exceeding 75 ft. 

Value shown is 0.058 0.051 0.045 0.058 0.052 0.046 
allowed W/cfm 
per 0.25 in. wg 
for each 100 feet 
exceeding 75 
feet’ 
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Airflow 


Multi-Zone 


VAV Systems? 
> 5,000 and 


Multi-Zone 
VAV Systems? 


Multi-Zone 
VAV Systems? 


All Other 


All Other 
Fan Systems 


All Other 


Fan Systems 


> 5,000 and 


Fan Systems 


< 5,000 cfm < 10,000 cfm > 10,000 cfm 


< 5,000 cfm 


< 10,000 cfm 


> 10,000 cfm 


Biosafety 
cabinet. Value 


shown is allowed 
W/cfin per 1.0 
in. wg air 
pressure dropt 


0.202 


Exhaust filters 
scrubbers, or 
other exhaust 
treatment 
required by code 
or standard. 
Value shown is 
allowed W/cfm 
per 1.0 in. wg air 
pressure dropt 


0.202 


Health care 
facility 


allowance® 


0.202 


Sound 
attenuation 
section [Fans 
serving spaces 
with design 
background 
noise goals 
below NC35.] 


0.027 


See definition of FAN SYSTEM, MULTI-ZONE VARIABLE AIR VOLUME (VAV) to be classified as a Multi-Zone VAV System. 


Filter pressure loss can only be counted once per fan system. 


Enthalpy Recovery Ratio (ERR) calculated per ANSI/ASHRAE 84-2020. 


I&II cI S 


Power allowance requires further calculation, multiplying the actual pressure drop (in. wg) of the device/component by the W/cfm in the Table 


C403.8.1(2). 


Lo 


This allowance can only be taken for health care facilities. 


C403.8.1.2 Determining Fan System Electrical Input Power (Fan kWge.- 


for each fan or 


. Fan kW, ; 
fan array included in the fan system. 


is the sum of Fan kWjesi 
If variable speed drives are 


used, 


their efficiency losses shall 


be included. Fan input power shall 


be calculated with two-times the c] 


lean filter pressure drop. 


The Fan 


KWaesign for each fan or fan array shall be determined using one of the 


following methods. 


There is no requirement to us 


th 


same method for 


all 


fans in 


a fan system: 


1. Use 


the default Fan kWgesign 


more of the 


in Table C403.8.1.2 for one or 


fans. 


This method cannot be used for complex fan systems. 


2. Use the Fan KWaesign at fan system design conditions provided 
by the manufacturer of the fan, fan array, or equipment that includes 
the fan or fan array calculated per a test procedure included in 10 


CE CR. 


Part 430 


TOCE 


R. Part 431, ANSI/AMCA 208 


ANSI/AMCA S210 


AHRI 430 


AHRI 


440, or ISO 5801. 


3. Use the Fan kKWaesign provided by the manufacturer, calculated 


at fan system design conditions per one of the methods listed in Sec- 
tion 5.3 of ANSI/AMCA 208. 
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put power provided on the motor nameplate. 
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Default Values for Fan kWaecign Based on Motor Nameplate Hp2/b 
Default Fan kW, with variable Default Fan kW, without variable 
Motor Nameplate HP speed drive (Fan kW design) speed drive (Fan kW4esign) 
<1 0.96 0.89 
>] and <1.5 138 1.29 
>1.5 and <2 1.84 1.72 
>2 and <3 2.73 2.57 
>3 and <5 4.38 417 
>5 and <7.5 6.43 6.15 
>7.5 and <10 8.46 8.13 
>10 and <15 12.4 12.0 
>15 and <20 16.5 16.0 
>20 and <25 20.5 19.9 
>25 and <30 24.5 23.7 
>30 and <40 32.7 31.7 
>40 and <50 40.7 39.4 
>50 and <60 48.5 47.1 
>60 and <75 60.4 58.8 
>75 and <100 80.4 78.1 


This table cannot be used for motor nameplate horsepower values greater than 100. 


lors 


This table is to be used only with motors with a service factor <1.15. If the service factor is not provided, this table may not be used. 


C403.8.2 Motor nameplate horsepower. 


For each fan, 


the selected fan 


motor shall be no larger than the first available motor size greater 


EXCEPTIONS: 


C403.8.3 Fan efficiency. 


than the brake horsepower 
be indicated on the design documents to allow for compliance verifica- 
tion by the code official. 


(bhp). 


The fan 


brake horsepower (bhp) shall 


1. For fans less than 6 bhp (((4443)) 4476 W), where the first available motor larger than the brake horsepower has a nameplate rating 
within 50 percent of the bhp, selection of the next larger nameplate motor size is allowed. 

2. For fans 6 bhp (((4448)) 4476 W) and larger, where the first available motor larger than the bhp has a nameplate rating within 30 
percent of the bhp, selection of the next larger nameplate motor size is allowed. 

3. For fans used only in approved life safety applications such as smoke evacuation. 

4. Fans with motor nameplate horsepower less than | hp ((ate-exemptfromthis-seetion)) or fans with a fan motor nameplate electrical 
input power of less than 0.89 kW. 


5. Fans equipped with electronic speed control devices to vary the fan airflow as a function of load. 
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Fach fan and fan array shall 


have a fan ener- 


of not less than 1 


1.00 a 


the design point of operation, 


as deter 


mined 


in accordance with 


AMCA 20 


8 by an approved, independent 


testing 


labora 


tory and ] 


labeled by the manufacturer. 


Each fan and fan 


array 


used for a variabl 


e-alir vol 


ume sys 


tem shall have an FEI of not 


less 


than 0.95 at the design point of operation as determined in ac- 


cordance with AMCA 208 by an approved, 


i 


ndependent testing laboratory 


and labeled by the manufacturer. 


The FEI for fan arrays shal 


1 be cal- 


culated in accordance with AMCA 208 Annex C. 


EXCEPTION: 
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The following fans are not required to have a fan ((efficieney grade) energy index: 
AASA 


kW)oressthatare-notpart 


individual fansawith ameter nameplate horsepewerof ofa-group-operated asthe finetional 
equivalentefasinele-fan.)) Fans that are not embedded pans with motor nameplate horsepower of less than 1.0 hp (0.75 kW) or with a 


nameplate electrical input power of less than 0.89 kW. 


2. Embedded fans that have a motor nameplate horsepower of 5 hp (3.7 kW) or less or with a fan system electrical input power of 4.1 


kW or less. 
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3. Multiple fans operated in series or parallel as the functional equivalent of a single fan that have a combined motor nameplate 
horsepower of 5 hp (3.7 kW) or less ((and-are-eperated-asthe functional equivalent efesinelefan)) or with a fan system electrical input 
power of 4.1 kW or less. 
((3-)) 4. Fans that are part of equipment covered under Section C403.3.2. 
((4:)) 5. Fans included in an eguipiment package certified by an approved agency for air or energy performance. 
- HYreefventilaters-)) 6. Ceiling fans. 
((6- Fans-outside the seope of AMCA-205.)) 7. Fans used for r moving gases at temperatures above 425°F (250°C). 
j B aS-)) 8. Fans used for operation in explosive atmospheres. 


9. Reversible fans used for tunnel ventilation. 
10. Fans that are intended to operate only during emergency conditions. 
11. Fans outside the scope of AMCA 208. 


C403.8.4 A ee fan _efficacy.TRe Group Roeeu- 
£ 4 To a 7 4 i ae | 


pancies the beg she be—o-evided mh rettetien_that—mects 
the requirements of ae Herrio Mechanica Ceode,—as aseetiecabic, 
or—with—eother approved means—_of yent othon Mechanical venteton 

system—fans—with00—<fm—ex—_tess)) Low-capacity ventilation fans. Me- 


chanical ventilation system fans with motors less than 1/12 hp (0.062 
kW) in capacity shall meet the efficacy requirements of Table C403.8.4 
at one or more rating points. 

EXCEPTIONS: . ((Group ahere recerern verta ans-that-are han m-)) Where ventilation fans are a 


Table C403.8.4 
( (Group—R-Exhaust Fan Bffiecaey) ) 
Low-Capacity Ventilation Fan Efficacy? 


Air Flow Air Flow 
Rate Minimum Rate 
((FanLeeation {ef tefrAvatt} {efr 
Exhaust fan-Bathroeorns 40 28 <90 
house 
Exhaust fan-Bathreom, 99 35 Any 
house 
ine-{Si Any 3:8 Any)) 
mhtiport Hans 
Airflow Rate Minimum Minimum Efficacy Airflow Rate Maximum 
Fan Location cfm (cfm/watt) cfm 
HRV or ERV Any 1.2 cfm/watt Any 
Range hood Any 2.8 cfm/watt Any 
In-line fan Any 3.8 cfm/watt Any 
Bathroom, utility room 10 2.8 cfm/watt <90 
Bathroom, utility room 90 3.5 cfm/watt Any 


For SI: 1 cfm/ft = 47.82 W. 
a Airflow shall be tested in accordance with HVI 916 and listed. Efficacy shall be listed or shall be derived from listed power and airflow. Fan 
~ efficacy for fully ducted HRV, ERV, balanced and in-line fans shall be determined at a static pressure not less than 0.2 inch w.c. Fan efficacy 
for ducted range hoods, bathroom, and utility room fans shall be determined at a static pressure not less than 0.1 inch w.c. 


C403.8.5 Fan controls. Controls shall be provided for fans in accord- 
ance with Section C403.8.5.1 and as required for specific systems pro- 
vided in Section C403. 


C403.8.5.1 Fan airflow control. Each cooling system listed in Table 
C403.8.5.1 shall be designed to vary the indoor fan airflow as a func- 
tion of load and shall comply with the following requirements: 

1. Direct expansion (DX) and chilled water cooling units that 
control the capacity of the mechanical cooling directly based on space 
temperature shall have not fewer than two stages of fan control. Low 
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or minimum speed shall not be greater than 66 percent of full speed. 
At low or minimum speed, the fan system shall draw not more than 40 
percent of the fan power at full fan speed. Low or minimum speed shall 
be used during periods of low cooling load and ventilation-only opera- 
tion. 


2. Other units including DX cooling units and chilled water units 
that control the space temperature by modulating the airflow to the 
space shall have modulating fan control. Minimum speed shall be not 
greater than 50 percent of full speed. At minimum speed, the fan sys- 
tem shall draw no more than 30 percent of the power at full fan speed. 
Low or minimum speed shall be used during periods of low cooling load 
and ventilation-only operation. 

3. Units that include an airside economizer in accordance with 
Section C403.5 shall have not fewer than two speeds of fan control 
during economizer operation. 


EXCEPTIONS: 1. Modulating fan control is not required for chilled water and evaporative cooling units with fan motors of less than | hp (0.746 kW) 
where the units are not used to provide ventilation air and the indoor fan cycles with the load. 
2. Where the volume of outdoor air required to comply with the ventilation requirements of the International Mechanical Code at low 
speed exceeds the air that would be delivered at the minimum speed defined in Section C403.8.5, the minimum speed shall be selected 
to provide the required ventilation air. 


Table C403.8.5.1 
Fan Control 


Mechanical 
Cooling System Cooling 
Type Fan Motor Size Capacity 
DX cooling Any > 42,000 Btu/h 
Chilled water > 1/4 hp Any 
and evaporative 
cooling 


C403.8.6 Large-diameter ceiling fans. Where provided, large-diameter 
ceiling fans shall be tested and labeled in accordance with AMCA 230. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-4038, filed 11/26/19, effective 
7/1/20.) 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-4039 Section C403.9—Heat rejection and heat recovery 
equipment. 
C403.9 Heat rejection and heat recovery equipment. 
C403.9.1 Heat rejection equipment. Heat rejection equipment, including 
air-cooled condensers, dry coolers, open-circuit cooling towers, 


closed-circuit cooling towers and evaporative condensers, shall comply 
with this section. 


EXCEPTION: Heat rejection devices where A usage is included in the equipment efficiency ratings listed in Tables ((€403-3-2()4A; 
€403.3.2H)B-C403.3. 26 6403.32}, €403. 3.23) C403 3.3(7) and €403.3-2/9})) C403.3.2(1), C403.3.2(2), C403.3.2(3), 
C403.3. 2(4) C403.3.2(8), C403.3.2(9), C403.3. 2(10) and C403.3.2(16). 
Heat rejection equipment shall have a minimum efficiency perform- 


ance not less than values specified in Table C403.3.2((+8+)) (7). 
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C403.9.1.1 Fan speed control. Each fan powered by an individual motor 
or array of motors with a connected power, including the motor service 
factor, totaling 5 hp (3.7 kW) or more shall have controls and devices 
configured to automatically modulate the fan speed to control the 
leaving fluid temperature or condensing temperature and pressure of 

the heat rejection device. Fan motor power input shall be not more 
than 30 percent of design wattage at 50 percent of the design airflow. 


EXCEPTIONS: 1. Fans serving multiple refrigerant or fluid cooling circuits. 
2. Condenser fans serving flooded condensers. 


C403.9.1.2 Multiple-cell heat rejection equipment. Multiple-cell heat 

rejection equipment with variable speed fan drives shall be controlled 
to operate the maximum number of fans allowed that comply with the 
manufacturer's requirements for all system components and so that all 
fans can operate at the same fan speed required for the instantaneous 

cooling duty, as opposed to staged (on/off) operation. The minimum fan 
speed shall be the minimum allowable speed of the fan drive system in 

accordance with the manufacturer's recommendations. 


C403.9.1.3 Limitation on centrifugal fan open-circuit cooling towers. 
Centrifugal fan open-circuit cooling towers with a combined rated ca- 
pacity of 1,100 gpm (4164 L/m) or greater at 95°F (35°C) condenser wa- 
ter return, 85°F (29°C) condenser water supply, and 75°F (24°C) out- 
door air wet-bulb temperature shall meet th nergy efficiency re- 
quirement for axial fan open-circuit cooling towers listed in Table 
C403.3.2((4+8}+)) (7). 


C403.9.1.4 Tower flow turndown. Open-circuit cooling towers used on 
water-cooled chiller systems that are configured with multiple- or 
variable-speed condenser water pumps shall be designed so that all 
open circuit cooling tower cells can be run in parallel with the larg- 
er of the flow that is produced by the smallest pump at its minimum 
expected flow rate or at 50 percent of the design flow for the cell. 


C403.9.2 Heat recovery. 


C403.9.2.1 Condenser heat recovery for service water heating. Condens- 
r heat recovery shall be installed for heating or reheating of serv- 
ice hot water provided the facility operates 24 hours a day, the total 

installed heat capacity of water cooled systems exceeds 1,500,000 
Btu/hr of heat rejection, and the design service water heating load 
exceeds 250,000 Btu/hr. 
The required heat recovery system shall have the capacity to pro- 
vide the smaller of: 
Sixty percent of the peak heat rejection load at design condi- 
tions; or 

2. The preheating required to raise the peak service hot water 
draw to 85°F (29°C). 


EXCEPTIONS: 1. Facilities that employ condenser heat recovery for space heating or reheat purposes with a heat recovery design exceeding 30 percent 
of the peak water-cooled condenser load at design conditions. 
2. Facilities that provide 60 percent of their service water heating from site recovered energy. 


C403.9.2.2 Steam condensate systems. On-site steam heating systems 
shall have condensate water heat recovery. On-site includes a system 
that is located within or adjacent to one or more buildings within the 
boundary of a contiguous area or campus under one ownership and which 
serves one or more of those buildings. 
Buildings using ((steam-—gernerated)) off-sit ( (wieh—_steam heating 
systems—whiech_de—net have_-ecendensate water recovery shalt fave) ) 


E 
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erated steam where the condensate is not returned to the source, shall 
have an on-site condensate water heat recovery system. 


C403.9.2.3 Refrigeration condenser heat recovery. Facilities having 
food service, meat or deli departments and having 500,000 Btu/h or 
greater of remote refrigeration condensers shall have condenser waste 
heat recovery from freezers and coolers and shall use the waste heat 
for service water heating, space heating or for dehumidification re- 


heat. Facilities having a gross conditioned floor area of 40,000 ft? 
or greater and 1,000,000 Btu/h or greater of remote refrigeration 
shall have condenser waste heat recovery from freezers and coolers and 
shall use the waste heat for service water heating, and either for 
space heating or for dehumidification reheat for maintaining low space 
humidity. 


C403.9.2.4 Condenser heat recovery for space heating. A water-source 
condenser heat recovery system meeting the requirements of Sections 
C403.9.2.4.1 through C403.9.2.4.4 shall be installed to serve space 
and ventilation heating systems in new buildings and additions meeting 
the following criteria: 

1. The facility operates greater than 70 hours per week. 

2. The sum of all heat rejection equipment capacity serving the 
new building or addition exceeds 1,500,000 Btu/hr. 

3. The sum of zone minimum airflows in all zones with zone reheat 
coils divided by the conditioned floor area served by those systems is 
at least 0.45 cfm per square foot. 


EXCEPTION: Systems complying with Section C403.3.5, Dedicated outdoor air systems. 


C403.9.2.4.1 Water-to-water heat recovery. Ninety percent (90%) of the 
total building space and ventilation heating system design load shall 
be served by systems that include heat recovery chiller or water-to- 
water heat pump equipment capable of rejecting heat from the cooling 
loop to the space and ventilation heating loop as the first stage of 
heating. 


C403.9.2.4.2 Exhaust heat recovery. Heat shall be recovered by the 
heat recovery system from 90 percent of the total building exhaust 
airflow. The maximum leaving air temperature of exhaust air after heat 
recovery shall be 55°F dry-bulb when operating at full capacity in 
heat recovery mode. 


EXCEPTIONS: 1. Where energy recovery systems are restricted by Section 514 of the International Mechanical Code to sensible energy, those systems 
shall not be included in the calculation of total building exhaust airflow. 
2. Exhaust air systems handling contaminated airstreams that are regulated by applicable codes or accreditation standards and pose a 
health risk to maintenance personnel to maintain heat recovery devices, those systems shall not be included in the calculation of total 
building exhaust airflow. 


C403.9.2.4.3 Process heat recovery. Spaces with year-round cooling 
loads from lights and equipment of 5 watts and greater per square foot 
shall be served by water-cooled equipment. Cooling loops serving the 
water-cooled equipment shall be served by water source heat recovery 
systems meeting the requirements of Section C403.9.2.4.1. If such 
spaces are provided with an air or water economizer, the economizer 
controls shall be configured with an override signal from the building 
automation system to disable economizer operation during heat recovery 
mode. 


C403.9.2.4.4 Water-to-water heat recovery sizing. The minimum total 
combined capacity of heat recovery chillers or water-to-water heat 
pumps shall match the total combined capacity of installed equipment 
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requirements of Sections C403.9.2.4.2 and 


19.27A.045 and chapter 19.27 


led 10/19/20, 


sized to meet th 

C403.9.2.4.3. 

[Statutory Authority: RCW 19.27A.025, 
RCW. WSR 20-21-080, 5 51-11C-4039, fi 
Statutory Authority: RCW 19.27A.020, 


ter 19.27 RCW. WSR 19-24-040, 


7/1/20.] 


AMENDATORY SECTION 


2/1/21) 


WAC 51-11C-40391 


elements. 


C403.10 Construction of HVAC system elements. 
and other elements that are part of an HVAC system shal 
ted and insulated in accordance with Sections C403.10. 
C403.10.3. 


1. 


19.27A.025, 


effective 2/1/21. 


19.27A.160 and chap- 


S 51-11C-4039, 


(Amending WSR 20-21-080, 


filed 11/26/19, 


filed 10/19/20, 


effective 


effective 


Section C403.10—Construction of HVAC system 


Ducts, 


pl 


C403.10.1 Duct and plenum insulation and sealing. 


enums, 
l be construc- 
through 


piping 


C403.10.1.1 Ducts, shafts, and plenums conveying outdoor air. 


( (Dects;) ) 
an 
bu 


th 


Su 


Shafts and plenu 
of the building to the mech 
d building envelope 


insul 


ilding envelope vapor con 


Building Code ( (extending) ) . 


Ducts conveying outdoor air shall be insulated continuously from 


e building exterior to an toff damper or heating or 
cooling equipment. j j 


requirementsy)) 


(( 


Duct surfaces shal 
lation values in Table C403.10. 
of the building envelope sh 


ms conveying ou 
anical system shall mee 
ation requirements of Section C402, 
trol requiremen 


ts from 


automatic shu 


l be 


gulls. 


Duct 


tdoor air from the exterior 
t all air leakage 


plus 


the International 


mum glazing area as described in Section C402.4.1. 


EXCEPTION(($)): 


insulated with the minimum in- 
surfaces incl 
all not be used in the calcul 


uded as part 
ation of maxi- 


((4,)) Outdoor air ducts serving individual supply air units with less than 2,800 cfm of total supply air capacity, provided these are 


(2 


Ehe feomswid R44 nominal insulation) 


insulated is the minimum insulation values i in Table C403. 10. L. ds 


Table C403.10.1.1 
Outdoor Air Ductwork Insulation 


Minimum 
Installed 
Duct Location Duct Insulation 
Duct system and Use Climate Zone Airflow R-value®» Notes 
Outdoor Air Inside conditioned AC and 5B > 2800 CFM R-16 See Section 
space and upstream C403.10.1.1 for 
of automatic shutoff additional 
damper requirements 
Outdoor Air Inside conditioned 4C > 2800 CFM R-8 
space and 
downstream of 
automatic shutoff 
damper to HVAC 
unit or room 
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Minimum 
Installed 
Duct Location Duct Insulation 
Duct system and Use Climate Zone Airflow R-value®» Notes 
Outdoor Air Inside conditioned 5B > 2800 CFM R-12 
space and 
downstream of 
automatic shutoff 
damper to HVAC 
unit or room 
Outdoor Air Inside conditioned 4C and 5B < 2800 CFM R-7 See Exception 1 
space to Section 
C403.10.1.1 for 
additional details 


2 


Insulation R-values, measured in h-ft2-°F/Btu, are for the insulation as installed and do not include film resistance. The required minimum thicknesses do 


not consider water vapor transmission and possible surface condensation. Insulation resistance measured on a horizontal plane in accordance with ASTM 
C518 at a mean temperature of 75°F at the installed thickness. 


s 


See International Mechanical Code Sections 603.12 and 604 for further details on duct insulation requirements. 


C403.10.1.2 Other supply and return ducts. All other supply and return 


air ducts and plenums shall 
tion where locat 
e building wit 


th 
R-12 


be 


insulated with 


ted in unconditioned spaces, 
th a minimum of R-8 


insulation 


a minimum of R-6 insula- 
and where located outside 
in Climate Zone 4 and 
insulation in Climate Zone 5. Ducts located underground beneath 


buildings shall be insulated as required in this section or have an 
equivalent thermal distribution efficiency. Underground ducts utiliz- 
ing the thermal distribution efficiency method shall be listed and la- 


beled to indicate the R-value equivalency. Wh 


bu 
th 


ilding 


e building ext 


nvelope ass 


mbly, 


the duct or plenu 


m shall 


ere located within a 
be separated from 
terior or unconditioned or exempt spaces by minimum in- 


sulation value as required for exterior walls by Section C402.1.3. 


EXCEPTIONS: 


supply air at temperatures less 


1. Where located within equipment. 
2. Supply and return ductwork located in unconditioned spaces where the design temperature difference between the interior and 
exterior of the duct or plenum does not exceed 15°F (8°C) and are insulated in accordance with Table C403.10.1.2. 


Where located wi 


be insulated with am 
ble C403.10.1.2. 


EXCEPTION: 


Where located within condit 


thin conditioned space, 


inimum 


Ductwork exposed to view within a zone that serves that zone is not required to be insulated. 


tioned space, 


supply ducts which convey 
than 55°F or greater than 105°F shall 
insulation R-value in accordance with Ta- 


return or exhaust air 


ducts that convey return or exhaust air downstream of an energy recov- 


ery media 


cordance with 


shal be in 


sulated with a minimum 


Table C403.10.1.2. 


insulation R-value in ac- 


All ducts, air handlers, and filter boxes shall be sealed. Joints 


and seams 


ical Code. 


shal 


Table C403.10.1.2 
Supply, Return, Exhaust and Relief Air Ductwork Insulation 


comply with Section 603.9 of the International Mechan- 


Duct Location 


Minimum Installed 
Duct Insulation 


weather)° 


Duct System and Use Climate Zone R-value?» Notes 
Supply air or Outside the building 4C R-8 See Section C403.10.1.2 
return air (outdoors and exposed to for details 
weather)° 
Supply air or Outside the building 5B R-12 See Section C403.10.1.2 
return air (outdoors and exposed to for details 
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Duct Location 


Duct System and Use 


Climate Zone 


Minimum Installed 
Duct Insulation 


R-value®» 


Notes 


Supply air or 
return air 


Unconditioned space 
(enclosed but not in the 
building conditioned 
envelope) 


Supply air or 
return air 


Unconditioned space 
where the duct conveys air 
that is within 15°F of the 
air temperature of the 
surrounding unconditioned 
space 


4C and 5B R-6 


4C and 5B R-3.3 


See Section C403.10.1.2 
for details 


See IMC Section 603.12 
for additional requirements 
for condensation control at 
ductwork 


Where located in a 
building envelope 
assembly 


Supply air or 
return air 


4C and 5B R-16 


separa 


the mi 
value 


Duct or plenum is 


envelope assembly with 


ted from building 


nimum insulation 


Supply air Within conditioned space 
where the supply duct 
conveys air that is less than 


55°F or greater than 105°F 


4C and 5B R-3.3 


See Section C403.10.1.2 
for details 


Supply air Within conditioned space 
that the duct directly serves 
where the supply duct 
conveys air that is less than 


55°F or greater than 105°F 


4C and 5B None 


See Section C403.10.1.2 
for details 


Supply air Within conditioned space 
where the supply duct 
conveys air that is 55°F or 


greater and 105°F or less 


4C and 5B None 


Return or 
exhaust air 


Within conditioned space, 
downstream of an energy 
recovery media, upstream 
of an automatic shutoff 
damper 


4C R-8 


Return or 
exhaust air 


Within conditioned space, 
downstream of an energy 
recovery media, upstream 
of an automatic shutoff 
damper 


5B R-12 


Relief or 
exhaust air 


Conditioned space and 
downstream of an 
automatic shutoff damper 


4C and 5B 


a Insulation R-values, measured in h-ft2-°F/Btu, are for the insulation as installed and do not include film resistance. The require: 
do not consider water vapor transmission and possible surface condensation. Insulation resistance measured on a horizontal plane in accordance with 
ASTM C518 at a mean temperature of 75°F at the installed thickness. 

b See International Mechanical Code Sections 603.12 and 604 for further details on duct insulation requirements. 

¢ Includes attics above insulated ceilings, parking garages and crawl spaces. 


C403.10.2 Duct construction. 


of this section, 


Duct 


longitudinal 


For 


d minimum thicknesses 


twork shall be constructed and erected 
in accordance with the International Mechanical Code. 


the purposes 


seams are joints oriented in 


the direc- 


tion of airflow. Transverse joints are connections of two duct sec- 
tions oriented perpendicular to airflow. Duct wall penetrations are 
openings made by any screw, fastener, pipe, rod, or wire. All other 
connections are considered transverse joints including, but not limi- 
ted to, spin-ins, taps, and other branch connections, access door 
frames and jambs, and duct connections to equipment. 
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C403.10.2.1 Low-pressure duct systems. Longitudinal and transverse 
joints, seams and connections of supply and return ducts operating at 
a static pressure less than or equal to 2 inches water gauge (w.g.) 
(500 Pa) shall be securely fastened and sealed with welds, gaskets, 
mastics (adhesives), mastic-plus embedded-fabric systems or tapes in- 
stalled in accordance with the manufacturer's installation instruc- 
tions. Pressure classifications specific to the duct system shall be 
clearly indicated on the construction documents in accordance with the 
International Mechanical Code. 


EXCEPTION: Continuously welded and locking-type longitudinal joints and seams on ducts operating at static pressures less than 2 inches water 
gauge (w.g.) (500 Pa) pressure classification. 


C403.10.2.2 Medium-pressure duct systems. Ducts and plenums designed 
to operate at a static pressure greater than 2 inches water gauge 
(w.g.) (500 Pa) but less than 3 inches w.g. (750 Pa) shall be insula- 
ted and sealed in accordance with Section C403.10.1. Pressure classi- 
fications specific to the duct system shall be clearly indicated on 
the construction documents in accordance with the International Me- 
chanical Code. 


C403.10.2.3 High-pressure duct systems. Ducts designed to operate at 
static pressures equal to or greater than 3 inches water gauge (w.g.) 
(750 Pa) shall be insulated and sealed in accordance with Section 
C403.10.1. In addition, ducts and plenums shall be leak-tested in ac- 
cordance with the SMACNA HVAC Air Duct Leakage Test Manual and shown 
to have a rate of air leakage (CL) less than or equal to 4.0 as deter- 
mined in accordance with Equation ((4-9)) 4-12. 


(Equation ((4-9)) 4-12) 
CL F/P 065 


F The measured leakage rate in cfm per 
100 square feet of duct surface. 


P The static pressure of the test. 


Documentation shall be furnished ( (by the—des+şgrer)) demonstrat- 
ing that representative sections totaling at least 25 percent of the 
duct area have been tested and that all tested sections meet the re- 
quirements of this section. 


C403.10.3 Piping insulation. All piping, other than field installed 
HVAC system refrigerant piping, serving as part of a heating or cool- 
ing system shall be thermally insulated in accordance with Table 
cC403.10.3. 


EXCEPTIONS: 1. Factory-installed piping within HVAC equipment tested and rated in accordance with a test procedure referenced by this code. 
2. Factory-installed piping within room fan-coils and unit ventilators tested and rated according to AHRI 440 (except that the sampling 
and variation provisions of Section 6.5 shall not apply) and 840, respectively. 
3. Piping that conveys fluids that have a design operating temperature range between 60°F (15°C) and 105°F (41°C). 
4. Piping that conveys fluids that have not been heated or cooled through the use of fossil fuels or electric power. 
5. Strainers, control valves, and balancing valves associated with piping 1 inch (25 mm) or less in diameter. 
6. Direct buried piping that conveys fluids at or below 60°F (15°C). 
7. In radiant heating systems, sections of piping intended by design to radiate heat. 


Table C403.10.3 
Minimum Pipe Insulation Thickness (thickness in inches)? 


Insulation Conductivity Nominal Pipe or Tube Size (inches) 
Fluid Operating Conductivity 5 Mean 
Temperature Range Btu ° in. /(h e ft Rating 
and Usage (°F) . OR) Temperature, °F <1 1 to < 1-1/2 1-1/2 to<4 4to<8 28 
> 350 0.32 - 0.34 250 4.5 5.0 5.0 5.0 5.0 
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T r{(1 +E -1} 
Where: 
T = Minimum insulation thickness. 


r = 
£ N 
K = 
k = 


Actual outside radius of pipe. 


Insulation thickness listed in the table for applicable fluid temperature and pipe size. 


The upper value of the conductivity range listed in the table for the applicable fluid temperature. 


Insulation Conductivity Nominal Pipe or Tube Size (inches) 
Fluid Operating Conductivity 3 Mean 
Temperature Range Btu ° in. /(h e ft Rating 
and Usage (°F) . °F)? Temperature, °F <1 1 to < 1-1/2 1-1/2 to < 4 4to<8 28 
251 - 350 0.29 - 0.32 200 3.0 4.0 4.5 4.5 4.5 
201 - 250 0.27 - 0.30 150 2.5 2.5 2:5 3.0 3.0 
141 - 200 0.25 - 0.29 125 1.5 1.5 2.0 2.0 2.0 
105 - 140 0.21 - 0.28 100 1.0 1.0 1.5 1.5 1.5 
40 - 60 0.21 - 0.27 75 0.5 0.5 1.0 1.0 1.0 
<40 0.20 - 0.26 75 0.5 1.0 1.0 1.0 1.5 
a For piping smaller than 1-1/2 inch (38 mm) and located in partitions within conditioned spaces, reduction of these thicknesses by 1 inch (25 mm) shall be 
permitted (before thickness adjustment required in footnote b) but not to a thickness less than 1 inch (25 mm). 
b For insulation outside the stated conductivity range, the minimum thickness (T) shall be determined as follows: 


Conductivity of alternate material at mean rating temperature indicated for the applicable fluid temperature (Btu x in/h x ft? x °F). 


¢ For direct-buried heating and hot water system piping, reduction of these thicknesses by 1-1/2 inches (38 mm) shall be permitted (before thickness 
adjustment required in footnote b but not to thicknesses less than 1 inch (25 mm). 


C403.10.3.1 Protection of piping insulation. 


to weather shall be protected from damage, 


light, 


moisture, 


( (equi 


EPR 


and shall provide shiel 


six feet from the equipment for maintenance. 


Lding 
dation of the material. 


ont a4 14 
TEG it TT 


cCHnanes 


)) 


Piping insulation exposed 


including that due to sun- 
physical damage and wind, 
from solar radiation that can cause degra- 


Protection shall be removable for no less than 


not 


C403.10.4 Insulation 


be permitted. 


Adhesive ( (s) ) 


tape shall 


led HVAC refrigerant 


piping, other 


of HVAC system refrigerant piping. Field instal- 
than piping factory installed in 


shall have insulat 


tion as listed below, 


at a conductiv- 


HVAC equipment, 
j of 0.21 


ratin 


to 0.26 Btu x 


in/(h x 


ig 


EA g 


°F 


with a mean temper- 


m 


ature rating of 75°F. Piping insulation exposed to weather shall be 


protected from damage, including that due to sunlight, moisture, phys- 
ical damage and wind, and shall provide shielding from solar radiation 
that can cause degradation of the material. Adhesive tape shall not be 
permitted. Manufacturer's required minimum pipe insulation shall be 


maintained. 


-inch i 


ing thermal envelope. 


1.2. Minimu 


/2-inch 


building thermal envelope. 


x m 1 insulation on the p 


ortions out 


1. For lines that convey hot gas for space heating: 


1.1. Minimum 1 nsulation on the p 


tside the build- 


ortions within the 


2. Minimum 1/2-inch insulation on the liguid line for mini-split 
systems and other systems for which insulation is required by the man- 
ufacturer, or where the metering device is located in the outdoor 


unit. 


3. No insulation is required on the liquid line for other heat 


pump types or for cooling-only units where insulation is not required 
by the manufacturer. 


[Statutory Authority: RCW ] 
WSR 20-21-080, 
Statutory Authority: RCW 


RCW. 
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WAC 51-11C-40393 Section C403.12—High efficiency single zone 
VAV systems. 


C403.12 High efficiency single-zone variable air volume (VAV) systems. 
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thermal efficiency, Eş, of not less than 92 percent, air-to-water heat 
pumps or heat recovery chillers. Hydronic heating coils shall be sized 
for a maximum entering hot water temperature of 120°F for peak antici- 
pated heating load conditions. 
7.2. Single-zone VAV air handing units with a chilled water coil 
connected to systems with chilled water generation equipment with IPLV 
values more than 25 percent higher than the minimum part load effi- 
ciencies listed in Table C403.3.2((+4#)) (8), in the appropriate size 
category, using the same test procedures. Equipment shall be listed in 
the appropriate certification program to qualify. The smallest chiller 
or compressor in the central plant shall not exceed 20 percent of the 
total central plant cooling capacity or the chilled water system shall 
include thermal storage sized for a minimum of 20 percent of the total 
central cooling plant capacity. 
7.3. Single-zone VAV air handling units with DX cooling, heat 
pump heating or gas-fired furnace shall comply with the following re- 
quirements as applicable: 
7.3.1. Have a DX cooling coil with cooling part load efficiency 
that is a minimum of 15 percent higher than the minimum SEER or IEER 
listed in Tables C403.3.2(1), C403.3.2(2), and C403.3.2((42))) (14). 
7.3.2. Have a gas-fired furnace with a thermal efficiency, Ey, of 
not less than 90 percent or heat pump with a minimum heating HSPF or 
COP efficiency that are a minimum of 10 percent higher than the mini- 
mum heating efficiency in Tables C403.3.2(1), C403.3.2(2), and 
C403.3.2((42))) (14). 
7.3.3. Heating coils or burner output shall be modulating or have 
a minimum of 2 stages with the first stage being less than 50 percent 
of total heating capacity. Cooling coils shall be modulating or have a 
minimum of 2 stages with the first stage being less than 50 percent of 
the total cooling capacity. 
8. The DDC system shall include a fault detection and diagnostics 
(FDD) system complying with the following: 


8.1. The following temperature sensors shall be permanently in- 
stalled to monitor system operation: 

8.1.1. Outside air. 

8.1.2. Supply air. 

8.1.3. Return air. 

8.2. Temperature sensors shall have an accuracy of +2°F (1.1°C) 


over the range of 40°F to 80°F (4°C to 26.7°C). 
8.3. The single-zone VAV air handling unit controller shall be 

configured to provide system status by indicating the following: 

a Dis Free cooling available. 

Economizer enabled. 

Compressor enabled. 

Heating enabled. 

Mixed air low limit cycle active. 

The current value of each sensor. 

The single-zone VAV air handling unit controller shall be 

capable of manually initiating each operating mode so that the opera- 

tion of compressors, economizers, fans and the heating system can be 

independently tested and verified. 
8.5. The single-zone VAV air handling unit shall be configured to 

report faults to a fault management application able to be accessed by 

day-to-day operating or service personnel or annunciated locally on 

zone thermostats. 
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8.6. The FDD system shall be configured to detect the following 


1. Air temperature sensor failure/fault. 
2. Not economizing when the unit should be economizing. 
.3. Economizing when the unit should not be economizing. 
4 
5 


Outdoor air or return air damper not modulating. 
Excess outdoor air. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, S 51-11C-40393, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40393, filed 11/26/19, effec- 
tive 7/1/20.] 


NEW SECTION 


WAC 51-11C-40394 Section C403.13—Dehumidification for plant 
growth. 


C403.13 Dehumidification in spaces for plant growth and maintenance. 
Equipment that dehumidifies building spaces used for plant growth and 
maintenance shall be one of the following: 

Stand-alone dehumidifiers that meet the following minimum in- 
tegrated energy factors as measured by the test conditions in Appendix 
X1 to Subpart B of 10 C.F.R. Part 430: 

1.1. Minimum integrated energy factor of 1.77 L/kWh for product 
case volumes of 8.0 cubic feet or less; 

1.2. Minimum integrated energy factor of 2.41 L/kWh for product 
case volumes greater than 8.0 cubic feet; 

2. Integrated HVAC system including, but not limited to, hea 
pump technology, with on-site heat recovery designed to fulfill a 
least 75 percent of the annual energy for dehumidification reheat; 

3. Chilled water system including, but not limited to, heat pump 
technology, with on-site heat recovery designed to fulfill at least 75 
percent of the annual energy for dehumidification reheat; or 

4. Solid or liquid desiccant dehumidification system for system 
designs that require dewpoint of 50°F (10°C) or less. 


C403.14 Commissioning. Mechanical systems shall be commissioned in ac- 
cordance with Section C408. 


[] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-40401 Section C404.1—General. 


C404.1 General. This section covers the minimum efficiency of, and 
controls for, service water-heating equipment and insulation of serv- 
ice hot water piping. 
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EXCEPTION: Energy using equipment used by a manufacturing, industrial or commercial process other than maintaining comfort and amenities for 
the occupants are exempt from all Section C404 subsections except Sections C404.2 and C404.13. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and 34.05 RCW. WSR 13-04-056, § 51-11C-40401, filed 2/1/13, effective 
7/1/13.) 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40402 Section C404.2—Service water-heating equipment 
performance efficiency. 


C404.2 Service water-heating equipment performance efficiency. Water- 
heating equipment and hot water storage tanks shall meet the require- 


ments of Table C404.2. The efficiency shall be verified through cer- 
tification and listed under an approved certification program, or if 
no certification program exists, the equipment efficiency ratings 
shall be supported by data furnished by the manufacturer. Water-heat- 
ing equipment intended to be used to provide space heating shall meet 
the applicable provisions of Table C404.2. 


€404.2.2 High input-rated service water heating syst 
and _R-2 cccupancies.—in new buildings with over 


C 
M qt 
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C404.2.1 Service water heating system type. Service hot water shall be 
provided by an electric air-source heat pump water heating (HPWH) sys- 
tem meeting the requirements of this section. Supplemental service wa- 
ter heating equipment is permitted to use electric resistance or fos- 
sil fuel in compliance with Section C404.2.1.4. 


EXCEPTIONS: 1. 24 kW plus 0.1 watts per square foot of building area of electric resistance service water heating capacity is allowed per building. 
2. Solar thermal, wastewater heat recovery, other approved waste heat recovery, ground source heat pumps, water-source heat pump 
systems utilizing waste heat, and combinations thereof, are permitted to offset all or any portion of the required HPWH capacity where 
such systems comply with this code and the Uniform Plumbing Code. 
3. Systems that comply with the Northwest Energy Efficiency Alliance (NEEA) Commercial Electric Advanced Water Heating 
Specification. 
4. Service hot water systems served by a district energy system that serves multiple buildings and that was in service before the effective 
date of this code. 
5. Commercial dishwashers, commercial food service equipment, and other approved process equipment are permitted to utilize electric 
booster heaters for supply water temperatures 120°F (49°C) or higher. 
6. Systems connected to a low-carbon district energy exchange system or a low-carbon district heating and cooling or heating only 
system. 
7. Essential facilities. Groups I-2 and I-3 occupancies that by regulation are required to have in place redundant emergency backup 
systems. 


C404.2.1.1 Primary heat pump system sizing. The system shall include a 
primary service output of 50 percent load at 40°F (4°C) dry bulb or 
wet bulb outdoor air temperature for air-source heat pumps, or 44°F 
(7°C) ground temperature for ground-source heat pumps that provides 
sufficient hot water as calculated using the equipment manufacturer's 
selection criteria or another approved methodology. Electric air 
source heat pumps shall be sized to deliver no less than 25 percent of 
the calculated demand for hot water production during the peak demand 
period when entering dry bulb or wet bulb outdoor air temperature of 
24°F (-4°C). The remaining primary service output may be met by fossil 
fuel, electric resistance, or heat pump water heating systems. 


EXCEPTION: Twenty-five percent sizing at entering dry bulb or wet bulb air temperature of 24°F (-4°C) is not required for air-source heat pumps 
located in a below-grade enclosed parking structure or other ventilated and unconditioned space that is not anticipated to fall below 40°F 


(4°C) at any time. 


C404.2.1.2 Primary hot water storage sizing. The system shall provide 
sufficient hot water to satisfy peak demand period reguirements. 


C404.2.1.3 System design. The service water heating system shall be 
configured to conform to one of the following provisions: 

1. For single-pass heat pump water heaters, temperature mainte- 
nance heating provided for reheating return water from the building's 
heated water circulation system shall be physically decoupled from the 
primary service water heating system storage tank(s) in a manner that 
prevents destratification of the primary system storage tanks. Temper- 
ature maintenance heating is permitted to be provided by electric re- 
Sistance, fossil fuel, or a separate dedicated heat pump system. 

2. For multi-pass heat pump water heaters, recirculated tempera- 
ture maintenance water is permitted to be returned to the primary wa- 
ter storage tanks for reheating. 

3. For unitary heat pump water heaters, located in conditioned 
space, are permitted, where they are sized to meet all calculated 
service water heating demand using the heat pump compressor, and not 
supplementary heat. 
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C404.2.1.3.1 Mixing valve. A thermostatic mixing valve capable of sup- 
plying hot water to the building at the user temperature setpoint 
shall be provided, in compliance with requirements of the Uniform 
Plumbing Code and the HPWH manufacturer's installation guidelines. The 
mixing valve shall be sized and rated to deliver tempered water in a 
range from the minimum flow of the temperature maintenance recircula- 
tion system up to the maximum demand for the fixtures served. 


C404.2.1.4 Supplemental water heating. Total supplemental water heat- 
ing equipment shall not have an output capacity greater than the pri- 
mary water heating equipment at 40°F (4°C) entering dry bulb or wet 
bulb outdoor air temperature for air-source heat pumps or 44°F (7°C) 
ground temperature for ground-source heat pumps. Supplemental heating 
is permitted for the following uses: 

1. Temperature maintenance of heated-water circulation systems, 
physically separate from the primary service water heating system. 
Temperature maintenance heating capacity shall be no greater than the 
primary water heating capacity at 40°F (4°C) dry bulb or wet bulb out- 
door air temperature for air-source heat pumps or 44°F (7°C) ground 
temperature for ground-source heat pumps. 

2. Defrost of compressor coils. 

3. Heat tracing of piping for freeze protection or for tempera- 
ture maintenance in lieu of recirculation of hot water. 

4. Backup or low ambient temperature conditions, where all of the 
following are true: 
4.1. The supplemental heating capacity is no greater than the 
primary service water heating capacity at 40°F (4°C) dry bulb or wet 
bulb outdoor air temperature for air-source heat pumps or 44°F (7°C) 
ground temperature for ground-source heat pumps. 

4.2. During normal operations, the supplemental heating is con- 
trolled to operate only when th ntering air temperature at the air- 
source HPWH is below 40°F (4°C), and the primary HPWH compressor con- 
tinues to operate together with the supplemental heating. 
4.3. The primary water heating equipment cannot satisfy the sys- 
tem load due to equipment failure or entering air temperature below 
40°F (4°C). 


C404.2.1.5 System fault detection. The control system shall be capable 
of and configured to send automatic error alarms to building or main- 
tenance personnel upon detection of equipment faults, low leaving wa- 
ter temperature from primary storage tanks, or low hot water supply 
delivery temperature to building distribution system. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40402, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40402, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40402, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40402, filed 2/1/13, ef- 
fective 7/1/13.] 


Certified on 7/13/2022 [ 436 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-404021 Table C404.2—Minimum performance of water- 
heating equipment. 


Table C404.2 
Minimum Performance of Water-Heating Equipment 


ForSk CCP 32]}4.84 British thermal unit per hour — 0.2931 Wt galon—3.785 Lt British thermal anit per hour per galon — 0-078 WL, 
Enere ictor AEE aed henne staener LE are ino pnipn GAO Rea es ik 
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Subcategory 
Equipment Size Category or Rating í Test 
Type (input) Condition Draw Pattern Performance Required?! Procedure? 
Electric table- <12kwe > 20 gal Very small UEF > 0.6323 - (0.0058 x Vr) DOE 10 
top water < 120 gal Low UEF > 0.9188 - (0.0031 x Vr) C.F.R. Part 

heaters% Medium UEF > 0.9577 - (0.0023 x Vr) 430 App. E 

Sei High UEF > 0.9884 - (0.0016 x Vr) 

Electric < 12 kW° > 20 gal Very small UEF > 0.8808 - (0.0008 x Vr) DOE 10 
storage water < 55 gal Low UEF > 0.9254 - (0.0003 x Vr) C.F.R. Part 

heaters Medium UEF > 0.9307 - (0.0002 x Vr) 430 App. E 
resistance and High UEF > 0.9349 - (0.0001 x Vr) 

heat pump <12kW > 55 gal Very small UEF > 1.9236 - (0.0011 x Vr) DOE 10 
< 120 gal Low UEF > 2.0440 - (0.0011 x Vr) C.F.R. Part 
Medium UEF > 2.1171 - (0.0011 x Vr) 430 App. E 
High UEF > 2.2418 - (0.0011 x Vr) 

Electric >12kW (0.3 + 27/Vm), %h DOE 10 
storage water C.F.R. 

heaters£ 431.106 App 

B. 
Grid-enabled >75 gal Very small UEF > 1.0136 - (0.0028 x Vr) 10 C.F.R 
water Low UEF > 0.9984 - (0.0014 x Vr) 430 
heaters? Medium UEF > 0.9853 - (0.0010 x Vr) Appendix E 
High UEF > 0.9720 - (0.0007 x Vr) 

Electric <12kW <2 gal Very small UEF > 0.91 DOE 10 
instantaneous Low UEF > 0.91 C.F.R. Part 
water heater! Medium UEF > 0.91 430 

High UEF > 0.92 
>12 kW & <2 gal DOE 10 
< 58.6 kW° <180°F All UEF > 0.80 C.F.R. Part 
430 
Gas storage < 75,000 Btu/h >20 gal & Very small UEF > 0.3456 - (0.0020 x Vr) DOE 10 
water heaters® <55 galf Low UEF > 0.5982 - (0.0019 x Vr) C.E.R. Part 
Medium UEF > 0.6483 - (0.0017 x Vr) 430 App. E 
High UEF > 0.6920 - (0.0013 x Vr) 
< 75,000 Btu/h > 55 gal & Very small UEF > 0.6470 - (0.0006 x Vr) DOE 10 
< 100 galf Low UEF > 0.7689 - (0.0005 x Vr) C.F.R. Part 
Medium UEF > 0.7897 - (0.0004 x Vr) 430 App. E 
High UEF > 0.8072 - (0.0003 x Vr) 
> 75,000 Btu/h < 120 gal Very small UEF > 0.2674-0.0009 x Vr DOE 10 
and <180°F Low UEF > 0.5362-0.0012 x Vr C.F.R. Part 
< 105,000 Btu/h4 Medium UEF > 0.6002-0.0011 x Vr 430 App. E 
High UEF > 0.6597-0.0009 x Vr 
> 105,000 Btu/h@-f 80% E, DOE 10 
SL < (Q/800 +110VV), Btu/h CER. 
431.106 
Gas > 50,000 Btu/h <2 gal Very small UEF > 0.80 DOE 10 
instantaneous and Low UEF > 0.81 C.F.R. Part 
High UFF > 0.81 
> 200,000 Btu/h@-f <10 gal 80% E; DOE 10 
> 200,000 Btu/h 210 gal 80% E; CER. 
SL <(Q/800 +110VV), Btu/h 431.106 
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Subcategory 
Equipment Size Category or Rating ; Test 
Type (input) Condition Draw Pattern Performance Required?! Procedure? 
Oil storage < 105,000 Btu/h < 50 gal Very small UEF = 0.2509 — (0.0012 x Vr) DOE 10 
water heaters& Low UEF = 0.5330 — (0.0016 x Vr) C.F.R. Part 
Medium UEF = 0.6078 — (0.0016 x Vr) 430 
High UEF = 0.6815 — (0.0014 x Vr) 
> 105,000 Btu/h < 120 gal Very small UEF > 0.2932-0.0015 x Vr DOE 10 
and < 180°F Low UEF > 0.5596-0.0018 x Vr C.F.R. Part 
< 140,000 Btu/h® Medium UEF > 0.6194-0.0016 x Vr 430 App. E 
High UEF > 0.6740-0.0013 x Vr 
> 140,000 Btu/h 80% E; DOE 10 
SL < (Q/800 +110VV), Btu/h CFR. 
431.106 
Oil < 210,000 Btu/h <2 gal 80% E; DOE 10 
instantaneous EF > 0.59 - 0.0005 x V C.F.R. Part 
water heater! 430 App. E 
> 210,000 Btu/h < 10 gal 80% E; DOE 10 
C.F.R. 
431.106 
> 210,000 Btu/h > 10 gal 78% E, DOE 10 
SL < (Q/800 +110VV), Btu/h C.F.R. 
431.106 
Hot water > 300,000 Btu/h < 10 gal 80% E; DOE 10 
supply boilers, and C.F.R. 
gas and oil” < 12,500,000 431.106 
Btu/h 
Hot water > 300,000 Btu/h > 10 gal 80% E; DOE 10 
supply boilers, and SL < (Q/800 +110VV), Btu/h C.F.R. 
ash < 12,500,000 431.106 
gas” 
Btu/h 
Hot water > 300,000 Btu/h > 10 gal 78% E; DOE 10 
supply boilers, and SL < (Q/800 +110VV), Btu/h CER. 
oil! < 12,500,000 431.106 
+ Btu/h 
Pool heaters All 82% E; DOE 10 
gas C.F.R. Part 
430 App. P 
Heat pump All 50°F db 4.0 COP DOE 10 
pool heaters 44.2°F wb C.F.R. Part 
outdoor air 430 App. P 
80.0°F 
entering water 
Unfired All Minimum insulation (none) 
storage tanks requirement R-12.5 
(h-ft2-°F)/Btu 


a Thermal efficiency (£,) is a minimum requirement, while standby loss is a maximum requirement. In the standby loss equation, V is the rated volume in 
gallons and Q is the nameplate input rate in Btu/h. Vm is the measured volume in the tank in gallons. Standby loss for electric water heaters is in terms of %/h 
and denoted by the term "S," and standby loss for gas and oil water heaters is in terms of Btu/h and denoted by the term "SL" Draw pattern (DP) refers to the 
water draw profile in the Uniform Energy Factor (UEF) test. UEF and Energy Factor (EF) are minimum requirements. In the UEF standard equations, V, 
refers to the rated volume in gallons. 

Chapter 6 contains a complete specification, including the year version, of the referenced test procedure. 

Electric instantaneous water heaters with input capacity > 12 kW and < 58.6 kW that have either (1) a storage volume > 2 gal; or (2) is designed to provide 
outlet hot water at temperatures greater than 180°F; or (3) uses three-phase power has no efficiency standard. 

Gas storage water heaters with input capacity > 75,000 Btu/h and < 105,000 Btu/h must comply with the requirements for the > 105,000 Btu/h if the water 
heater either (1) has a storage volume > 120 gal; (2) is designed to provide outlet hot water at temperatures greater than 180°F; or (3) uses three-phase power. 
e Oil storage water heaters with input capacity > 105,000 Btu/h and < 140,000 Btu/h must comply with the requirements for the > 140,000 Btu/h if the water 

~ heater either (1) has a storage volume > 120 gal; (2) is designed to provide outlet hot water at temperatures greater than 180°F; or (3) uses three-phase power. 
f Water heaters or gas pool heaters in this category are regulated as consumer products by the USDOE as defined in 10 C.F.R. Part 430. 

g Storage water heaters have a ratio of input capacity (Btu/h) to tank volume (gal) < 4000. 

h Instantaneous water heaters and hot water supply boilers have an input capacity (Btu/h) divided by storage volume (gal) > 4000 Btu/h-gal. 

7 

J 


[Qa tole 


1 There are no minimum efficiency requirements for electric heat pump water heaters greater than 12 kW or for gas heat pump water heaters. 
j Refer to Section C404.2.1 for additional requirements for service water heat system equipment. 
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k A tabletop water heater is a storage water heater that is enclosed in a rectangular cabinet with a flat top surface not more than three feet (0.91 m) in height and 
~ have a ratio of input capacity (Btu/h) to tank volume (gal) < 4000. 
1 A grid-enabled water heater is an electric resistance water heater that meets all of the following: 
1. Has a rated storage tank volume of more than 75 gallons. 
2. Is manufactured on or after April 16, 2015. 
3. Is equipped at the point of manufacture with an activation lock. 
4. Bears a permanent label applied by the manufacturer that complies with all of the following: 
4.1 Is made of material not adversely affected by water. 
4.2 Is attached by means of nonwater soluble adhesive. 
4.3 Advises purchasers and end-users of the intended and appropriate use of the product with the following notice printed in 16.5 point Arial Narrow Bold 
font: "IMPORTANT INFORMATION: This water heater is intended only for use as a part of an electric thermal storage or demand response program. It 
will not provide adequate hot water unless enrolled in such a program and activated by your utility company or another program operator. Confirm the 
availability of a program in your local area before purchasing or installing this product." 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-404021, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-404021, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-13-089, § 51-11C-404021, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-404021, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19. 27A. 020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-404021, filed 2/1/13, effective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-40403 Section C404.3—Efficient heated water supply 
piping. 
C404.3 Efficient heated water supply piping. Heated water supply pip- 
ing shall be in accordance with Section C404.3.1 or C404.3.2. The flow 
rate through 1/4-inch (6.4 mm) piping shall be not greater than 0.5 
gpm (1.9 L/m). The flow rate through 5/16-inch (7.9 mm) piping shall 
be not greater than 1 gpm (3.8 L/m). The flow rate through 3/8-inch 
(9.5 mm) piping shall be not greater than 1.5 gpm (5.7 L/m). Water 
heaters, circulating water systems and heat trace temperature mainte- 
nance systems shall be considered sources of heated water. 


C404.3.1 Maximum allowable pipe length method. The maximum allowable 
piping length from the nearest source of heater water to the termina- 
tion of the fixture supply pipe shall be in accordance with the fol- 
lowing. Where the piping contains more than one size of pipe, the 
largest size of pipe within the piping shall be used for determining 
the maximum allowable length of the piping in Table C404.3.1. 

1. For a public lavatory faucet, use the "Public lavatory fau- 
cets" column in Table C404.3.1. 

2. For all other plumbing fixtures and plumbing appliances, use 
the "Other fixtures and appliances" column in Table C404.3.1. 


Table C404.3.1 
Piping Volume and Maximum Piping Lengths 
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Maximum Piping Length 
Volume (feet) 
Nominal Pipe Size (liquid ounces per foot Other fixtures and 
(inches) length) Public lavatory faucets appliances 

1/4 0.33 6 50 

5/16 0.5 4 50 

3/8 0.75 3 50 

1/2 1.5 ((2)) 8 43 

5/8 2 ((4) 8 32 

3/4 3 0.5 21 

7/8 4 0.5 16 

1 5 0.5 13 

1 1⁄4 8 0.5 8 
11/2 11 0.5 
2 or larger 18 0.5 


C404.3.2 Maximum allowable pipe volume method. The water volume in the 
piping shall be calculated in accordance with Section C404.3.2.1. 
The volume from the nearest source of heated water to the termi- 
nation of the fixture supply pipe shall be as follows: 
1. For a public lavatory faucet: Not more than 2 ounces (0.06 L). 
2. For other plumbing fixtures or plumbing appliances; not more 
than 0.5 gallon (1.89 L). 


C404.3.2.1 Water volume determination. The volume shall be the sum of 
the internal volumes of pipe, fittings, valves, meters and manifolds 
between the nearest source of heated water and the termination of the 


fixture supply pipe. The volume in the piping shall be determined from 
the "Volume" column in Table C404.3.1 or from Table C404.3.2.1. The 
volume contained within fixture shutoff valves, within flexible water 


supply connectors to a fixture fitting and within a fixture fitting 
shall not be included in the water volume determination. Where heated 
water is supplied by a recirculating system or heat-traced piping, the 
volume shall include the portion of the fitting on the branch pipe 
that supplies water to the fixture. 


Table C404.3.2.1 
Internal Volume of Various Water Distribution Tubing 


Ounces of Water per Foot of Tube 


Nominal CPVC Composite PEX 
Size Copper | Copper | Copper CTS CPVC CPVC PE-RT ASTM CTS 
(inches) TypeM | TypeL | TypeK | SDR11 | SCH 40 | SCH 80 SDR F1281 SDR 9 
3/8 1.06 0.97 0.84 N/A 1.17 = 0.64 0.63 0.64 
1.45 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-40403, filed 1/19/16, effective 7/1/16. Statutory 
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Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-40403, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40404 Section C404.4—Heat traps. 


C404.4 Heat traps for hot water storage tanks. Storage tank-type water 
heaters and hot water storage tanks that have vertical water pipes 
connecting to the inlet and outlet of the tank shall be provided with 
integral heat traps at ((tkese)) the vertical inlets and outlets or 
shall have pipe-configured heat traps in the piping connected to those 
inlets and outlets. Tank inlets and outlets associated with solar wa- 
ter heating system circulation loops shall not be required to have 
heat traps. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40404, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40404, filed 2/1/13, 
effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40406 Section C404.6—Pipe insulation. 


C404.6 Insulation of piping. Piping from a water heater to the termi- 
nation of the heated water fixture supply pipe shall be insulated in 
accordance with Table C403.10.3. On both the inlet and outlet piping 
of a storage water heater or heated water storage tank, the piping to 
a heat trap or the first 8 feet (2438 mm) of piping, whichever is 
less, shall be insulated. Piping that is heat traced shall be insula- 
ted in accordance with Table C403.10.3 or the heat trace manufactur- 
er's instructions. Tubular pipe insulation shall be installed in ac- 
cordance with the insulation manufacturer's instructions. Pipe insula- 
tion shall be continuous, including through hangers and supports, such 
that thermal bridging is prevented, except where the piping passes 
through a framing member. The minimum insulation thickness require- 
ments of this section shall not supersede any greater insulation 
thickness requirements necessary for the protection of piping from 
freezing temperatures or the protection of personnel against external 
surface temperatures on the insulation. 


EXCEPTION: Tubular pipe insulation shall not be required on the following: 
1. The tubing from the connection at the termination of the fixture supply piping to a plumbing fixture or plumbing appliance. 
2. Valves, pumps, strainers and threaded unions in piping that is 1 inch (25 mm) or less in nominal diameter. 
3. Piping from user-controlled shower and bath mixing valves to the water outlets. 
4. Cold-water piping of a demand recirculation water system. 
5. Tubing from a hot drinking-water heating unit to the water outlet. 
6. Piping at locations where a vertical support of the piping is installed. 
7. Piping surrounded by building insulation with a thermal resistance (R-value) of not less than R-3. 
8. Hot water piping that is part of the final pipe run to the plumbing fixture and is not part of the heated-water circulation system 
circulation path is not required to meet the minimum insulation requirements of Section C404.6. 


C404.6.1 Storage tank insulation. Unfired storage tanks used to store 
service hot water at temperatures above 130°F (54°C) shall be wrapped 
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with an insulating product, installed in accordance with the insula- 

tion manufacturer's instructions and providing a minimum of R-2 addi- 
tional insulation for every 10°F (5°C) increase in stored water tem- 

perature above 130°F (54°C). Such additional insulation is also per- 

mitted to be integral to the tank. The insulation is permitted to be 

discontinuous at structural supports. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40406, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40406, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27A and 19.27 RCW. WSR 19-02-089, § 51-11C-40406, filed 
1/2/19, effective 7/1/19. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40406, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40406, filed 2/1/13, effective 7/1/13. ] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40407 Section C404.7—Heated-water circulating and 
temperature maintenance systems. 


C404.7 Heated-water circulating and heat trace temperature maintenance 
systems. Heated-water circulation systems for temperature maintenance 
shall be in accordance with Section C404.7.1. Electric resistance heat 
trace ( (temperature maimtenanece)) systems for temperature maintenance 
shall be in accordance with Section C404.7.2. Controls for hot water 
storage shall be in accordance with Section C404.7.3. Automatic con- 
trols, temperature sensors and pumps shall be in a location with ac- 
cess. Manual controls shall be in a location with ready access. 


C404.7.1 Circulation systems. Heated-water circulation systems shall 


be provided with a circulation pump. The pump shall have an electroni- 
cally commutated motor with a means of adjusting motor speed for sys- 
tem balancing. The system return pipe shall be a dedicated return 
pipe. Gravity and thermo-syphon circulation systems ((shali}+e)) are 
prohibited. Controls shall start the circulation pump based on the 
identification of a demand for hot water within the occupancy. 


C404.7.1.1 Single riser systems. Where the circulation system serves 
only a single domestic hot water riser or zone, the following controls 
shall be provided: 
1. Controls shall be configured to automatically turn off the 
pump when the water in the circulation loop is at the design supply 
temperature and shall not turn the pump back on until the temperature 
is a minimum of 10°F (5°C) lower than the design supply temperature 


Ves 
2. Controls shall be equipped with a manual switch or other con- 
trol((s)) method that can be used to turn off the circulating pump 


during extended periods when hot water is not required. 
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C404.7.1.2 Multiple riser systems. Where the circulation system serves 
multiple domestic hot water risers or piping zones, the following con- 


trols shall be provided ( (steh—theat—the;eanbe—set—_to—switeheft 
the) ) i 


1. Controls shall be configured to automatically turn off the 
circulation pump during extended periods when hot water is not re- 
quired. 

2. System shall include means for balancing the flow rate through 


each individual hot water supply riser or piping zone. 

3. For circulation systems that use a variable flow circulation 
pump, each riser and piping zone shall have a self-actuating thermo- 
static balancing valve. 


C404.7.1.3 Electronic thermostatic mixing valve (TMV). Where a heated 
water circulation system utilizes an electronic TMV to control the 
temperature of hot water supplied to the building, the TMV shall be 
configured so that it either reverts closed (fully COLD) or maintains 
its current valve position upon power failure or cessation of circula- 
tion flow. 


C404.7.2 Heat trace systems. Electric heat trace systems shall comply 
with IEEE 515.1. Controls for such systems shall be able to automati- 
cally adjust the energy input to the heat tracing to maintain the de- 
sired water temperature in the piping in accordance with the times 
when heated water is used in the occupancy. Heat trace shall be ar- 
ranged to be turned off automatically when there is no hot water de- 
mand. 


C404.7.3 Controls for hot water storage. The controls on pumps that 
circulate water between a water heater and a heated-water storage tank 
shall limit operation of the pump from heating cycle startup to not 
greater than 5 minutes after the end of the cycle. 


C404.7.3.1 Pipe insulation. For heated water circulation systems, both 
supply and return pipe insulation shall be at minimum 1.0 inch thicker 
than that required by Table C403.10.3. 


EXCEPTION: Where piping is centered within a wall, ceiling or floor framing cavity with a depth at least 4 inches greater than the diameter of the pipe 
and that is completely filled with batt or blown-in insulation, additional pipe insulation is not required. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40407, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40407, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40407, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40410 Section C404.11—Pools and spas. 


C404.11 Energy consumption of pools and permanent spas. The energy 
consumption of pools and permanent spas shall be controlled by the re- 
quirements in Sections C404.11.1 through C404.11.4. 
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water heaters using electric resistance heat- 


ing as the primary source of heat are prohibited for pools over 2,000 
gallons. Heat pump pool heaters shall have a minimum COP of 4.0 at 
50°F (10°C) db, 44.2°F (6.8°C) wb outdoor air and 80°F (27°C) entering 
water, determined in accordance with ( (ASHRAE—Standeard 4¢6)) AHRI 


1160. Other pool heating equipment 


efficiencies in Section C404.2. 


The electric 
off switch that is 
terior of the heat 


power 


er, 


in a location 
change 
addition to a circuit breaker for 


heaters shall not be equipped with constant 


C404.11.2 Time swi 


to all 
an integral 
or external 


with ready access. 


heat 
part 


tches. 


Time switches or ot 


shall comply with 


the applicable 


ters shall be controlled by an on- 
t of the heater, 
to and within 3 feet of the heater 
Operation of such swi ] 
the setting of the heater thermostat. 


mounted on the ex- 


tch shall not 


Such switches shall be in 
the power to the heater. 
t burning pi 


Gas-fired 
lot lights. 


ther control 


method that 


can automatically turn off and on heaters and pump motors according to 


a preset schedule 


Heaters and pump motors 


compliance with th 
EXCEPTIONS: 


shall 


is section. 


that have built-in 


1. Where public health standards require 24-hour pump operation. 


2. Pumps that operate solar- and waste-heat-recovery pool heating systems. 


C404.11.3 Covers. 
with a vapor-retar 
to more than 90°F 


Heated pools and permanent 
dant cover on or at 
shall have a pool cover wi 
value of R-12, and the sides and bott 


t the wa 


tom of 


be installed for heaters and pump motors. 
time switches shall be in 


spas shall be provided 
ter surface. 
th a minimum insulation 


Pools heated 


the pool shall also have a 


minimum insulation value of R-12. 

C404.11.4 Heat recovery. Heated indoor swimming pools, spas or hot 
tubs with water surface area greater than 200 square feet shall pro- 
vide for energy conservation by an exhaust air heat recovery system 
that heats ventilation air, pool water or domestic hot water. The heat 
recovery system shall be configured to decrease th xhaust air tem- 
perature at design heating conditions (80°F indoor) by 36°F (10°C). 


EXCEPTION: 
methods: 


1. Solar water heating systems not claimed in Section C406.5 or C407; 
2. Dehumidification heat recovery; 
3. Waste heat recovery; or 

4. A combination of these system sources capable of and configured to provide at least 70 percent of the heating energy required over 
an operating season. 


C404.12 ( (Bnergy—consumptien—e£)) Portable spas. 


Th 


Pools, spas or hot tubs that include system(s) that provide equivalent recovered energy on an annual basis through one of the following 


e energy consump- 


tion of electric-powered portable spas shall be controlled by the re- 


quirements of APSP 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40413 Section C404.13—Service water pressure-booster 
systems. 


C404.13 Service water pressure-booster systems. Service water pres- 
sure-booster systems shall be designed and configured such that the 
following apply: 

1. One or more pressure sensors shall be used to vary pump speed 
and/or start and stop pumps. The sensors shall either be located near 
the critical fixtures that determine the pressure required, or logic 
shall be employed that adjusts the setpoint to simulate operations of 
remote sensors. 
2. No devices shall be installed for the purpose of reducing the 
pressure of all of the water supplied by any booster system pump or 
booster system, except for safety devices. 

3. Booster system pumps shall not operate when there is no serv- 
ice water flow except to refill hydro-pneumatic tanks. 

4. System pump motors ((4+5)) 5.0 hp and greater shall be provi- 
ded with variable flow capacity in accordance with Section 
( (€403.2-3)) C403.2.4. 


( (6404.14 Commissiening._Service water heating systems _sheait becom 
missioned—in accordance with section C408-) ) 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40413, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40413, filed 1/19/16, effective 
7/1/16.] 


NEW SECTION 


WAC 51-11C-40414 Section C404.14—Demand responsive water heat- 
ing. 
C404.14 Demand responsive water heating. Electric storage water heat- 
ers with rated water storage volume between 40 and 120 gallons anda 
nameplate input rating equal to or less than 12kW shall be provided 
with demand responsive controls that comply with ANSI/CTA-2045-B Level 
2 or another equivalent approved demand responsive control. 


EXCEPTIONS: 1. Water heaters that provide a hot water delivery temperature of 180°F (82°C) or greater. 
2. Water heaters that comply with Section IV, Part HLW or Section X of the ASME Boiler and Pressure Vessel Code. 
3. Water heaters that use three-phase electric power. 
4. Storage water heaters with demand responsive controls that comply with ANSI/CTA 2045-A or ANSI/CTA 2045-B Level 1, that are 
also capable of initiating water heating to meet the temperature setpoint in response to a demand response signal. 


NEW SECTION 


WAC 51-11C-40415 Section C404.15—Service water heating commis- 
sioning. 
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C404.15 Commissioning. Service water heating systems shall be commis- 
Sioned in accordance with Section C408. 


[] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40501 Section C405.1—General. 


C405.1 General. ( (fRis—secticn eevers)) Lighting system controls, the 
maximum lighting power for interior and exterior applications, elec- 
trical energy consumption, vertical and horizontal transportation sys- 
tems, and minimum efficiencies for motors and transformers shall com- 
ply with this section. 

( (Dwelling atts within mult femily buildings _sheait_compty with 

; ° ° ° ° 7 7 j j T 
gy ae ae AF nR ape ores mene KA eee, 
and Section ©4054.+ 6+ Section -465-4-)) Sleeping units shall comply 
with Section ((€405-2-5)) C405.2.6, item 2 and Section C405.1.1 or 
Section C405.4. 

General lighting shall consist of all lighting included when cal- 
culating the total connected interior lighting power in accordance 


with Section C405.4.1 and which does not require specific application 
controls in accordance with Section C405.2.5. 


Lighting installed in walk-in coolers, walk-in freezers, refri- 
gerated warehouse coolers and refrigerated warehouse freezers shall 
comply with the lighting requirements of Section C410.2. 

Transformers, uninterruptable power supplies, motors and electri- 
cal power processing equipment in data center systems shall comply 
with Section 8 of ASHRAF Standard 90.4 in addition to this code. 


EXCEPTION: Energy using equipment used by a manufacturing, industrial or commercial process other than maintaining comfort and amenities for 
the occupants are exempt from all Section C405 subsections except Section C405.8. Data center and computer room HVAC equipment 
is not covered by this exemption. 


C405.1.1 ( (Bwelling—and -sleeping—unitlighting—effieaey)) Lighting for 
dwelling and sleeping units. No less than 90 percent of the ( (temps) ) 
permanently installed lighting serving dwelling units or sleeping 
units, excluding kitchen appliance lighting, shall be provided by 

( (H heti i i i 


eenttamps,—_exether)) lamps with a minimum efficacy of 65 lumens per 
watt or luminaires with an efficacy of not less than 45 lumens per 
watt. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40501, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40501, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40501, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40502 Section C405.2—Electrical power and lighting 
systems. 


C405.2 Lighting controls. Lighting systems shall be provided with con- 
trols that comply with one of the following: 

1. Lighting controls as specified in Sections C405.2.1 through 
( (¢405.2-7)) C405.2.10. 

2. ( (bemtnairetevet)) Luminaire-level lighting controls (LLLC) 


( (and —Lighting_controls_as_specified in Sections C405 21, 04057273 


zening-econficuratier)) as specified in Section C405.2.8.1. 


EXCEPTION: Except for specific application controls required by Section ((€405-2-5)) C405.2.6, lighting controls are not required for the following: 
1. Areas designated as security or emergency areas that are required to be continuously lighted. 
2. Means of egress illumination serving the exit access that does not exceed ((€-02)) 0.01 watts per square foot of building area. 
3. Emergency egress lighting that is normally off. 
4. Industrial or manufacturing process areas, as may be required for production and safety. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40502, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40502, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40502, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-1lC=40502, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405021 Section C405.2.1—Occupant sensor controls. 


C405.2.1 Occupant sensor controls. Occupant sensor controls shall be 


installed to control ((t+6hts)) luminaires in the ((#febtbewing)) space 
types ( (+ 
1.Classrooms(lecture/training +eeomss 


Conference /meecting multipurpese rooms 
Cery prhe eers 

Leunges/breakreoomss 

BHelosed 6=fiees. 

Geen tase ffs a4eas. 

Restrooms. 

Sterage_Feooms.= 


lb do HU dy dn 4B do No 
t 


Leeker rooms 


Certified on 7/13/2022 [ 448 ] WSR Issue 22-14 - Permanent 


Washington State Register, 


Issue 22-14 


WSR 22-14-091 


+1.—_Werekouse_steosage aFease 

4+2.—bretesecd fire rated statsyayss 

413—_Sesvice—ecorriders 

14.—-Cevered parking—areas+ 

Cceupantsensereentrets_in warehouse _sterage_areas,_eerriders; 
and Library stacks,shatteceomphyoatthSsecticon 6405.24.22.‘ Ceecupant 


Section 6495.2,414.) ) 


listed in Table C405.2.1, 


and shall comply with 


the requirements listed in the table. 
EXCEPTIONS: 


1. Corridors in manufacturing facilities. 
2. General lighting and task lighting in shop and ey classrooms. 
3. (Digital : be evi i : 


ine:)) Luminaires that 


are required to have specie application meee in acordand itl Section C405. 2; 6 Gales Specifically required to comply with this 


section by Section C405.2. 6. 
(G Forpichts-on-or offavith ope 


and-then-backon-)) 


Table C405.4.2(1) 


Interior Lighting Power Allowances—Building Area Method 


Space Type Comply with Section 
Classrooms/lecture/training rooms C405.2.1.1 
Conference/meeting/multipurpose rooms C405.2.1.1 
Copy/print rooms C405.2.1.1 
Lounge/breakrooms C405.2.1.1 
Enclosed offices C405.2.1.1 
Open plan office areas C405.2.1.3 
Restrooms C405.2.1.1 
Storage rooms C405.2.1.1 
Locker rooms C405.2.1.1 
Other spaces 300 square feet (28 m2) or less that are enclosed by C405.2.1.1 
floor-to-ceiling height partitions a 
Warehouse storage areas C405.2.1.2 
Library stacks C405.2.1.2 
Enclosed fire rated stairways C405.2.1.5 
Corridors C405.2.1.6 


C405.2.1.1 Occupant sensor control function. 
for the space types listed in Section C405.2.1 shall comply with all 


Occupant sensor controls 


of the following: 


1. They sh 
within 20 minut 
2. They sh 
the lighting on 
(EXCEPTION: 


3. They sh 


EXCEPTION: 


a be configured to automa 
es of all occupants leaving 
all be manual 


to not more than 50 percen 


on or configured to automatically 
t power. 


tically turn off lights 
the space. 


turn 


Pe en eee pubie cornidois, stairways restrooms primary building entrances 
areas-and lobbies and areas where manual-_on-operation anger the safetyorsecurity of the room or building cceupants.)) 


all incorporate a manual control to allow occupants to 
turn lights off. 


Full automatic-on controls with no manual control shall be permitted in corridors, interior parking areas, stairways, restrooms, locker 


rooms, library stacks, lobbies, and areas where manual operation would endanger occupant safety or security. 
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4. They shall incorporate a manual control to allow occupants to 
turn lights off. 


C405.2.1.2 Occupant sensor control function in warehouse((s-;)) storage 
areas and ( (serviee—corriders.ocecupant senser eeontreis_shat} be—con— 

figured tec—eceme ty aw +h—_att+_ef the feoelteming:)) library stacks. Light- 

ing in library stacks and warehouse storage areas shall be controlled 

as follows. 


eornteotlted by ehesenser,) ) Lighting in Boon eae shall be con- 


trolled independently of lighting in all other aisleways and open 
areas. 
2. Occupant sensors shall automatically reduce lighting power 
within each controlled area to an unoccupied setpoint of not more than 
50 percent within 20 minutes after all occupants have left the con- 
trolled area. 
3. ( (Avtematiecatt;)) Lights which are not turned off by occupant 
sensors shall be turned off by time schedule sweep to turn lighting 
off within 20 minutes of all occupants leaving the space, or comply 
with Section C405.2.2 to turn lighting off when the building is va- 
cant. 


4. Restore lighting to full power or target light level when oc- 
cupants enter the space. 

5. A manual control shall be provided to allow occupants to turn 
off lights in the space. 


C405.2.1.3 Occupant sensor control function in open plan office areas. 
Occupant sensor controls in open plan office spaces less than 300 


square feet (28 m) in area shal l comply with Section C405.2.1.1. Oc- 
cupant sensor controls in all other open plan office spaces shall be 
configured to comply with all of the following: 
1. General lighting is controlled separately in control zones 
with floor areas not greater than 600 square feet (55 m?) within the 
open plan office space. 
2. General lighting in each control zone shall be permitted to 
automatically turn on upon occupancy within the control zone. General 
lighting in other unoccupied zones within the open plan office space 
shall be permitted to turn on to not more than 20 percent of full pow- 
er or remain unaffected. 
3. Automatically turn off general lighting in all control zones 
within 20 minutes after all occupants have left the open plan office 
space. 


((3+)) 4. General lighting ((pewer)) in each control zone ( (+s 
xeduced by rottess—than69 pereent e£—ehe ful szore—_gererad tghting 
powcr within 70 minvtes—ef alt ececupants _teaving that _eontret zone, 
Control ‘functions _that—switenheent+reot ter ghts—comptetelyeott when 
phe —ose—_is sseereted eet his Seo erent 

4. Bayliight responsive _contreis_activate—open plan effice spac 
generat _—tlighting—eorecentret zene general ghting—onty when eccupaney 
for the—samearea_is_< detected 


6405.22.14 Oceupant—senser eontrel functien—in parking garagas. Oec 


exr—eontreis—_shal} be econfigured _to—compiyiwithailte£h 
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6405.2.4-5)) shall turn off or uniformly reduce lighting power to an 


unoccupied setpoint of not more than 20 percent of full power within 
20 minutes after all occupants have left the control zone. 

5. Lighting controls in open plan office areas larger than 5,000 
square feet must also comply with Section C405.2.8. 


C405.2.1.4 Occupant sensor control function in enclosed fire rated 
stairways. Occupant sensor controls shall be configured to automati- 
cally reduce lighting power by not less than 50 percent when no occu- 
pants have been detected in the stairway for a period not exceeding 20 
minutes and restore lighting to full power when occupants enter the 
stairway. All portions of stairways shall remain illuminated to meet 
the requirements of Section 1009 of the International Building Code 
when the lighting power is reduced. 


C405.2.1.5 Occupant sensor control function in corridors. Occupant 
sensor controls in corridors shall uniformly reduce lighting power to 
an unoccupied setpoint of not more than 50 percent of full power with- 
in 20 minutes after all occupants have left the space. 


EXCEPTION: Corridors provided with less than two foot-candles of illumination on the floor at the darkest point with all lights on. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-405021, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405021, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405021, filed 1/19/16, erecti ve 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405021, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405022 Section C405.2.2—Time switch controls. 


C405.2.2 Time switch controls. Fach area of the buil [ding that is not 
provided with occupant sensor controls ((e*x-digiteat imer—switch—een- 

Exots)) complying with Section ((€405.2.4)) C405.2.1.1 shall be provi- 
ded with time switch controls complying with Section C405.2.2.1. 
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EXCEPTIONS: (Where 


)) 1. Laninas Which ai are R to iae HORA ‘pplication controls i in Orda witht Sechin C405. 2 6 dales 


ihe following) 

specifically required to comply with this section by Section C405.2 

((E)) 2. Spaces where patient care is directly provided. 

((&)) 3. Spaces where an automatic shutoff would endanger occupant safety or security. 
((3-)) 4. Lighting intended for continuous operation. 

((4:)) 5. Shop and laboratory classrooms. 


C405.2.2.1 Time switch control function. Time switch controls shall 
comply with the following: 

1. Have a minimum 7 day clock. 

2. Be capable of being set for 7 different day types per week. 

3. Incorporate an automatic holiday "shut-off" feature, which 
turns off all controlled lighting loads for at least 24 hours and then 
resumes normally scheduled operations. 

4. Have program back-up capabilities, which prevent the loss of 
program and time settings for at least 10 hours, if power is interrup- 
ted. 


5. Include an override switching device that complies with the 
following: 
5.1. The override switch shall be a manual control. 
5.2. The override switch, when initiated, shall permit the con- 
trolled lighting to remain on for not more than 2 hours. 

5.3. Any individual override switch shall control the lighting 


for an area not larger than 5,000 square feet (465 m*) . 

6. Time switch controls are allowed to automatically turn on 
lighting to full power in corridors, lobbies, restrooms, storage rooms 
less than 50 square feet, and medical areas of health care facilities. 
In all other spaces, time switch controls are allowed to automatically 
turn on the lighting to not more than 50 percent power. 


EXCEPTION((S)): ((})) Within mall concourses, auditoriums, sales areas, manufacturing facilities, pools, gymnasiums, skating rinks, and sports arenas: 
((44)) 1. The time limit shall be permitted to be greater than 2 hours provided the switch is a captive key device. 


(E5) 2. The area controlled by the override switch shall not be limited to 5,000 square feet (465 m2), provided that such area is less 
than 20,000 square feet (1860 m2). 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405022, filed 11 /26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, 5 51-11C-405022, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405022, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405023 Section C405.2.3—Manual controls. 


C405.2.3 Manual controls. All lighting shall have manual controls com- 
plying with the following: 

1. They shall be in a location with ready access to occupants. 

2. They shall be located where the controlled lights are visible, 
or shall identify the area served by the lights and indicate their 
status. 

3. Each control device shall control an area no larger than a 
Single room, or 2,500 square feet, whichever is less, if the room area 
is less than or equal to 10,000 square feet, or one-quarter of the 
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room area or 10,000 square feet, whichever is less, if the room area 
is greater than 10,000 square feet. 
EXCEPTIONS: 1. A manual control may be installed in a remote location for the purpose of safety or security provided each remote control device has 


an indicator pilot light as part of or next to the control device and the light is clearly labeled to identify the controlled lighting. 
2. Restrooms. 


( (€405.2.3.1 Light reduction—controis._-\Manuat ceonteots—_skha be—con— 
=$opeed t6p+ori4 getfpecdictiern contre} therte ows =e ceocupant—te 
xeduce—the_conmected ghting— lead between30 and 70 pereecnt._Lighting 
¥veductions—_shalit be achieved b6y—-ene—_of the following —appreved metheds: 
Contro Aga: amps—or—hminaires 

2 Duel—swihtehing- of atternate rows of huminaires, alternate the- 
minaires—eoratternate tames 

3. Switehing the midd amp—laminaires—independentty6of the out= 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405023, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405023, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405023, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405024 Section C405.2.4—( (Daylight—responsive)) 


Light-reduction controls. 


eontrols -Daylight responsive —cen- 


ive 
eee eonp: ving ata Seetien 6455.4 4+ she Se—e+eyvided +6 esos=ret 
th gae ee daylight_zonesin the fellowing spaces: 
1. _Sideii#tzeones—as_defined _in Section 6405.44.21 +h more then 
EWO general tighting $ixtusres—within the _ecombined primary and secon 


Za Toplis 


zeones—as_defined in Section €465.4.4.3+h mere than 
EWO-Genera johS tae sch es a ea he dey ght ees 
EXCEPTION: o 


c405- 2.4.4 Daylight sae soca eontroelis function Where—required,_day- 
ight responsive eonteeis—_shait te provided within—_eaech_space _ feoreon 
troto ights 4h that Space asd se comp y with aH 4s 
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Section View 


Í Obstructions 
| S'or higher 
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TEET TE ~] a wall 


FIXTURE CONTROLLED FIXTURE CONTROLLED 


(a) Section view 


(b) Section view with obstruction 
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Toplit Areas 


Ansa extends to front of obstruction Area extends to full 
sobstructian is farther away than Pe a 
a aoe Area extends to full 0.7°CH 


0.7*CH where there 
since all of obstruction is 


is no obstruction 
closer than 0.7*(CH-OH) 


| Ceiling CH-OH 
Height 
(CH) 


kl a k j ! 
Section View 
Toplit Areas. j T l! 
| = — 
| Skylight au 
| 
— £ W 
Primary Sidelit Area 
Plan View C Window o 


Toplit area stops at edge of 


a Primary Sidelit area 
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OBSTRUCTION TALLER THAN 


0.7 CEILING HEIGHT \ 


OBSTRUCTION 


(a) Section view and 
(b) Plan view of toplit zone under a 
rooftop monitor 


Figure C405.2.4.3{3) 
Rooftop Monitor 


OBSTRUCTION TALLER THAN 


0.7 CEILING HEIGHT h: 


z 
Q 
È 
3n 
7 
[e] 


à r TOPLIT ZONE 3 | 
(a) Section view and 5 
(b) Plan view of toplit zone under a 
rooftop monitor 
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A. ATRIUM FENESTRATION 
NA 
Ao. 


pore 


| yop FLOOR 
| TOPLIT 
ZONE 


NO TOPLIT ZONE AT 
INTERMEDIATE LEVELS 


BOTTOM FLOOR TOPLIT ZONE 


)) 


C405.2.4 Light-reduction controls. Where not provided with occupant 
sensor controls complying with Section C405.2.1.1, general lighting 
shall be provided with light-reduction controls complying with Section 


C405.2.4.1. 


EXCEPTIONS: 1. Luminaires controlled by daylight responsive controls complying with Section C405.2.5. 
2. Luminaires controlled by special application controls complying with Section C405.2.6. 
3. Where provided with manual control, the following areas are not required to have light reduction control: 
3.1. Spaces that have only one luminaire with a rated power of less than 60 watts. 
3.2. Spaces that use less than 0.45 watts per square foot (4.9 W/m). 
3.3. Corridors, lobbies, electrical rooms and/or mechanical rooms. 


C405.2.4.1 Light reduction control function. Manual controls shall be 
configured to provide light reduction control that allows the occupant 
to reduce the connected lighting load by not less than 50 percent in a 
reasonable uniform illumination pattern with an intermediate step in 
addition to full on or off, or with continuous dimming control, by us- 
ing one of the following or another approved method: 
1. Continuous dimming of all luminaires from full output to less 
than 20 percent of full power. 

2. Switching all luminaires to a reduced output of not less than 
30 percent and not more than 70 percent of full power. 
3. Switching alternate rows of luminaires or alternate luminaires 
to achieve a reduced output of not less than 30 percent and not more 
than 70 percent of full power. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405024, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405024, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405024, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405025 Section C405.2.5—( (Additionał—łighting)) Day- 
light responsive controls. 


( ( 


requirement) 


C405.2.5 Daylight responsive controls. Daylight responsive controls 
complying with Section C405.2.5.1 shall be provided to control the 
general lighting within daylight zones in the following spaces: 

1. Spaces with a total of more than 75 watts of general lighting 
within primary sidelit daylight zones complying with Section 
C4052. Da Qi 
2. Spaces with of more than 150 watts of general lightin 
within the combined primary and secondary daylight zones complyin 
with Section C405.2.5.2. 
3. Spaces with of more than 75 watts of general lightin 
Within toplit daylight zones complying with Section C405.2.5.3. 


EXCEPTION: Daylight responsive controls are not required for the following: 
1. Spaces in health care facilities where patient care is directly provided. 
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2. Sidelit daylight zones on the first floor above grade in Group A-2 and Group M occupancies where the fenestration adjoins a sidewalk 


or other outdoor pedestrian area, provided that the light fixtures are controlled separately from the general area lighting. 


C405.2.5.1 Daylight responsive controls function. Where required, day- 


light responsive controls shall be provided within each space for con- 
trol of lights in that space and shall comply with all of the follow- 
ing: 

1. Lights in primary sidelit daylight zones shall be controlled 


independently of ligh 


ts in secondary sidelit daylight zones in accord- 


ance with Section C405.2.5.2. 


Zin 


Lights in to 


plit daylight zones in accordance with Section 


C405.2.5.3 shall be con 


trolled independently of lights in sidelit day- 


light zones in accordance with Section C405.2.5.2. 


3; 


Daylight responsive controls within each space shall be con- 


figured so that they can be calibrated from within that space by au- 


thorized 


personnel. 


4. 


Calibration 


mechanisms shall 


be 


in a location with ready ac- 


cess. 
5. 


Daylight responsive controls 


shal] 


dim lights continuously 


from ful 


l light outp 


ut to 15 percent 


of 


full light output or lower. 


6. 


Daylight responsive controls 


shal 


be configured to completely 


shut off 


all controlled lights in that zone. 


Jis 


When occupan 


t sensor controls have reduced the lighting power 


to an un 


occupied setpoint in accordance with Sections C405.2.1.2 


through 


C405.2.1.4 


daylight responsive controls shall continue to ad- 


just ele 


etric Ligh 


levels in response to available daylight but shall 


be confi 


gured to n 


t increase the lighting power above the specified 


unoccupi 


ct /O Jct rR 
; 


ed setpoin 


8.: 


Lights in sidelit daylight zones in accordance with Section 


C405.2.5. 


2 facing different cardinal orientations (i.e., within 45 de- 


grees of 


due north, 


east, 


south, wes 


t) shall be controlled independ- 


ently of 


each other. 


EXCEPTION: 


Up to 75 watts of general lighting are permitted to be controlled together with lighting in a daylight zone facing a different cardinal 


Os 


orientation. 


Incorporate time-delay circuits 


to prevent cycling of light 


level changes of less than three minutes. 


TO: 


The maximum area a single daylight responsive control device 


serves shall no 


t exceed 2,500 square feet 5 
11. Occupant override capability of daylight dimming controls is 


232 m? 


not permitted, other than a reduction of light output from the level 
controls. 


established b 


the dayligh 


tin 


C405.2.5.2 Sidelit daylight zone. The sidelit daylight zone is the 


PF xg 


wall or 


ollowing: 
1. Where the fenestration is located in a wall, the primary side- 


Pi ag 


irom 


floor area adjacent to vertical fenestration which complies with the 


lit daylight zone shall extend laterally to the nearest full height 
up to 1.0 times the height 


the floor to the top of the 


the near 


est ful] E 


ane wal 


l 


or u 


tO: Os 


5 times the height from the 


r is less, as indicated in Figure C405.2.5.2 


floor to the top of the fenestration, whichever is less, as indicated 


in Figure C405.2. 5i 2 1 
2. The secondary siderit daylight zone is direct] Ly adjacent to 
the primary daylight zone and shall extend laterally to 2.0 times the 

height from the floor to the top of the fenestration or to the nearest 


full height wall, whichever is less, and longitudinal] y_ from the edge 


of the fenestration to the nearest full height wa or up to 2 feet, 
whicheve IA 


2. 
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3. Where clerestory fenestration is located in a wall, the side- 
lit daylight zone includes a lateral area twice the depth of the cler- 
estory fenestration height, projected upon the floor at a 45 degree 
angle from the center of the clerestory fenestration. The longitudinal 
width of the sidelit daylight zone is calculated the same as for fen- 
estration located in a wall. Where the 45 degree angle is interrupted 
by an obstruction greater than 0.7 times the ceiling height, the side- 
lit daylight zone shall remain the same lateral area but be located 
between the clerestory and the obstruction, as indicated in Figure 
C405.2.5.2(2). 

4. Where the fenestration is located in a rooftop monitor, the 
Ssidelit daylight zone shall extend laterally to the nearest obstruc- 
tion that is taller than 0.7 times the ceiling height, or up to 1.0 
times the height from the floor to the bottom of the fenestration, 
whichever is less, and longitudinally from the edge of the fenestra- 
tion to the nearest obstruction that is taller than 0.7 times the 
ceiling height, or up to 0.25 times the height from the floor to the 
bottom of the fenestration, whichever is less, as indicated in Figures 
C405.2.5.2(3) and C405.2.5.2(4). 

5. If the rough opening area of a vertical fenestration assembly 
is less than 10 percent of the calculated primary sidelit daylight 
zone area for this fenestration, it does not qualify as a sidelit day- 
light zone. 

6. The visible transmittance of the fenestration is no less than 


0.20. 


7. The projection factor (determined in accordance with Equation 
4-5) for any overhanging projection which is shading the fenestration 
is not greater than 1.0 for fenestration oriented 45 degrees or less 
from true north, and not greater than 1.5 for all other orientations. 


Figure C405.2.5.2(1) 
Sidelit Daylight Zone Adjacent to Fenestration in a Wall 


Section View 


Secondary Sidelit 
Area (+1 X HH) 
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Figure C405.2.5.2(2) 
Sidelit Daylight Zone Adjacent to Clerestory Fenestration in a Wall 


FIXTURE CONTROLLED FIXTURE CONTROLLED 


(a) Section view 
(b) Section view with obstruction 


Figure C405.2.5.2 (3) 
Sidelit Daylight Zone Under a Sloped Rooftop Monitor 


OBSTRUCTION TALLER THAN 


0.7 CEILING HEIGHT ki 


(b) 


OBSTRUCTION 


bicce] 
= 
v 
9 
TOPLIT ZONE 3 


(a) Section view and 
(b) Plan view of toplit zone under a 
rooftop monitor 


C405.2.5.3 Toplit daylight zone. The toplit daylight zone is the floor 
area underneath a roof fenestration assembly which complies with the 
following: 
1. The toplit daylight zone shall extend laterally and longitudi- 
nal] beyond the edge of the roof fenestration assembly to the nearest 
obstruction that is taller than 0.7 times the ceiling height, or up to 
0.7 times the ceiling height, whichever is less, as indicated in Fiq- 
ure C405.2.5.3(1). 
2. Where toplit daylight zones overlap with sidelit daylight 
zones, lights within the overlapping area shall be assigned to the 
toplit daylight zone. 
3. The product of the visible transmittance of the roof fenestra- 
tion assembly and the area of the rough opening of the roof fenestra- 
tion assembly, divided by the area of the toplit daylight zone is no 
less than 0.008. 
4. Where located under atrium fenestration, the toplit daylight 
zone Shall include the bottom floor area directly beneath the atrium 
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fenestration, and the top floor directly under the atrium fenestra- 
tion, as indicated in Figure C405.2.5.3(4). The toplit daylight zone 
area at the top floor is calculated the same as for a toplit daylight 
zone. Intermediate levels below the top floor that are not directly 
beneath the atrium are not included. 


Figure C405.2.5.3(1) 
Toplit Daylight Zone Under a Rooftop Fenestration Assembly 
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Figure C405.2.5.3(2) 
Toplit Daylight Zone Under a Rooftop Monitor 
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Figure C405.2.5.4 
Toplit Daylight Zone Under Atrium 
Fenestration 
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C405.2.5.4 Atriums. Daylight zones at atrium spaces shall be estab- 
lished at the top floor surrounding the atrium and at the floor of the 
atrium space, and not on intermediate floors, as indicated in Figure 
C405.2.5.4. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-405025, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405025, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405025, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
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19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405025, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405026 Section C405. 2. 6— ( (Exterior) ) Additional 
Tign ing controls: (( 


C405.2.6 Additional lighting controls. Specific application lighting 
shall be provided wit th controls, in addition to controls required by 


1. The following li htin shall be controlled by an occupant sen- 
sor complying with Section C405.2.1.1 or a time switch control comply- 
ing with Section C405.2.2.1. In addition, a manual control shall be 
provided to control such lighting separately from the general lighting 
in the space: 
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.l. Luminaires for which additional lighting power is claimed in 
accordance with Section C405.4.2.2.1. 
1.2. Display and accent. 
.3. Lighting in display cases. 
1.4. Supplemental task lighting, including permanently installed 
under-shelf or under-cabinet lighting. 
1.5. Lighting equipment that is for sale or demonstration in 
lighting education. 
1.6. Display lighting for exhibits in galleries, museums and 
monuments that is in addition to general lighting. 
2. Sleeping units shall have control device(s) or systems config- 
ured to automatically switch off all permanently installed luminaires 
and switched receptacles within 20 minutes after all occupants have 
left the unit. 


EXCEPTIONS: 1. Lighting and switched receptacles controlled by card key controls. 
2. Spaces where patient care is directly provided. 


3. Lighting for life support of nonhuman life forms and food 
warming, shall be controlled by a dedicated control that is independ- 
ent of the controls for other lighting within the room or space. Each 
control zone shall be no greater than the area served by a single lu- 


minaire or 4,000 square feet (372 m*) , whichever is larger. 

4. Task lighting for medical and dental purposes that is in addi- 
tion to general lighting shall be provided with a manual control. 

5. Luminaires serving the exit access and providing means of 
egress illumination required by Section 1008.2 of the International 
Building Code, including luminaires that function as both normal and 
emergency means of egress illumination shall be controlled by a combi- 
nation of listed emergency relay and occupancy sensors, or signal from 
another building control system, that automatically shuts off the 
lighting when the areas served by that illumination are unoccupied. 


EXCEPTION: Means of egress illumination serving the exit access that does not exceed 0.01 watts per square foot (0.108 W/m?) of building area is 
exempt from this requirement. 


Ey 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405026, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405026, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405027 ((Reserved—-)) Section C405.2.7—Area controls. 


C405.2.7 Area controls. The maximum lighting power that may be con- 
trolled from a single switch or automatic control device shall not ex- 
ceed that which is provided by a 20 ampere circuit loaded to not more 
than 80 percent. A master control may be installed provided the indi- 
vidual switches retain their capability to function independently. 
Circuit breakers may not be used as the sole means of switching. 


EXCEPTION: Areas less than 5 percent of the building footprint for footprints over 100,000 ft2. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405027, filed 11/26/19, effec- 
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tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405027, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405028 Section ((€405-2-7—Area)) C405.2.8—Advanced 
lighting controls. 


C405.2.8 Advanced lighting controls. Any contiguous open office area 
larger than 5,000 square feet shall have its general lighting control- 
led by either: 

1. Luminaire-level lighting controls (LLLC) conforming to the re- 
quirements of Section C405.2.8.1. 

2. Networked lighting control (NLC) conforming to the require- 
ments of Section C405.2.8.2. 


C405.2.8.1 Luminaire-level lighting controls. Where Juminaire-level 
lighting controls are required, they shall be configured to provide 
the controls or equivalent control function specified in Sections 
C405.2.1, C405.2.3, and C405.2.5. In addition, each LLLC luminaire 
shall be independently configured to: 

1. Provide for continuous full range dimming. 

2. Monitor occupant activity to brighten or dim lights when occu- 
pied or unoccupied, respectively. 
3. Monitor ambient lighting, both electric and daylight, and 

brighten or dim artificial light to maintain desired light level. A 
maximum of 8 fixtures are permitted to be controlled together to main- 
tain uniform light levels within a single daylight zone. 

4. Allow configuration and reconfiguration of performance parame- 
ters for each control strategy including: High trim and low trim set- 
points, timeouts, dimming fade rates, and sensor sensitivity adjust- 
ment. 


5. Construction documents shall include a submittal of a sequence 
of operations including a specification outlining each of the func- 
tions required by this section. 

6. Luminaires shall be configured with high end trim in accord- 
ance with Section C405.2.8.3. 


C405.2.8.2 Networked lighting control (NLC). Where NLC are required, 
they shall be configured to provide controls and minimum function as 
specified in Section C405.2. In addition, each NLC luminaire shall be 
independently configured to: 

1. Provide for continuous full range dimming. 

2. Each luminaire shall be individually addressed. 


EXCEPTIONS TO ITEM 2: 
1. Multiple luminaires mounted on no more than 12 linear feet of a single lighting track and addressed as a single luminaire. 
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2. Multiple linear luminaires that are ganged together to create the appearance of a single longer fixture and addressed as a single 
luminaire, where the total length of the combined luminaires is not more than 12 feet. 


3. Monitor occupant activity to brighten or dim lighting when oc- 
cupied or unoccupied, respectively. 
4. Monitor ambient lighting, both electric and daylight, and 

brighten or dim artificial light to maintain desired light level. A 
maximum of 8 fixtures are permitted to be controlled together to main- 
tain uniform light levels within a single daylight zone. 

5. Allow configuration and reconfiguration of performance parame- 
ters for each control strategy including: High trim and low trim set- 
points, timeouts, dimming fade rates, and sensor sensitivity adjust- 
ment. 


6. Allow for demand response load shed. 

7. Construction documents shall include a submittal of a sequence 
of operations including a specification outlining each of the func- 
tions required by this section. 

8. Luminaires shall be configured with high end trim in accord- 
ance with Section C405.2.8.3. 


C405.2.8.3 High end trim. Luminaires subject to high end trim shall be 


initially configured with the following: 

1. Programmed to limit the initial maximum lumen output or maxi- 
mum lighting power to 85 percent or less of full light output or full 
power or to meet the target light level documented in project sequenc 
of operations using the least amount of power. 


2. High end trim power levels are allowed to automatically reset 
to accommodate lumen maintenance. 
3. High end trim controls shall be accessible only to authorized 


personnel. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-405028, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405028, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405028, filed 1/19/16, effective 
7/1/16.] 


NEW SECTION 


WAC 51-11C-405029 Section C405.2.9—Exterior lighting controls. 


C405.2.9 Exterior lighting controls. Exterior lighting systems shall 
be provided with controls that comply with Sections C405.2.9.1 through 
C405.2.9.4. 


EXCEPTIONS: 1. Lighting for covered vehicle entrances or exits from buildings or parking structures where required for safety, security or eye 
adaption. 
2. Lighting controlled from within dwelling units. 


C405.2.9.1 Daylight shutoff. Lights shall be configured to automati- 
cally turn off when daylight is present and satisfies the lighting 
needs. 


C405.2.9.2 Building façade and landscape lighting. Building facade and 
landscaping lighting shall be configured to automatically shutoff for 
a minimum of 6 hours per night or from not later than 1 hour after 
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business closing to not earlier than 1 hour before business opening, 
whichever is less. 


EXCEPTION: Areas where an automatic shutoff would endanger safety or security. 


C405.2.9.3 Lighting setback. Lighting that is not controlled in ac- 
cordance with Section C405.2.9.2 shall comply with the following: 

1. Luminaires serving outdoor parking areas and having a rated 
input wattage of greater than 40 watts and a mounting height of 24 
feet (7315 mm) or less above the ground shall also be controlled so 
that the total wattage of such lighting is automatically reduced by 
not less than 50 percent during any time where activity has not been 
detected for 15 minutes or more. Not more than 1,500 watts of lighting 
power shall be controlled together. 

2. All other lighting shall be controlled so that the total wat- 
tage of such lighting is automatically reduced by not less than 50 
percent by selectively switching off or dimming luminaires at one of 
the following times: 

2.1. From not later than 12 midnight to 6 a.m. 

2.2. From not later than 1 hour after business closing to not 
earlier than 1 hour before business opening. 

2.3. During any period when no activity has been detected for 15 
minutes or more. 


C405.2.9.4 Exterior time-switch control functions. Time-switch con- 
trols for exterior lighting shall comply with the following: 
1. They shall have a clock capable of being programmed for not 
fewer than 7 days. 
2. They shall be capable of being set for 7 different day types 
per week. 
3. They shall incorporate an automatic holiday setback feature. 
4. They shall have program backup capabilities that prevent the 
loss of program and time settings for a period of at least 10 hours in 
the event that power is interrupted. 


[] 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-40503 ((Reserved-)) Section C405.2.10—Parking garage 
lighting control. 


C405.2.10 Parking garage lighting control. Parking garage lighting 
shall be controlled by an occupant sensor complying with Section 
C405.2.1.1 or a time-switch control complying with Section C405.2.2.1. 
Additional ighting controls shall be provided as follows: 
1. Lighting power of each luminaire shall be automatically re- 
duced by not less than 30 percent when there is no activity detected 
within a lighting zone for 20 minutes. Lighting zones for this re- 
uirement shall be not larger than 3,600 square feet (334.5 m 

2. Where lighting for eye adaptation is provided at covered vehi- 
cle entrances and exits from buildings and parking structures, such 
lighting shall be separately controlled by a device that automatically 
reduces lighting power by at least 50 percent from sunset to sunrise. 


po 
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3. The power to luminaires within 20 feet (6096 mm) of perimeter 
wall openings shall automatically reduce in response to daylight by at 
least 50 percent. 


EXCEPTIONS TO ITEM 3: 
1. Daylight transition lighting for covered vehicle entrances and exits from buildings and parking structures; each transition zone shall 
not exceed a depth of 66 feet inside the structure and a width of 50 feet. 
2. Where permanent screens or architectural elements obstruct more than 50 percent of the opening. 
3. Where the top of any existing adjacent structure or natural object is at least twice as high above the openings as its horizontal distance 


from the opening. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-40503, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-40503, filed 2/1/13, effective 7/1/13.] 


NEW SECTION 


WAC 51-11C-405030 Section C405.3—Lighting for plant growth and 
maintenance. 


C405.3 Lighting for plant growth and maintenance. All permanently in- 
stalled luminaires used for plant growth and maintenance shall have a 
photosynthetic photon efficacy measured at the lamp for luminaires 
with serviceable or removable lamps or at the luminaire for integra- 
ted, nonserviceable luminaires of not less than 1.7 wpmol/J for green- 
houses and not less than 1.9 pmol/J for all other indoor growing 
spaces as defined in accordance with ANSI/ASABE S640. 


EXCEPTION: Buildings with no more than 10 kW of aggregate horticultural lighting load. 


[] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405051 Section C405.4.1—Total connected interior 
lighting power. 


C405.4.1 Total connected interior lighting power. The total connected 
interior lighting power shall be determined in accordance with Equa- 
tion ((4-40)) 4-13. 


TCLP = [LVL + BLL + TRK + POE + Other] 
(Equation ((4-10)) 4-13) 


Where: 

TCLP = Total connected lighting power (watts). 

LVL = For luminaires with lamps connected directly to building 
power, such as line voltage lamps, the rated wattage of the lamp, 


which must be minimum 60 lumens/watt. 

BLL = For luminaires incorporating a ballast or transformer, the 
rated input wattage of the ballast or transformer when operating the 
lamp. 


TRK = For lighting track, cable conductor, rail conductor and 
plug-in busway systems that allow the addition and relocation of lu- 
minaires without rewiring, the wattage shall be one of the following: 
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9. Lighting for theatrical purposes, including performance, 
stage, film production and video production. 

10. Lighting for photographic processes. 

11. Lighting integral to equipment or instrumentation and instal- 
led by the manufacturer. 

12. Task lighting for plant growth or maintenance where the lamp 
efficacy is not less than 90 lumens per watt. 

13. Advertising signage or directional signage. 

14. Lighting for food warming. 

15. Lighting equipment that is for sale. 

16. Lighting demonstration equipment in lighting education fa- 
cilities. 

17. Lighting approved because of safety considerations. 

18. Lighting in retail display windows, provided the display area 
is enclosed by ceiling-height partitions. 

19. Furniture mounted supplemental task lighting that is control- 
led by automatic shutoff. 

20. Exit signs. 

21. Lighting used for aircraft painting. 

22. Antimicrobial lighting used for the sole purpose of disin- 
fecting a space. 
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[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-405051, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405051, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405051, filed 1/19/16, Ap rece 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405051, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405052 Section C405.4.2—Interior lighting power re- 
quirements. 


C405.4.2 Interior lighting power allowance. The total interior light- 
ing power allowance (watts) ((+s)) for an entire building shall be de- 
termined according to Table C405.4.2(1) using the Building Area Meth- 
od, or Table C405.4.2(2) using the Space-by-Space Method ( (;—fe*x—-att 

areas—of+he—_bu i es ao eevered in_this—permit)). The interior lighting 
power allowance for projects that involve only portions of a building 
shall be determined according to Table C405.4.2(2) using the Space-by- 
Space Method. Buildings with unfinished spaces shall use the Space-by- 
Space Method. 


C405.4.2.1 Building area method. For the Building Area Method, the in- 
terior lighting power allowance is ( (#he—fteer-aree)) calculated as 
follows: 

1. For each building area type ( (++stee¢-+7—Fabte¢4654.2+4- 
times—the—vatue—_from_— Fabte—64654.2+)‘- fer) ) inside the building, de- 
termine the applicable building area type and the allowed lighting 
power density for that type from Table C405.4.2(1). For building area 
types not listed, select the building area type that most closely rep- 
resents the use of that area. For the purposes of this method, an 
"area" shall be defined as all contiguous spaces that accommodate or 
are associated with a single building area type ((as)). 

2. Determine the floor area for each building area type listed in 
Table C405.4.2(1) and multiply this area by the applicable value from 
Table C405.4.2(1) to determine the lighting power (watts) for each 
building area type. ( (WRere Ris method is _tsed te eaetetteéte) ) 

3. The total interior lighting power allowance (watts) for ((a#)) 
the entire building ((+)) is the sum of the lighting power from each 


building area type ( (sHhat+ be-t¥eatedas—a_-separatearea)). 
gait 4. 2.2 Gama bys apace Maroc, ( (Fex—the_Space-by Space Methed,—the 


Fradectfs—ameneg _spaces—are _permitted,)) Where a building ee a_space 


designated as unfinished, neither the area nor the lighting power in 
the space shall be calculated as part of the LPA. For the Space-by- 


Certified on 7/13/2022 [ 473 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


Space Method, the interior lighting power allowance is calculated as 
follows: 
1. For each area enclosed by partitions that are not less than 80 


percent oe wae ceiling tee (ex—tatter_shait beeornsiderecdasepa- 


( 


determine th applicable space type Prot Table C405. 4, 2(2). For space 
types not listed, select the space type that most closely represents 
the proposed use of the space. Where a space has multiple functions, 
that space shall be broken up into smaller subspaces, each using their 
own space type. If an entire space has multiple functions that neces- 
sitate a higher lighting power allowance in order to serve one of the 
primary functions, the higher allowance is permitted to be used. 

2. Determine the total floor area of all of the spaces of each 
space type and multiply by the value for the space type in Table 
C405.4.2(2) to determine the lighting power (watts) for each space 


type. 


3. The total interior lighting power allowance (watts) shall be 
the sum of the lighting power allowances for all space types. 


C405.4.2.2.1 Additional interior lighting power. Where using the 
Space-by-Space Method, an increase in the interior lighting power al- 
lowance is permitted for specific lighting functions. Additional power 
shall be permitted only where the specified lighting is installed in 
addition to and automatically controlled separately from ((#ke)) gen- 
eral lighting, ( (*e—-be—-usned-o£+_dusing ronbusihness—heers)) in ac- 
cordance with Section C405.2.6. This additional power shall be used 
only for the specified luminaires and shall not be used for any other 
purpose. 

An increase in the interior lighting power allowance is permitted 
for lighting equipment to be installed in sales areas specifically to 
highlight merchandise. The additional lighting power shall be deter- 
mined in accordance with Equation ((4-+4)) 4-14. 


(Equation ((4-14)) 4-14) 
Additional Interior Lighting Power Allowance = 500 watts + (Retail 


Area 1 x 0.45 W/ft2) + (Retail Area 2 x 0.45 W/ft2) + (Retail Area 
3 x 1.05 W/ft?) + (Retail Area 4 x 1.87 W/ft?). 


Where: 

Retail Area 1 = The floor area for all products not listed in Re- 
tail Area 2, 3 or 4. 

Retail Area 2 = The floor area used for the sale of vehicles, 
sporting goods and small electronics. 

Retail Area 3 = The floor area used for the sale of furniture, 
clothing, cosmetics and artwork. 

Retail Area 4 = The floor area used for the sale of jewelry, 
crystal and china. 
EXCEPTION: Other merchandise categories are permitted to be included in Retail Areas 2 through 4, provided that justification documenting the need 


for additional lighting power based on visual inspection, contrast, or other critical display requirement is approved by the code official. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-1IC=-405052, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
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19.27.074. WSR 16-03-072, § 51-11C-405052, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and. 34.05 RCW. WSR 13-04-056, § 51-11C-405052, filed 2/1/13, ef- 
fective 7/1/13.] 


OTS-3535.2 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405053 Table C405.4.2(1)—Interior lighting power al- 
lowances—Building area method. 


Table C405.4.2(1) 
Interior Lighting Power Allowances—Building Area Method 


LPD (w/ 

Building Area Type ft?) 
Automotive facility 0.64 
Convention center 0.64 
Court house 0.79 
Dining: Bar lounge/leisure 0.79 
Dining: Cafeteria/fast food 0.72 
Dining: Family 0.71 
Dormitory((#)) 0.46 
Exercise center 0.67 
Fire station(()) 0.54 
Gymnasium 0.75 
Health care clinic 0.70 
Hospital((®)) 0.84 
Hotel/motel((#)) 0.56 
Library 0.83 
Manufacturing facility 0.82 
Motion picture theater 0.44 
((Muktifamity®)) 0.41 
Multiple family 
Museum 0.55 
Office 0.64 
Parking garage 0.14 
Penitentiary 0.65 
Performing arts theater 0.84 
Police station 0.66 
Post office 0.65 
Religious building 0.67 
Retail 0.84 
School/university 0.70 
Sports arena 0.62 
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LPD (w/ 
Building Area Type ft?) 
Town hall 0.69 
Transportation 0.50 
Warehouse 0.40 
Workshop 0.91 


ARTA é area S 
[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405053, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405053, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405053, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405054 Table C405.4.2(2)—Interior lighting power al- 
lowances—Space-by-space method. 


Table C405.4.2 (2) 
Interior Lighting Power Allowances—Space-by-Space Method 


Common Space-by-Space Types? LPD (w/ft?) 


Atrium - Less than 20 feet in height 0.39 
Atrium - 20 to 40 feet in height 0.48 
Atrium - Above 40 feet in height 0.60 
Audience/seating area - Permanent! 
In an auditorium 0.61 
In a gymnasium 0.23 
In a motion picture theater 0.27 
In a penitentiary 0.67 
In a performing arts theater 1.16 
In a religious building 0.72 
In a sports arena 0.33 
Otherwise 0.23 
Banking activity area‘@) ! 0.61 


Breakroom (see lounge/breakroom) 
Classroom/lecture hall/training 


room 
In a penitentiary 0.89 
Otherwise! 0.71()) 

Computer room, data center 0.94 
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Common Space-by-Space Types? LPD (w/ft?) 


Conference/meeting/multipurpose 0.97 
Confinement cell 0.70 
Copy/print room 0.31 
Corridor 


In a facility for the visually 
impaired (and not used 


primarily by the staff)> 0.71 
In a hospital 0.71 
In a manufacturing facility 0.41 
Otherwise! 0.41 
Courtroom® 1.20 


Dining area 
In a penitentiary 0.42 


In a facility for the visually 
impaired (and not used 


primarily by the staff)? 1.27 

In a bar/lounge or leisure 

dining) i 0.86 

In cafeteria or fast food 

dining 0.40 

In a family dining area‘) i 0.60 

Otherwise 0.43 
Electrical/mechanical 0.43 
Emergency vehicle garage 0.52 
Food preparation 1.09 
Guest room®? 0.41 
Laboratory 

In or as a classroom 1.11 

Otherwise 1.33 
Laundry/washing area 0.53 
Loading dock, interior 0.88 
Lobby* 


In a facility for the visually 
impaired (and not used 


primarily by the staff)> 1.69 
For an elevator 0.65 
In a hotel 0.51 
In a motion picture theater 0.23 
In a performing arts theater 1.25 
Otherwise 0.84 
Locker room 0.52 


Lounge/breakroom(®)) i 


In a health care facility(@) ©! 0.42 

Otherwise‘) i 0.59 
Office 

Enclosed < 250 0.74 

Enclosed > 250 0.66 
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Common Space-by-Space Types? LPD (w/ft?) 


Open plan 0.61 
Parking area, interior 0.15 
Pharmacy area 1.66 
Restroom 


In a facility for the visually 
impaired (and not used 


primarily by the staff)> 1.26 
Otherwise) i 0.63 
Sales area 1.05 
Seating area, general 0.23 
Stairway (see space containing 
stairway) 
Stairwell(@)) c-i 0.49 
Storage room 
< 50 ft? 0.51 
50-100 ft2 0.38 
All other storage 0.38 
Vehicular maintenance 0.60 
Workshop 1.26 
Building Specific Space-by-Space 
Types* LPD (w/ft?) 
Automotive (see vehicular 
maintenance) 
Convention center - Exhibit space! 0.61 
Dormitory living quarters 0.50 


Facility for the visually impaired? 
In a chapel (and not used 


primarily by the staff)> 0.70 

In a recreation room (and not 

used primarily by the staff)> 1.77 
Fire stations((®)) 

Sleeping quarters 0.23 
Gymnasium/fitness center 

In an exercise area 0.90 

In a playing area 0.85 
Health care facility®! 

In an exam/treatment room 1.40 

In an imaging room 0.94 

In a medical supply room 0.62 

In a nursery 0.92 

In a nurse's station 1.17 

In an operating room 2.26 

In a patient room((&)) 0.68 

In a physical therapy room 0.91 

In a recovery room 1.25 
Library 
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Building Specific Space-by-Space 


Types? LPD (w/ft?) 
In a reading area‘) i ((9:34)) 0.96 
In the stacks 1.10 


Manufacturing facility 


In a detailed manufacturing 
area 0.80 


In an equipment room 0.76 


In an extra high bay area 
(greater than 50-foot floor- 


to-ceiling height) 1.42 

In a high bay area (25 - 50- 

foot floor-to-ceiling height) 1.24 

In a low bay (< 25-foot 

floor-to-ceiling height) 0.86 
Museum 

In a general exhibition area! 0.31 

In a restoration room 1.10 
Performing arts theater dressing/ 
fitting room 0.41 
Post office - Sorting area 0.76 
Religious buildings 

In a fellowship hall% i 0.54 

In a worship/pulpit/choir 

area(()) i 0.85 
Retail facilities 

In a dressing/fitting room 0.51 

In a mall concourse 0.82 


Sports arena - Playing area 


For a Class 1 facility(@) 4 2.94 

For a Class 2 facility) € 2.01 

For a Class 3 facility‘) f 1.30 

For a Class 4 facility) 8 0.86 
Transportation 

In a baggage/carousel area 0.39 

In an airport concourse 0.25 

At a terminal ticket 

counter) i 0.51 
Warehouse - Storage area 

For medium to bulky 

palletized items 0.33 


For smaller, hand-carried 
items 0.69 


For SI: 1 foot = 304.8 mm, 1 watt per square foot = ((H)) 10.76 W/m. 

a In cases where both a common space type and a building area 
specific space type are listed, the building area specific space type 
shall apply. 

b A facility for the visually impaired is a facility that is licensed or 
will be licensed by local or state authorities for senior long-term 
care, adult daycare, senior support or people with special visual 
needs. 
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c 


(©) 


spaees-)) Additional lighting power allowance of 0.2 watts per 
square foot for the purpose of highlighting art or exhibits. This 
additional power shall be permitted only where the specified 
lighting is installed in addition to and controlled separately from 
general lighting in accordance with Section C405.2.6. This 
additional power shall be used only for the specified luminaires 
and shall not be used for any other purpose and it shall not be 
added to any other space or the interior power allowance. 


Class I facilities consist of professional facilities; and 
semiprofessional, collegiate or club facilities with seating for 
5,000 or more spectators. 

Class II facilities consist of collegiate and semiprofessional 
facilities with seating for fewer than 5,000 spectators; club 
facilities with seating between 2,000 and 5,000 spectators; and 
amateur league and high school facilities with seating for more 
than 2,000 spectators. 

Class III facilities consist of club, amateur league and high school 
facilities with seating for 2,000 or fewer spectators. 


Class IV facilities consist of elementary school and recreational 
facilities; and amateur league and high school facilities without 
provisions for spectators. 

For classrooms, additional lighting power allowance of 4.50 W/ 
lineal foot of white or chalk boards for directional lighting 
dedicated to white or chalk boards. 

Additional lighting power allowance of ((039)) 0.15 W/ft? for 
ornamental lighting. Qualifying ornamental lighting includes 
lumimarres E E sconces lanterns; 


)) that are thata are 
a used in a decorative manner (( 
This additional power shall be permitted only where the specified 
lighting is installed in addition to and controlled separately from 
display ((Hgbting)) or general lighting in accordance with Section 
C405.2.6. This additional power shall be used only for the 
specified luminaires and it shall not be added to any other space 
or the interior power allowance. 
Where a space is designated as unfinished, neither the area nor the 
lighting power in the space shall be calculated as part of the LPA. 


WSR 


22-14-091 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-405054, filed 10/19/20, 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, 


7/1/20) 


WAC 51-11C-405061 
lighting. 


Certified on 7/13/2022 


effective 2/1/21. 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-405054, filed 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19. 


11/26/19, 


27A.160, 


filed 11/26/19, 


effec- 
and 


19.27.074. WSR 16-03-072, § 51-11C-405054, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405054, 


filed 2/1/13, ef- 


effective 


Section C405.5.1—Exterior building grounds 


[ 480 ] WSR Issue 


22-14 - 
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C405.5.1 Exterior building grounds lighting. All exterior building 
grounds luminaires that operate at greater than ((5@)) 25 watts shall 
have a minimum efficacy of 100 lumens per watt ( (#Ptess—the—thominaire 
i Lied 4 Lies E E 
tiens—under secti enee). 


EXCEPTIONS: 1. (( 
2-)) Luminaires controlled by a motion sensor. 
((&)) 2. Luminaires that qualify for one of the exceptions under Section C405.5.2. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405061, filed 11 /26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405061, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405061, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-405062 Section C405.5.2—Exterior building lighting 
power. 


C405.5.2 Total connected exterior building lighting power. The total 
exterior connected lighting power shall be the total maximum rated 
wattage of all exterior lighting that is powered through the energy 
service for the building. 


EXCEPTION: Lighting used for the following applications shall not be included: 

Lighting approved because of safety considerations; 

Emergency lighting automatically off during normal business operation; 

Exit signs; 

Specialized signal, directional and marker lighting associated with transportation; 

Advertising signage or directional signage; 

Integral to equipment or instrumentation and is installed by its manufacturer; 

Theatrical purposes, including performance, stage, film production and video production; 

Athletic playing areas; 

Temporary lighting; 

10. Industrial production, material handling, transportation sites and associated storage areas; 

11. Theme elements in theme/amusement parks; 

12. Lighting integrated within or used to highlight features of art, public monuments and the national flag; 
13. Lighting for water features and swimming pools; and 

14. Lighting that is controlled from within dwelling units, where the lighting complies with Section R404.1. 


TOTAN ON Pt 


C405.5.3 Exterior lighting power allowance. ((Fhe—total—exterior 

ghting—pewer—allewance—_is—_the—_sum-_of the base_siteabltewenece phe 
ERe—sracdarieciat—attewarces_— fos s+eas has eres t+ tamineted by 

t¢ghting—that—_is—_pewered through +h nergy service fer the buitdirg 
Lighting -pewer—attowaneces—_are—_as_speeifiedin—Fabte6405-5.3+2}.—_ Fhe 
digetise eose fos she bud le ag exeeries is detessined in seess ee 
with- abtie€465.5.3+44> sstess—otherwise specified bythe ecode—_effi- 
cial,.)) The exterior lighting power allowance (watts) is calculated as 
follows: 

1. Determine the Lighting Zone (LZ) for the building according to 

Table C405.5.3(1), unless otherwise specified by the code official. 


2. For each exterior area that is to be illuminated by lighting 
that is powered through the energy service for the building, determine 
the applicable area type from Table C405.5.3(2). For area types not 
listed, select the area type that most closely represents the proposed 
use of the area. Covered parking garage lighting is not considered ex- 
terior lighting for the purposes of this calculation. 
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L£ 


3. Determine the total area or length of each area type and mul- 
tiply by the value for the area type in Table C405.5.3(2) to determine 
the lighting power (watts) allowed for each area type. 

4. The total exterior lighting power allowance (watts) is the sum 
of the base site allowance determined according to Table C405.5.3(2), 
plus the watts from each area type. 


C405.5.3.1 Additional exterior lighting power. ( (Anyimereasec—in the) ) 
Additional exterior lighting power allowances ( (+s—+imitece)) are 
available for the specific lighting applications ( (+Rd+eated)) listed 
in Table C405.5.3(3). ((##He)) These additional power allowances shall 
be used only for the luminaires ( (#het—are)) serving these applica- 
tions and shall not be used ( (fe*"—-an;cther-purpese)) to increase any 


other lighting power allowance. 


C405.5.4 Gas lighting. Gas-fired lighting appliances shall not be 
equipped with continuously burning pilot ignition systems. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405062, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405062, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405062, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-405064 Table C405.5.3(2)—Individual lighting power 
allowances for building exteriors. 


Table C405.5.3(2) 
Lighting Power Allowances for Build- 
ing Exteriors 


Lighting Zones 


Zone 1 Zone 2 Zone 3 Zone 4 
Base Site ((359)) ((499)) ((598)) ((988)) 
Allowance 160 W 280 W 400 W 560 W 
Uncovered Parking Areas 
Parking areas ((8-03)) ((8-64)) ((8-06)) ((8-68)) 
and drives 0.015 0.026 0.037 0.052 
wit? wif? wifi? wif? 


Building Grounds 


Walkways and (0-5 (0-5 (0-6 (0-7 
ramps less Hear Hnear Hear Hnear 


than 10 feet feet) feet) feet) feet) 
wide 0.04 W/ft2 0.07 0.10 0.14 

W/f2 W/f2 W/f2 
Walkways and ((00)) ((800)) (0) 0.14 
ramps 10 feet 0.04 W/ft2 0.07 0.10 wif? 
wide or Fe W/ft2 W/ft2 


greater, plaza 
areas, special 
feature areas 


Dining areas ((8-65)) ((0-65)) ((0-75)) ((0-95)) 
0.156 0.273 0.390 0.546 
W/ft2 W/ft2 wit2 wif? 
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Lighting Zones 
Zone 1 Zone 2 Zone 3 Zone 4 
Stairways ((0-6- (7% ((% (W 
#2) #2) #)) #?)) 
Exempt Exempt Exempt Exempt 
Pedestrian (2) (2) (4) (02) 
tunnels 0.063 0.110 0.157 0.220 
Wf? Witt? Witt? Witt? 
Landscaping ((0:03)) ((0-04)) ((0:04)) ((0-04)) 
0.014 0.025 0.036 0.050 
wit? Witt? wit? Witt? 
Building Entrances and Exits 
Pedestrian and | ((44))5.6 | ((44)) 9.8 ((24)) (GÐ) 
vehicular W/linear W/linear 14.0 W/ 19.6 W/ 
entrances and foot of foot of linear linear 
exits opening opening foot of foot of 
opening opening 
Entry ((0:2)) ((6:25)) ((0-4)) ((0-4)) 
canopies 0.072 0.126 0.180 0.252 
wit? Witt? wit? Witt? 
Loading docks (05) (835) (5) ((835)) 
0.104 0.182 0.260 0.364 
Witt? Witt? Witt? Witt? 
Sales Canopies 
Free standing ((0-4)) ((0-4)) ((0-6)) ((04)) 
and attached 0.20 W/ft2 0.35 0.50 0.70 
Witt? wif? Witt? 
Outdoor Sales 
Open areas ((0:2)) ((02)) ((0:35)) ((05)) 
(including 0.072 0.126 0.180 0.252 
vehicle sales Witt? Witt? wit? Witt? 
lots) 
Street frontage No 7W/ (D) 10.3 ((24)) 
for vehicle Allowance linear W/linear 14.4 W/ 
sales lots in foot foot linear 
addition to foot 
"open area" 
allowance 


For SI: 1 foot = 304.8 mm, | watt per square foot = ((W/0-0929)) 10.76 
W per m2 


Table C405.5.3 (3) 
Individual Lighting Power Allowances for Building Exteriors 


(ighting Zones 
Zonet Zone2 Zones Zone4 
Building Ne 0.075 6H3 0458 
facades allowance wee WHeef | Wiftef 
ofgross gross gross 
above- above- above- 
grade grade grade 
wall area wall area wall area 
Automated 
depositories 
Uneovered 
entrances-and 
gatehouse 
statrens-at 
facilities 
Uneovered 
leadine-areas 
forlaw 
enforcement, 
fire-ambulance 035w 
and other 
emergency 
service 
vehicles 
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((Eighting Zones 
Zonet Zone2 Zones Zone4 

privea 200-W-per drive-through 

windews/deors 

24-hour retail 400-Wper-main-entry)) 

entrances 

Lighting Zones 
Zone 1 Zone 2 Zone 3 Zone 4 
Building façade No allowance 0.075 W/ft? of 0.113 W/ft?? of 0.150 W/ft? of 
gross above-grade | gross above-grade | gross above-grade 
wall area wall area wall area 
Automated teller machines (ATM) | 80 W per location | 80 W per location | 80 W per location | 80 W per location 
and night depositories plus 25 per plus 25 per plus 25 per plus 25 per 
additional ATM additional ATM additional ATM additional ATM 
Uncovered entrances and 0.144 W/ft2 0.252 W/ft2 0.360 W/ft2 0.504 W/ft2 
gatehouse inspection stations at 
guarded facilities 
Uncovered loading areas for law 0.104 W/ft2 0.182 W/ft2 0.260 W/ft2 0.364 W/ft2 
enforcement, fire, ambulance and 
other emergency service vehicles 
Drive-up windows/doors 53 W per drive 92 W per drive 132 W per drive 185 W per drive 
through through through through 

Parking near 24-hour retail 80 W per main 140 W per main 200 W per main 280 W per main 
entrances entry entry entry entry 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 


RCW. WSR 20-21-080, § 51-11C-405064, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-405064, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-405064, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-405064, filed 2/1/13, ef- 


fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40507 Sections C405.6 and C405.7—Electrical energy 
consumption. 


C405.6 Electrical transformers. Low-voltage dry-type distribution 
electric transformers shall meet the minimum efficiency requirements 
of Table C405.6 as tested and rated in accordance with the test proce- 
dure listed in DOE 10 C.F.R. 431. The efficiency shall be verified 
through certification under an approved certification program or, 
where no certification program exists, the equipment efficiency rat- 
ings shall be supported by data furnished by the transformer manufac- 
turer. 
EXCEPTION: The following transformers are exempt: 

1. Transformers that meet the Energy Policy Act of 2005 exclusions based on the DOE 10 C.F.R. 431 definition of special purpose 


applications. 
2. Transformers that meet the Energy Policy Act of 2005 exclusions that are not to be used in general purpose applications based on 


information provided in DOE 10 C.F.R. 431. 
3. Transformers that meet the Energy Policy Act of 2005 exclusions with multiple voltage taps where the highest tap is not less than 20 


percent more than the lowest tap. 
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4. Drive transformers. 

5. Rectifier transformers. 

6. Auto-transformers. 

7. Uninterruptible power system transformers. 
8. Impedance transformers. 

9. Regulating transformers. 

10. Sealed and nonventilating transformers. 
11. Machine tool transformer. 

12. Welding transformer. 

13. Grounding transformer. 

14. Testing transformer. 


C405.7 Dwelling unit electrical energy consumption. 


Table C405.6 
Minimum Nominal Efficiency Levels 
For 10 C.F.R. 431 Low Voltage Dry- 
Type Distribution Transformers 


Single Phase Three Phase 
Transformers Transformers 
kVA? Efficiency kVA? Efficiency 
(%)? (%)P 
15 97.70 15 97.89 
25 98.00 30 98.23 
37.5 98.20 45 98.40 
50 98.30 75 98.60 
75 98.50 112.5 98.74 
100 98.60 150 98.83 
167 98.70 225 98.94 
250 98.80 300 99.02 
333 98.90 500 99.14 
750 99.23 
1000 99.28 


a kiloVolt-Amp rating. 
b Nominal efficiencies shall be established in accordance with the DOE 
10 C.F.R. 431 test procedure for low voltage dry-type transformers. 


WSR 22-14-091 


Each dwelling unit 


located in a Group R-2 building shall have a separate electrical me- 


ter. A utility 


management. 


tenant meter meets this requirement. See Section C409 
for additional requirements for energy metering and energy consumption 


EXCEPTION: Dwelling units in other than Group R-2 multi-family and live/work units are not required to provide a separate electrical metering at 
each dwelling unit where electrical usage is metered separately for each of the following building end uses: 
1. Dwelling units. 
2. Sleeping units. 
3. Commercial kitchens. 
4. Central laundries. 


C405.7.1 Electric receptacles at dwelling unit gas appliances. Where 


dwelling unit appliances are served by natural gas, an electrical re- 


ceptacle or junction box and circuit shall be provided a 


t each gas ap- 


pliance with sufficient capacity to serve a future electric appliance 


in the same location. The receptacles and circuits shall 


be included 


in the electrical service load calculation and shall meet 


t the require- 


ments of items 


1 through 3 below. The receptacle or junc 


tion box for 


each gas appliance shall be located within 12 inches of 


the appliance 


and without obstructions between the appliance and 


the outlet. 


An 


electric recepi 


tacle is not required for 


a decorative gas fireplace. 


1. Each gas range, 


cooktop, or oven, or combination appliance, 


location shall 


be served by a dedicated 240/208-volt, 40-amp recepta- 


cle connected 


to the dwelling unit electric panel wit 


th a 3-conductor 
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branch circuit complying with 210.19(A) (3) of the NEC as adopted by 
Washington state and a minimum included load of 9600 VA for 240-volt 
systems or 8000 VA for 208-volt systems. 
2. Each gas clothes dryer location shall be served by a dedicated 
240/208-volt, 30-amp receptacle connected to the dwelling unit elec- 
tric panel with a 3-conductor branch circuit and a minimum included 
load of 5000 VA. 
3. The location of each gas domestic water heater installed with- 
in a dwelling unit shall be served by a dedicated 240/208-volt, 30-amp 
junction box connected to the dwelling unit electrical panel with a 3- 
conductor branch circuit and a minimum included load of 4500 VA. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40507, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 17-10-062, § 51-11C-40507, filed 
5/2/17, effective 6/2/17; WSR 16-13-089, § 51-11C-40507, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40507, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40507, filed 2/1/13, effective 7/1/13. ] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40508 Section C405.8—Electric motors. 


C405.8 Electric motor efficiency. All electric motors, fractional or 
otherwise, shall meet the minimum efficiency requirements of Tables 
C405.8(1) through C405.8(4) when tested and rated in accordance with 
DOE 10 C.F.R. 431. The efficiency shall be verified through certifica- 
tion under an approved certification program or, where no certifica- 
tion program exists, the equipment efficiency ratings shall be suppor- 
ted by data furnished by the motor manufacturer. 


EXCEPTION: The standards in this section shall not apply to the following exempt electric motors. 
1. Air-over electric motors. 
2. Components sets of an electric motor. 
3. Liquid-cooled electric motors. 
4. Submersible electric motors. 
5. Inverter-only electric motors. 


Fractional hp fan motors that are 1/12 hp or greater and less 
than 1 hp (based on output power) which are not covered by Tables 
C405.8(3) and C405.8(4) shall be electronically commutated motors or 
shall have a minimum motor efficiency of 70 percent when rated in ac- 
cordance with DOE 10 C.F.R. 431. These motors shall also have the 
means to adjust motor speed for either balancing or remote control. 
Belt-driven fans may use sheave adjustments for airflow balancing in 
lieu of a varying motor speed. 


EXCEPTIONS: 1. Motors that are an integral part of specialized process equipment. 
2. Where the motor is integral to a listed piece of equipment for which no complying motor has been approved. 
3. Motors used as a component of the equipment meeting the minimum efficiency requirements of Section C403.3.2 and Tables 
C403.3.2(1) through C403.3.2((G2))) (16) provided that the motor input is included when determining the equipment efficiency. 
4. Motors in the airstream within fan-coils and terminal units that operate only when providing heating to the space served. 
5. Fan motors that are not covered by Tables C405.8(1) through C405.8(4) and are used to power heat recovery ventilators, energy 
recovery ventilators, or local exhaust fans in Group R subject to the efficacy requirements of Section C403.8.4. 
6. Domestic clothes dryer booster fans, range hood exhaust fans, and domestic range booster fans that operate intermittently. 
7. Radon and contaminated soil exhaust fans. 
8. Group R heat recovery ventilator and energy recovery ventilator fans that are less than 400 cfm. 
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Minimum Nominal Full-load Efficiency for NEMA Design A, NEMA Design B 
and IEC Design N Motors (Excluding Fire Pump) Electric Motors at 60 


Hz2/) 
Nominal full-load efficiency (%) as of June 1, 2016 
Motor horn ow et 2 pole 4 pole 6 pole 8 pole 
(Standard kilowatt 

equivalent) Enclosed Open Enclosed Open Enclosed Open Enclosed Open 
1 (0.75) 77.0 77.0 85.5 85.5 82.5 82.5 75.5 TIS 
1.5 (1.1) 84.0 84.0 86.5 86.5 87.5 86.5 78.5 77.5 
2 (1.5) 85.5 85.5 86.5 86.5 88.5 87.5 84.0 86.5 
3 (2.2) 86.5 85.5 89.5 89.5 89.5 88.5 85.5 87.5 
5 (3.7) 88.5 86.5 89.5 89.5 89.5 89.5 86.5 88.5 
7.5 (5.5) 89.5 88.5 91.7 91.0 91.0 90.2 86.5 89.5 
10 (7.5) 90.2 89.5 91.7 91.7 91.0 91.7 89.5 90.2 
15 (11) 91.0 90.2 92.4 93.0 91.7 91.7 89.5 90.2 
20 (15) 91.0 91.0 93.0 93.0 91.7 92.4 90.2 91.0 
25 (18.5) 91.7 91.7 93.6 93.6 93.0 93.0 90.2 91.0 
30 (22) 91.7 91.7 93.6 94.1 93.0 93.6 91.7 91.7 
40 (30) 92.4 92.4 94.1 94.1 94.1 94.1 91.7 91.7 
50 (37) 93.0 93.0 94.5 94.5 94.1 94.1 92.4 92.4 
60 (45) 93.6 93.6 95.0 95.0 94.5 94.5 92.4 93.0 
75 (55) 93.6 93.6 95.4 95.0 94.5 94.5 93.6 94.1 
100 (75) 94.1 93.6 95.4 95.4 95.0 95.0 93.6 94.1 
125 (90) 95.0 94.1 95.4 95.4 95.0 95.0 94.1 94.1 
150 (110) 95.0 94.1 95.8 95.8 95.8 95.4 94.1 94.1 

200 (150) 95.4 95.0 96.2 95.8 95.8 95.4 94.5 94.1 

250 (186) 95.8 95.0 96.2 95.8 95.8 95.8 95.0 95.0 

300 (224) 95.8 95.4 96.2 95.8 95.8 95.8 

350 (261) 95.8 95.4 96.2 95.8 95.8 95.8 

400 (298) 95.8 95.8 96.2 95.8 

450 (336) 95.8 96.2 96.2 96.2 

500 (373) 95.8 96.2 96.2 96.2 

a Nominal efficiencies shall be established in accordance with DOE 10 C.F.R. 431. 


b For purposes of determining the required minimum nominal full-load efficiency of an electric motor that has a horsepower or kilowatt rating between two 


horsepower or two kilowatt ratings listed in this table, each such motor shall be deemed to have a listed horsepower or kilowatt rating, determined as 


follows: 


1. A horsepower at or above the midpoint between the two consecutive horsepowers shall be rounded up to the higher of the two horsepowers. 

2. A horsepower below the midpoint between the two consecutive horsepowers shall be rounded down to the lower of the two horsepowers. 

3. A kilowatt rating shall be directly converted from kilowatts to horsepower using the formula 1 kW = (1/0.746) horsepower. The conversion should be 
calculated to three significant decimal places, and the resulting horsepower shall be rounded in accordance with | or 2, whichever applies. 


Table C405.8 (2) 


Minimum Nominal Full-load Efficiency for NEMA Design C and IEC Design 
H Motors at 60 Hz?’> 


Nominal full-load efficiency (%) as of June 1, 2016 
Motor horsepower 
(Standard kilowatt equivalent) 4 pole 6 pole 8 pole 

Enclosed Open Enclosed Open Enclosed Open 
1 (0.75) 85.5 85.5 82.5 82.5 75.5 75.5 
1.5 (1.1) 86.5 86.5 87.5 86.5 78.5 77.5 
2 (1.5) 86.5 86.5 88.5 87.5 84.0 86.5 
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Nominal full-load efficiency (%) as of June 1, 2016 
Motor horsepower 4 pole 6 pole 8 pole 
(Standard kilowatt equivalent) 

Enclosed Open Enclosed Open Enclosed Open 

3 (2.2) 89.5 89.5 89.5 88.5 85.5 87.5 

5 (3.7) 89.5 89.5 89.5 89.5 86.5 88.5 

7.5 (5.5) 91.7 91.0 91.0 90.2 86.5 89.5 

10 (7.5) 91.7 91.7 91.0 91.7 89.5 90.2 

15 (11) 92.4 93.0 91.7 91.7 89.5 90.2 

20 (15) 93.0 93.0 91.7 92.4 90.2 91.0 

25 (18.5) 93.6 93.6 93.0 93.0 90.2 91.0 

30 (22) 93.6 94.1 93.0 93.6 91.7 91.7 

40 (30) 94.1 94.1 94.1 94.1 91.7 91.7 

50 (37) 94.5 94.5 94.1 94.1 92.4 92.4 

60 (45) 95.0 95.0 94.5 94.5 92.4 93.0 

75 (55) 95.4 95.0 94.5 94.5 93.6 94.1 

100 (75) 95.4 95.4 95.0 95.0 93.6 94.1 

125 (90) 95.4 95.4 95.0 95.0 94.1 94.1 

150 (110) 95.8 95.8 95.8 95.4 94.1 94.1 

200 (150) 96.2 95.8 95.8 95.4 94.5 94.1 

NR - No requirement. 
a Nominal efficiencies shall be established in accordance with DOE 10 C.F.R. 431. 
b For purposes of determining the required minimum nominal full-load efficiency of an electric motor that has a horsepower or kilowatt rating between two 


horsepower or two kilowatt ratings listed in this table, each such motor shall be deemed to have a listed horsepower or kilowatt rating, determined as 
follows: 

1. A horsepower at or above the midpoint between the two consecutive horsepowers shall be rounded up to the higher of the two horsepowers. 

2. A horsepower below the midpoint between the two consecutive horsepowers shall be rounded down to the lower of the two horsepowers. 

3. A kilowatt rating shall be directly converted from kilowatts to horsepower using the formula 1 kW = (1/0.746) horsepower. The conversion should be 
calculated to three significant decimal places, and the resulting horsepower shall be rounded in accordance with | or 2, whichever applies. 


Table C405.8(3) 
Minimum Average Full Load Efficiency 


for Polyphase Small Electric Motors? 


OPEN MOTORS 
NUMBER OF POLES 
==> 2 4 6 
SYNCHRONOUS 
SPEED (RPM) ==> 3600 1800 1200 
MOTOR HORSEPOWER Y 
0.25 65.6 69.5 67.5 
0.33 69.5 73.4 71.4 
0.50 73.4 78.2 75.3 
0.75 76.8 81.1 81.7 
1 77.0 83.5 82.5 
1.5 84.0 86.5 83.8 
2 85.5 86.5 N/A 
3 85.5 86.9 N/A 


a Average full load efficiencies shall be established in 
accordance with 10 C.F.R. 431. 


Table C405.8(4) 
Minimum Average Full Load Efficiency 
For Capacitor-start Capacitor-run 
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and Capacitor-start Induction-run 
Small Electric Motors? 


OPEN MOTORS 
NUMBER OF POLES 
==> 2 4 6 
SYNCHRONOUS 
SPEED (RPM) ==> 3600 1800 1200 
MOTOR HORSEPOWER Y 
0.25 66.6 68.5 62.2 
0.33 70.5 72.4 66.6 
0.50 72.4 76.2 76.2 
0.75 76.2 81.8 80.2 
1 80.4 82.6 81.1 
1.5 81.5 83.8 N/A 
2 82.9 84.5 N/A 
3 84.1 N/A N/A 


a Average full load efficiencies shall be established in 
accordance with 10 C.F.R. 431. 


[Statutory Authority 


RCW. WSR 20-21-080, $ 51-1 


Statutory Authority: 


fective 7/1/13.] 


tive 7/1/20. Statutory Aut 
19.27.074. WSR 16-03-072, S 51-11C-40508, f£ 
7/1/16. Statutory Authority: 
19.27 and 34.05 RCW. WSR 13-04-056, 


: RCW 19.27A.025, 


1C-40508, fi 
RCW 19.27A.020, 


19.27A.045 and chapter 19.27 
led 10/19/20, 
19.27A.025, 


effective 2/1/21. 


19.27A.160 and chap- 


thority: RCW 


19.27A.025, 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-40508, filed 11/26/19, effec- 


19.27A.160, and 


RCW 19.27A.020, 


iled 1/1 


9/16, effective 


19.27A.025 and chapters 


AMENDATORY SECTION (Amending WSR 19-24-040, 


7/1/20) 


S 51-11C-40508, 


filed 1 


filed 2/1/13, ef- 


1/26/19, effective 


WAC 51-11C-40509 Section C405.9—Vertical and horizontal trans- 


portation systems. 


C405.9 Vertical and horizontal transportation systems and equipment. 


Vertical and horizonti 
comply with this sec 


tion. 


C405.9.1 Elevator cabs. For 


including signals and displays, 


sum of the watts shall be no 


fans in elevators that do no 
shall not consume more than 


of the fan. Controls 


tion fans and lighting systems when 
pied and with its doors cl 


C405.9.2 Escalators and moving walks. 


shall be provided that will d 
the elevator is stopped, unoccu- 
losed for over 15 minutes. 


tal transport 


the luminaires 


tation systems and equipment shall 


in each elevator cab, not 
the sum of the lumens divided by the 
less than 35 lumens per watt. Ventilation 
t have their own air conditioning system 
0.33 watts/cfm at the maximum rated speed 


nergize ventila- 


Escalators and moving walks 


shall comply with ASME A17.1/CSA B44 and shall have automatic controls 


( (ceon#ticgurecdte)) that reduce speed 


speed in accordance with ASME A17.1/CSA B44 
cal code when not conveying passengers. 
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EXCEPTION: A variable voltage drive system that reduces operating voltage in response to light loading conditions ((may)) is allowed to be provided 
in ((płaee)) lieu of the variable speed function. 


C405.9.2.1 ( (Regenerative drive Aneseatateos designed 6} {ser or oHe- 
way—down operation only or for reversible operation shalt havea vari 
able _frequeney regenerative drive that_suppleseclectricat enecregyte 
khe breike ctre systern wher th scaletor—+s—hoadedwith pas- 
sengers_whese—_combined weightexceeds_/50 -peunds—)) Energy recovery. 
Escalators shall be designed to recover electrical energy when resist- 


ing overspeed in the down direction. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40509, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40509, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40509, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40510 Section C405.10—Controlled receptacles. 
C405.10 ((Centreited)) Automatic receptacle((s)) control. ( (At—+east 


ot each aRreentretted receptacte.—e eRe receptacles shaH—be—~s 
by; fferentieted from standard reeeptactes and shatit be-econtroetted 
By one ofthe folowing atteomatie eontret deviees: 

An—eceupantsenser that turns _ receptacte_- power off when ne—ee 


eupants have been detected fora Fe PUR £20 set Hes 
2. fw +ime-ef- day operat eontret device that turns reeeptacte 
power off eat specifice programmed timesancde 


ty — fereach day eof the week._-—Fheeconteot deviee shahtt beeonfigu 
previde—an saan sehedute—_fer each _pertien of the buitding ne 
4 <2 


$ 
O 
IJ 
h 


The following shall have automatic receptacle control complying with 
Section C405.10.1 


1. At least 50 percent of all 125V, 15- and 20-amp receptacles 
installed in enclosed offices, conference rooms, rooms used primarily 


for copy or print functions, breakrooms, classrooms and individual 
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workstations, including those installed in modular partitions and mod- 
ule office workstation systems. 

2. At least 50 percent of branch circuit feeders installed for 
modular furniture not shown on the construction documents. 


C405.10.1 Automatic receptacle control function. Automatic receptacle 
controls shall comply with the following: 
1. Either split controlled receptacles shall be provided with the 
top receptacle controlled, or a controlled receptacle shall be located 
within 12 inches (304.8 mm) of each uncontrolled receptacle. 
2. One of the following methods shall be used to provide control: 
2.1. A scheduled basis using a time-of-day operated control de- 
vice that turns receptacle power off at specific programmed times and 
can be programmed separately for each day of the week. The control de- 


vice shall be configured to provide an independent schedule for each 
ortion of the building of not more than 5,000 square feet (464.5 m? 


and not more than one floor. The occupant shall be able to manually 


override an area for not more than 2 hours. Any individual override 
switch shall control the receptacles of not more than 5,000 feet (1524 


m). 


2.2. An occupant sensor control that shall turn off receptacles 


within 20 minutes of all occupants leaving a space. 
2.3. An automated signal from another control or alarm system 


fa 


that shall turn off receptacles within 20 minutes after determinin 

that the local area is unoccupied. 
3. All controlled receptacles shall be permanently marked in ac- 

cordance with NFPA 70 and be uniformly distributed throughout the 


space. 
4. Plug-in devices shall not comply. 
EXCEPTION: Automatic receptacle controls are not required for the following: 


1. Receptacles specifically designated for equipment requiring continuous operation (24 hours per day, 365 days per year). 

2. Spaces where an automatic control would endanger the safety or security of the room or building occupants. 

3. Within a single modular office workstation, noncontrolled receptacles are permitted to be located more than 12 inches (304.8 mm), 
but not more than 72 inches (1828 mm) from the controlled receptacles serving that workstation. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40510, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40510, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40510, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40511 Section C405.11—Voltage drop ((in—£feeders—and 
branch—cireuits) ). 


C405.11 Voltage drop ((in—feeders—and branch—eireuits)). The total 
voltage drop across the combination of ( (feeders—and branch _ecireuits) ) 
customer-owned service conductors, feeder conductors and branch cir- 
cuit conductors shall not exceed five percent. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40511, filed 10/19/20, effective 2/1/21. 
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Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and Chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40511, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40511, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40511, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40511, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40512 Section C405.12—((Hleetriecal_commissioning-) ) 


Alternating current-output uninterruptible power supplies (AC-output 
UPS). 


shat} be—commissioned in eaceordaneei with Section 6408) ) AC-output UPS 
systems serving a computer room shall meet or exceed the calculation 


and testing requirements identified in ENERGY STAR Program Reguire- 
ments for Uninterruptible Power Supplies (UPSs) - Eligibility Criteria 


Version 2.0. 
EXCEPTION: AC-output UPC that utilizes standardized NEMA-1-15P or NEMA 5-15P input plug, as specified in ANSI/NEMA WD 6. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40512, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40512, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40512, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40513 ((Reserved-)) Section C405.13—Electrical com- 
missioning. 


C405.13 Commissioning. Controlled receptacles and lighting systems 
shall be commissioned in accordance with Section C408. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40513, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40513, filed 2/1/13, 
effective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40600 Section C406—Efficiency ((paekages)) and load 
management measures. 


C406.1 Additional energy efficiency and load management measures cred- 
it requirements. The project as defined in the building permit shall 
meet the following requirements as applicable: 

1. New buildings ((aRé)), changes in space conditioning category, 
change of occupancy group, and building additions in accordance with 
Chapter 5 shall comply with sufficient ((paekages)) measures from 
( (Pabte—C406-4+)) Section C406.2 so as to achieve ((a@)) the minimum 
number of ((6)) required efficiency credits ( (~Bech-erea shalt be-pet- 

: = EEF: 5 ‘ded ali 


Table C406.1. 
2. New buildings greater than 5000 gross square feet of floor 
area shall comply with sufficient measures from Section C406.3 so as 
to achieve the minimum number of required load management credits 
shown in Table C406.1. 
3. Tenant spaces shall comply in accordance with Section 
C406.1.1. 
4. Projects using discrete area credit weighting shall comply in 
accordance with Section C406.1.2. 
EXCEPTIONS: 1. Low energy spaces in accordance with Section C402.1.1.1 ((and)), equipment buildings in accordance with Section C402.1.2 
((shaH)), unconditioned spaces, open parking garages, and enclosed parking garages that comply with sufficient ((packages)) measures 
from Table ((€406+)) C406.2 to achieve a minimum ((sumber-ef3)) of 50 percent of the efficiency credits required for new 
construction. Such projects shall be exempt from the load management requirements in Table C406. 1. 
2. Building additions that have less than 1,000 square feet of conditioned floor area ((shaH)) that comply with sufficient ((packages)) 
measures from Table ((€406-+)) C406.2 to achieve a minimum ((aember-ef3)) of 50 percent of the efficiency credits required for 


additions. 
3. Warehouses are exempt from the load management credit requirements in Table C406.1. 


Table C406.1 
( (B£EfieieneyPackageCredits) ) 
Energy Measure Credit Requirements 


z jal Buildine © 
((GCedeSection Greup-R-1 | Group R-2 | GreupB Grop Œ Group M Al Other 
\ dditional Effiel Credi 
+ More efficient HVAC 20 30 3.0 20 40 20 
Seetion 6406.2 
2Reduced lighting power: +0 +0 20 20 30 20 
Section €406.34 
3-Reducedtighting power: 20 3.0 40 40 6.0 40 
Seetten- €4063.24 
accordance with Section C4064 
5—On-site-supph-efrenewable 30 3.0 30 30 30 30 
: zy 
C4065 
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(Code Seetion GroupR-+ | GreupR2 Group Groupe GroupM | Ad Other 

6, Dedicated outdoor air system 4.0 4.0 4.0 NA NA 49 
49 49 49 

NA NA 8.0 

NA NA NA 

3.0 3.0 4.0 

+9 +9 +9 

NA 3-0 5-0(Group 

AZ only) 


ith Sections C4021-1 and C4021 2 do net qualify 


Occupancy Group 


credit requirement 


Required Credits for Projects Section Group | Group | Group | Group | Group All 
R-1 R-2 B E M Other 
New building energy efficiency credit C406.2 54 41 42 48 74 49 
requirement 
Building additions energy efficiency C406.2 27 20 21 23 36 21 


If proposal 21-GP-136 is not included in the final adoption, then repla 


ce the two rows above with the following two rows: 


New building energy efficiency credit C406.2 68 80 48 55 84 49 
requirement 
Building additions energy efficiency C406.2 33 40 24 27 41 24 
credit requirement 
New building load management credit C406.3 12 15 27 15 13 26 
requirement 
C406.1.1 Tenant spaces. An initial tenant improvement shall comply 
with sufficient ((paeckages)) measures from Table ((€406.4)) C406.2 to 


achieve a minimum 


( (numberof six) ) 


of efficiency credits required in 


Ov 


Table C406.1 and are n 
its. In (( Jdings) ) 


444 
tt 


projects with multiple 


Ls 
ant space is permitted 


to apply for different 


provided the weighted 


average of all areas in 


ts)) in Table C406.1. 


th 
comply with the overall efficiency credit requirement 


Whole building or addii 


required to achieve any load management cred- 
tenant spaces, 


each ten- 
measures 
ng) ) project 
( (fox -sixered- 


( (packages) ) 
( (batted 


io 5 


444 
tt 


tion energy credits shall 


be alloca 


ted to tenant spaces in accordance wit 


th Sections C406.1.1.1 


and C406.1.1.2. 
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EXCEPTIONS: 1. An initial tenant improvement where the core and shell building complied via Section C407 in 2018 or later edition of the Washington 


State Energy Code. 
2. Previously occupied tenant spaces in existing buildings that comply with this code in accordance with Section C501. 


C406.1.1.1 Applicable envelope ((and—en-site)), renewable and elevator 
energy credits. Where an entire building or building addition complies 
with Section ((€406.5,-—€466-10-6+4466-#4)) ©406.2.4, C406.2.9 
C406.2.10, or C406.2.14, under an initial tenant improvement permit, 
tenant spaces within the building qualify for the number of credits 
assigned to the occupancy ((#ype)) group of the tenant space in ac- 
cordance with Table ((€406-4+)) C406.2. Where prior energy credits were 
achieved under the 2018 Washington State Energy Code, they shall be 
multiplied by 6 for applicability to this code. 


C406.1.1.2 Applicable HVAC and service water heating credits. Where 
HVAC and service water heating systems and services are installed and 
comply with Section ( (€406.2-6+€406-8)) C406.2.4, C406.2.9, 

C406.2.10, or C406.2.14 under an initial tenant improvement permit, 
those systems and services shall be considered a part of the tenant 
space. Tenant spaces qualify for the credits assigned to the occupancy 
((4y~pe)) group of the tenant space in accordance with Table ((€406-+4) ) 
C406.2 if the tenant space includes the distribution system and equip- 
ment that the central HVAC systems or service water heating systems 
were designed to support. 

((EXCEPTION: evioush occupied tenant spaces 


C406.1.2 Discrete area-weighted project compliance. Discrete building 
areas shall be permitted to select different packages of measures pro- 
vided that the whole project complies with both the energy and load 

management credit requirements. Compliance shall be determined as fol- 
lows: 


1. Project credit requirement shall be the individual occupancy 
group requirements from Table C406.1 for each discrete area weighted 
by discrete area conditioned floor area. Where one occupancy group is 
less than 10 percent of the floor area of the project, use the primary 
occupancy group for all credits. 

2. Determine th nergy and load management credits achieved for 
each discrete area based on its occupancy group. Wher nvelope or 
lighting power credits in Section C406.2.3.1, C406.2.3.2, or 
C406.2.3.12 are used, the lighting power or envelope UA percentage re- 
duction shall be calculated for the project as a whole to determine 
achieved credits. 

3. Determine total project credits achieved by weighting individ- 
ual discrete area credits by discrete area conditioned floor area. 

4. A project complies when both energy and load management cred- 
its are equal to or greater than the weighted project requirement. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40600, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40600, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40600, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40600, filed 2/1/13, ef- 
fective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40602 E pa ace Reserved. 


€406.2.2 Minimum—equipmentefficieney.—_aui nt—shalt exececd the—min- 
jp ej fietesey peed remests sted i4_ Pabtes—6462-3 444+ 4 s1ug8 
64933.414412)'y_1-pereent,_in_additicn_‘te—the_‘requirements—_of Section 
CO3 Where multipte performance requirements are previded,—th quip- 
ment—shal} exeeed alt requirements _ by 15 percert 


EXCEP HONS: -Equipmen hatistareerthan he-ma imumeapacity ange indies FE WRAP SCREEN tarong 


cC406-2-3 Minimum fan efficiency- Stand-aterne—_suppiy, return and ex-= 
haust— fans—designed _fereperating with meters—ever_750 watts—_tt Fe} 
sha have—a_ fan _efficicney gradeof neottess than FEC—}1 as—defined 
fH AMCA 205 _ Pre tetas fficieneyof the fan—at_thedesign—peint—ef 
eperatieon shalt be—within—_}0 percentage peimnts—_ef either the maximum 
Fe fa fficieney of the fan or the _static_efficieney eof the‘ fan-) ) 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40602, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40602, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 192277. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-13-089, § 51-11C-40602, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40602, filed 
1/19/16, effective 7/1/16.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40603 ( (Seetion-€406-3—ŁPA optiom-)) Reserved. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40603, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40603, fil ed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, $ 51-11C-40603, filed 1/19/16, areeeriue 
7/1/16.) 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40604 ( (Seetieon C4064 _Lighting—_econtreis—_optieon-) ) 


Reserved. 


( (406.4 Enhanced digital fighting eontreis Ne tess =hes 90 ¢erecest 
ofthe tetat issta q—interior ticshting power within—the—_whete— brih 
jng,—buitidingadditicen—_er tenant _space_shatit_eompiyiwith -Section 
640444. 
6406.41 Lighting controls function interior tighting sha be—teca— 
ted,—_seheditiedandeperated in acco rdance with- section M52 arg 
shalt _be—-configured with the fohHewihng—erhanced—corntrol functions: 

jus h be—conf+g 4 E g= 

is A - 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-40604, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40604, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40605 ( (Seetion—€406.5—On-site renewable- energy op- 
tien-)) Reserved. 


( ( 4o66- OF S 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40605, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40605, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40605, filed 
1/19/16, effective 7/1/16.] 

AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 


2/1/21) 


€406.6—DOAS—optien.)) Reserved. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40606, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40606, fil ed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40606, filed 1/19/16, Eroe S 
7/1/16.] 


AMENDATORY SECTION 
7/1/20) 


(Amending WSR 19-24-040, filed 11/26/19, effective 


WAC 51-11C-40607 ( (Seetien—€406~-}_High performance dedicated 
eutdeor—air_system—option—)) Reserved. 


nena 7 High- Por rormenoe ce core outdoor air Syo tem TPAS) A NEE 


( 

builiding,—buiiding—additiecn e+ tenant space —whieh—_iretides—a Boas—eom= 
piying with Section 64066 sha atse—previde—inimunsensib ffee= 
fivesess_of heat recoyery ef 80—percent aad $oAS $oeab combined fas 
power less _than—_O 5 _H/etm of outdoor air. Fer the purcese of this see- 
tion, ots eerbieed fan eowesjretides—att spe exhaust, recireu- 
lation andother_ fans _ttitized forthe purpese of ventiteticon-) ) 
[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40607, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-40607, filed 
12/6/16, effective 5/1/17. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40607, filed 
1/19/16, effective 7/1/16.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40608 ( (Seetion—€406.8—_-Service water heating op- 
tien-)) Reserved. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-40608, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27A and 19.27 RCW. WSR 19-02-089, § 51-11C-40608, filed 
1/2/19, effective 7/1/19. Statutory Authority: RCW 19.27A.025, 
19.27A.045, 19.27A.160, and 19.27.074. WSR 16-13-089, § 51-11C-40608, 
filed 6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-40608, filed 
1/19/16, effective 7/1/16.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40609 ((Seetion-€406-9—High- performance- service wa- 
eee ANN Reserved. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40609, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40609, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


( (€4906.10 Enhanced envelope performance — The Proposed- fota UA cf th 
therma esyetose—_o = heehee te eH ag es sg edict 68 sha p 
J5 percept hore — thar =he Ah owe Toeta A Fon aona Hee 
configuration and fenestration arcea in accordance with -Section 
C40?1.5—and Fovatien 4-27-) ) 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40610, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40611 ( (Seetion€406.11 Air infiltration _optiecen-) ) 


Reserved. 


S > Ci © > A i 
Pa}, —witth_the—_eateuteted -surfacearea being the sum of the—abeve—and 
below grade buiticding—ernretope.A report thoat inchedes—the tested sur= 
face crer hor aore a re bare, Stesies eve—qeade,—and _teakag 
¥ates—shalt be submitted te the ecedeoffieciat and heb eng ewner 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, $ 51-11C-40611, filed 11/26/19, effec- 
tive 7/1/20.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40612 ( (Seetioen €406.12Commereiali _kitehen—option-) ) 
Reserved. 


( (€406.12 Enhanced eommercial kitchen equipment- Foxrbuitdings—or 
areas—desi qas—Geeps 4-4, feci j 
nay h 


S4 Fm dh a aa | 
gheat 
Eyee—invetves_ thease _ofaeommeretalt—$4 ehen with at ast—one—g or 
jectppe fpyes,—a feve.s di sawasheres,_stear_eeoke+s—anc evens shalt 
comedy tha ofthe following: 
Achieve—_the—enererstar_lLabet in accordance with the specifica- 

E+ens—ecurrentas—_ef _fanntaryt+,2648 

2.8 asta qd—prior—to—h ssitance—of the certificate of occu 
paney 

3._ Haste $e ot a i fied ode rumber sted 6h $he—ees= 
struction decuments submitted _fer permitting) ) 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40612, filed 11/26/19, effec- 
tive 7/1/20.] 


NEW SECTION 


WAC 51-11C-40620 Section C406.2—Additional energy efficiency 
credit measures. 


C406.2 Additional energy efficiency credit measures. Each energy effi- 
ciency credit measure used to meet credit requirements for the project 
shall include efficiency that is greater than the energy efficiency 
required for the building type and configuration requirements in Sec- 
tions C402 through C405. Measures installed in the project that meet 
the requirements in Sections C406.2.1 through C406.2.14 shall achieve 
the credits listed for the measure and occupancy group in Table C406.2 
or where calculations required by Sections C406.2.1 through C406.2.14 
create or modify the table credits, the credits achieved shal be 
based upon the section calculations. 


Table C406.2 
Efficiency Measure Credits 


5 Occupancy Group 
Measure Title Applicable 
Section Group | Group | Group | Group | Group All 
R-1 R-2 B E M Other 
1. Dwelling unit HVAC control C406.2.1 NA 7 NA NA NA NA 
2. Improved HVAC TSPR?# C406.2.2.1 NA 8 11 17 22 NA 
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; Occupancy Group 
: Applicable 
Measure Title Section Group | Group | Group | Group | Group All 
R-1 R-2 B E M Other 
3. Improve cooling and fan efficiency C406.2.2.2 2 2 3 4 3 2 
4. Improve heating efficiency C406.2.2.3 2 3 3 10 16 7 
5. Improved low-carbon district energy C406.2.2.4 3 3 4 11 17 8 
system (10% better) 
6. Improved low-carbon district energy C406.2.2.5 9 10 12 33 52 24 
system (20% better)? 
7. High performance DOAS C406.2.2.6 31 31 21 39 40 21/ 
(A) 40° 
8. Fault detection & diagnostics (FDD) C406.2.2.7 2 2 6 9 4 
9. 10% reduced lighting power C406.2.3.1 4 18 16 20 15 
10. 20% reduced lighting power4 C406.2.3.2 13 8 36 32 40 29 
11. Lamp efficacy improvement C406.2.3.3 5 6 NA NA NA NA 
12. Residential lighting control C406.2.4.1 NA 8 NA NA NA NA 
13. Enhanced lighting control C406.2.4.2 1 1 6 6 11 6 
14. Renewable energy C406.2.5 7 12 13 13 10 11 
15. Shower drain heat recovery C406.2.6.1 9 30 NA 3 NA NA 
16. Service water heat recovery C406.2.6.2 35 111 13 14 (Grocery)| NA 
41° 
17. Heat pump water heating C406.2.6.3 81 261 17 33 (Grocery)| (A-2) 
95° 95f 

18. Heat trace system C406.2.7.1 6 13 4 1 NA 6 
19. Point of use water heater C406.2.7.2 NA NA 19 5 NA NA 
20. Service hot water distribution right C406.2.8 13 42 NA NA NA NA 
sizing 
21. High performance service hot water C406.2.9 6 13 4 1 NA 6 
temperature maintenance system 
22. High efficiency service hot water C406.2.10 3 6 2 1 NA 4 
circulation system 
23. Low flow residential showerheads C406.2.11 3 3 NA NA NA NA 
24. Enhanced envelope performance C406.2.12 24 20 13 5 19 14 
25. Base reduced air leakage® C406.2.13.2 29 24 6 3 9 11 
26. Enhanced reduced air leakage® C406.2.13.3 53 44 ll 5 16 20 
27. Enhanced commercial kitchen C406.2.14 30h 18h 18! 30h 30h 34h 
equipment 
28. Enhanced residential kitchen C406.2.15 12 19 NA NA NA NA 
equipment 
29. Enhanced residential laundry C406.2.16 NA 6 NA NA NA NA 
equipment 
30. Heat pump clothes dryers C406.2.17 6 6 NA NA NA NA 
31. Efficient elevator equipment C406.2.18 3 5 5 5 4 4 
a Projects using Item 2 shall not use Items 3 through 5. 
b Projects using C406.2.2.5 shall not use C406.2.2.4. 
¢ For C406.2.2.6, occupancy Group A achieves 40 credits while other occupancy groups within the "all other" category achieve 21 credits. 
d Projects using C406.2.3.2 shall not use C406.2.3.1. 


Service water heat recovery and heat pump water heating are available in Group M only for grocery stores larger than 10,000 ft. Large mixed retail with 
full grocery and butcher sections shall achieve half the credits. This credit is not available where refrigeration recovery to heat service hot water is used to 
meet the requirements of Section C403.9.2.3. 

Heat pump water heating efficiency credits are available in the "all other" category only for Group A-2. 

Buildings or building areas that are exempt from the thermal envelope requirements in accordance with Sections C402.1.1 and C402.1.2, do not qualify 
for this package. 


GQ ob 
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h Additional energy efficiency credits, up to the maximum shown in Table C406.2, shall be calculated according to Section C406.2.11. 


[] 


NEW SECTION 


WAC 51-11C-40621 Section C406.2.1—Dwelling unit HVAC measures. 


C406.2.1 Dwelling unit HVAC controls. HVAC systems serving dwelling 
units or sleeping units shall be controlled with a programmable ther- 
mostat that is configured to automatically activate a setback condi- 
tion of at least 5°F (3°C) for both heating and cooling. The program- 
mable thermostat shall be configured to provide setback during occu- 
pied sleep periods. The unoccupied setback mode shall be configured to 
operate in conjunction with one of the following: 

1. A manual main control device by each dwelling unit main en- 
trance that initiates setback for all HVAC units in the dwelling unit 
and is clearly identified as "Heating/Cooling Master Setback." 

2. Occupancy sensors in each room of the dwelling unit combined 
with a door switch to initiate setback for all HVAC units in the 
dwelling within 20 minutes of all spaces being vacant immediately fol- 
lowing a door switch operation. Where separate room HVAC units are 
used, an individual occupancy sensor on each unit that is configured 
to provide setback shall meet this requirement. 

3. An advanced learning thermostat that senses occupant presence 
and automatically creates a schedule for occupancy and provides a dy- 
namic setback schedule based on when the spaces are generally unoccu- 
pied. 


4. An automated control and sensing system that uses geographic 
sensing connected to the dwelling unit occupants' cell phones and ini- 
tiates the setback condition when all occupants are away from the 
building. 


[] 


NEW SECTION 


WAC 51-11C-40622 Section C406.2.2—HVAC measures. C406.2.2 More 
efficient HVAC system performance. All heating and cooling systems 
shall meet the minimum requirements of Section C403 and efficiency im- 
provements shall be referenced to the minimum efficiency requirements 
listed in the tables in Section C403.3.2. Where multiple efficiency 
requirements are listed, equipment shall meet the seasonal efficien- 
cies including SEER, EER/IEER, IPLV or AFUE. Equipment that is larger 
than the maximum capacity range indicated in the tables in Section 
C403.3.2 shall utilize the values listed for the largest capacity 
equipment for the associated equipment type shown in the table. Where 
multiple individual heating or cooling systems serve the project, the 
improvement shall be the weighted average improvement based on indi- 
vidual system capacity. 
For occupancies and systems required to comply with Section 
C403.1.1, credits are permitted to be achieved by meeting the require- 
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ments of Section C406.2.2.1. Other systems are permitted to achieve 
credits by meeting the requirements of either: 
1. Section C406.2.2.2, More efficient HVAC equipment cooling and 
fan performance. 
2. Section C406.2.2.3, More efficient HVAC equipment heating per- 
formance. 
3. Section C406.2.2.4, High performance dedicated outdoor air 
system (DOAS). 
4. Any combination of Sections C406.2.2.2, C406.2.2.3, and 
C406.2.2.4. 
In addition, energy credits are permitted to be achieved for Sec- 
tion C406.2.2.7, Fault detection and diagnostics, where not otherwise 
required by Section C403.2.3 or C403.6.10(15). 


C406.2.2.1 Improved HVAC TSPR. For systems required to comply with 
Section C403.1.1, the HVAC TSPR shall exceed the minimum requirement 
by five percent. If improvement is greater, the credits in Table 
C406.2 are permitted to be prorated up to a 20 percent improvement. 


C406.2.2.2 More efficient HVAC equipment cooling and fan performance. 
No less than 90 percent of the total HVAC capacity serving the total 
conditioned floor area of the entire building, building addition or 
tenant space in accordance with Section C406.1.1 shall comply with 
Sections C406.2.2.2.1 through C406.2.2.2.3. Where individual equipment 
efficiencies vary, weigh them based on capacity. 


C406.2.2.2.1 HVAC system selection. Equipment installed shall be types 
that are listed in the tables in Section C403.3.2. 


C406.2.2.2.2 Cooling equipment efficiency. Equipment shall exceed the 
minimum cooling efficiency requirements listed in the tables in Sec- 
tion C403.3.2 by at least 5 percent. Where equipment exceeds the mini- 
mum annual cooling efficiency and heat rejection efficiency require- 
ments by more than 5 percent, energy efficiency credits for cooling 
shall be determined using Equation 4-15, rounded to the nearest whole 
number. 


(Equation 4-15) 


EECygc = EEC E —— 
— x en 
HEC 5 0.05 
Where: 
EECyeEc = Energy efficiency credits for 
cooling efficiency improvement. 
EEC; = Section C406.2.2.2 credits from 
Table C406.2. 
CEI = The lesser of the improvement 


above minimum cooling 
efficiency requirements, 
minimum heat rejection 
efficiency requirements, or 20 
percent (0.20). Where cooling 
efficiency varies by system, use 
the capacity weighted average 
efficiency improvement for all 
cooling equipment combined. 
The CEI expressed as a fraction 
shall be determined one of the 
following ways: 
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For metrics that increase as 
efficiency increases, CEI shall 
be calculated as follows: 


CMpes 
CEI =—— -1 
CMyin 


For metrics that decrease as 
efficiency increases, CEI shall be 
calculated as follows: 


CM 
cer =— "" _ ] 
CMpes 


Where: 


CMpkgs = Design cooling efficiency 
metric, part-load or annualized 
where available. 


CMMIN = Minimun required cooling 
efficiency metric, part-load or 
annualized where available from 
Section C403.3.2. 


For data centers using ASHRAE 
90.4, CEI shall be calculated as 
follows: 


AMLCyax 


CEI =——— 
AMLCpEs 


Where: 


AMLCpEs =  As-designed annualized 
mechanical load component 
calculated in accordance with 
ASHRAE 90.4 Section 6.5. 


AMLCmax = Maximum annualized 
mechanical load component 
from ASHRAE 90.4 Table 6.5. 


C406.2.2.2.3 Minimum fan efficiency. Where fan energy is not included 
in packaged equipment rating or it is and the fan size has been in- 
creased from the as-rated equipment condition, fan power or horsepower 
shall be less than 95 percent of the allowed fan power in Section 
C403.8.1. 


C406.2.2.3 More efficient HVAC equipment heating performance. No less 
than 90 percent of the total HVAC capacity serving the total condi- 
tioned floor area of the entire building, building addition or tenant 
space in accordance with Section C406.1.1 shall comply with Sections 
C406.2.2.3.1 through C406.2.2.3.2. 


C406.2.2.3.1 HVAC system selection. Equipment installed shall be types 
that are listed in the tables in Section C403.3.2. Electric resistance 
heating shall be limited to 20 percent of system capacity, with the 
exception of heat pump supplemental heating. 


C406.2.2.3.2 Heating equipment efficiency. Equipment shall exceed the 
minimum heating efficiency requirements of the tables in Section 
C403.3.2 by at least 5 percent. Where equipment exceeds the minimum 
annual heating efficiency requirements by more than 5 percent, energy 
efficiency credits for heating shall be determined using Equation 
4-16, rounded to the nearest whole number. 
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(Equation 4-16) 
HEI — 0.05 


= x 
EECyen = EEC; x |1 + — re 


Where: 


EECHEH = _ Energy efficiency credits for 
heating efficiency improvement. 


EEC; = Section C406.2.2.2 credits from 
Table C406.2. 


HEI = The lesser of the improvement 
above minimum heating 
efficiency requirements or 20 
percent (0.20). Where heating 
efficiency varies by system, use 
the capacity weighted average 
percentage for all heating 
equipment combined. For 
metrics that increase as 
efficiency increases, HEI shall 
be calculated as follows: 


HMopr 
HEI = eee -1 
HMmn 


Where: 


HMpes = Design heating efficiency 
metric, part-load or annualized 
where available. 


HMmin = Minimum required heating 
efficiency metric, part-load or 
annualized where available from 
Section C403.3.2. 


EXCEPTION: In low energy spaces complying with Section C402.1.1 and semi-heated spaces complying with Section C402.1.1.2, no less than 90 
percent of the installed heating capacity is provided by electric infrared or gas-fired radiant heating equipment for localized heating 
applications. Such spaces shall achieve credits for EECs. 


C406.2.2.4 Improved low-carbon district energy systems (10 percent 
better). Not less than 90 percent of the annual service hot water and 
space heating load, or not less than 90 percent of the annual service 
hot water, space heating, and space cooling load shall meet the crite- 
ria of Section C406.2.2.4.1 or C406.2.2.4.2. 
Documentation for the low-carbon district system that is opera- 
tional prior to the final inspection shall be provided to demonstrate 
that the definition as modified in Section C406.2.2.4.1 or 
C406.2.2.4.2 of low-carbon district energy exchange system is satis- 
fied. 


C406.2.2.4.1 Improved low-carbon district energy exchange systems (10 
percent better). Low-carbon district energy exchange systems must dem- 
onstrate the following: 

1. Forty-five percent of the annual district-system-net-load-met 
(sum of heating and cooling energy provided to attached buildings) 
comes from heat recovery between connected buildings, waste heat, or 
renewabl nergy resources; and 

2. No more than 25 percent of the annual heat input to the system 
comes from fossil fuel or electric-resistance sources. 


C406.2.2.4.2 Improved low-carbon district energy heating and cooling 
or heating only systems (10 percent better). Distribution losses must 
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be accounted for and may not exceed 5 percent of the annual load de- 
livered to buildings served by the system. Low-carbon district energy 
heating and cooling or heating only systems must demonstrate the fol- 
lowing: 

1. Forty-five percent of the annual district-system-net-load-met 
(sum of heating and cooling energy provided to attached buildings) 
comes from heat recovery between connected buildings, waste heat, or 
renewabl nergy resources and no more than 25 percent of the annual 
heat input to the system comes from fossil fuel or electric-resistance 
sources; or 
2. No more than 10 percent of the system annual heat input to the 
system comes from fossil fuels or electric-resistance sources. The re- 
maining annual heat input must be provided using heat pump technology 
with a minimum annual operating COP of 3.0. 


C406.2.2.5 Improved low-carbon district energy systems (20 percent 
better). Not less than 90 percent of the annual service hot water and 
space heating load, or not less than 90 percent of the annual service 
hot water, space heating, and space cooling load shall meet the crite- 
ria of Section C406.2.2.5.1 or C406.2.2.5.2. 
Documentation for the low-carbon district system that is opera- 
tional prior to the final inspection shall be provided to demonstrate 
that the definition as modified in Section C406.2.2.4.1 or 
C406.2.2.4.2 of low-carbon district energy exchange system is satis- 
fied. 


C406.2.2.5.1 Improved low-carbon district energy exchange systems (20 
percent better). Low-carbon district energy exchange systems must dem- 
onstrate the following: 
1. Fifty percent of the annual district-system-net-load-met (sum 
of heating and cooling energy provided to attached buildings) comes 
from heat recovery between connected buildings, waste heat, or renewa- 
ble energy resources; and 
2. No more than 10 percent of the annual heat input to the system 
comes from fossil fuel or electric-resistance sources. 


C406.2.2.5.2 Improved low-carbon district energy heating and cooling 
or heating only systems (20 percent better). Distribution losses must 
be accounted for and may not exceed 5 percent of the annual load de- 
livered to buildings served by the system. Low-carbon district energy 
heating and cooling or heating only systems must demonstrate the fol- 
lowing: 

1. Fifty percent of the annual district-system-net-load-met (sum 
of heating and cooling energy provided to attached buildings) comes 
from heat recovery between connected buildings, waste heat, or renewa- 
ble energy resources and no more than 10 percent of the annual heat 
input to the system comes from fossil fuel or electric-resistance 
sources; or 

2. No more than 10 percent of the system annual heat input to the 
system comes from fossil fuels or electric-resistance sources. The re- 
maining annual heat input must be provided using heat pump technology 
with a minimum annual operating COP of 4.0. 


C406.2.2.6 High performance dedicated outdoor air system (DOAS). No 
less than 90 percent of the total conditioned floor area of the whole 
project, excluding floor area of unoccupied spaces that do not require 
ventilation as specified by the International Mechanical Code, shall 
be served by DOAS installed in accordance with Section C403.3.5 with 
the following adjustments: 
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tiveness of 80 percent, 


Ord 
2. Where design outdoor airflow is greater than 500 cfm (250 
L/s), the DOAS shall be equipped with an economizer bypass, damper 
control, or wheel speed control that is active between 55°F (13°C) and 
75°F (24°C) outdoor air temperature and minimizes energy recovery or 
maintains an appropriate DOAS leaving air temperature when the build- 


ing is generally in cool 
or a DDC zone-based cool 
EF 


DOAS total combined fan power shall 


Ling, based either 
Ling system reset. 


on oul 


be 


less than eith 


3.1. 0.769 W/cfm ( 


Section C403.3.5.2. 


sys 


Section C403.2.2.1 


C406.2.2.7 Fault detection and diagnostics system. A project 
tion C403.2.3 or C403.6.10(16) 
energy credits for installing a fault detection and diagnos 


quired 


1.55 W/L/s) 


to comply with Sec 


when calculat 


3.2. Eighty percent of fan power allowance for a constan 
tem when calculated in accordance with Section C406.8.1. 

This option is not available to areas served by systems utilizing 
exception 5. 


tdoor air temperature 


er; 


ted in accordance with 


t volume 


not re- 
shall achieve 
tics system 


to monitor the HVAC system's performance and automatically identify 


faults. 
Section C403.2.3. 


[] 


NEW SECTION 


The installed syst 


tem shall comply with items 1 thro 


ugh 6 in 


WAC 51-11C-40623 Section C406.2.3—Lighting measures. 


C406.2.3 Reduced lighting power. 
achieve credit 
In Group R-1 and Group R-2 occupancies, 
with Section C406.2.3.3 and all other 
section C406.2.3.1 or C406.2.3.2. 
ly to the whole Group R-1 


project shall 
C406.2.3.2. 
S} 

areas shall comply with 


P 


C406.2.3.1 Reduced lighting power option 1. 
rior lighting power calcul 
shall be 90 percent or less of 


Table C405.4.2(1) 


percent or less of the total 


leeping units shall compl 


y 


or Group R-2 area. 
The 


lated in accordance with Section C405.4.2. 


C406.2.3.2 Reduced lighting power option 2. 
rior lighting power calculated in accordance with Section C405.4.1 
shall be 80 percent or less of 


Table C405.4.2(1) times 


percent or less of the total 
lated in accordance with Section C405.4 


C406.2.3.3 Lamp efficacy. No 
installed light fixtures in dwelling un 


the ligh 
oor area 
terior ] 


the fl 
in 


of 


2s 


less than 


provided by lamps with a minimum efficacy of 90 


C406.2.4 Lighting controls. 
units and sleeping units, 
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lation of systems that comply with the requirements of Section 
shall achieve energy credits by com- 
For buildings with mixed occupancies, 


C406.2.4.1. All other buildings 
plying with Section C406.2.4.2. 
credits shall be prorated based 


C406.2.4.1 Residential building 
nontransient dwelling units and 
shall be configured to meet the 
1. Each dwelling unit or sl 
by the main entrance that turns 
tacles in the unit. The main con 
controls, one for permanently wi 


on floor area. 


lighting control. 
sleeping units, 


lighting controls 


In buildings with 


following: 


eeping unit shall 


have a main control 


off all the lights and switched recep- 
trol shall be permitted to have two 


ceptacles. The main controls sha 
master off" and "switched outlet 
2. Switched receptacles sha 


red lighting and one for switched re- 


be clearly identified as "lights 


s master off. 


be clearly identified and all 


switched receptacles shall be located within 12 inches of an unswitch- 
ed receptacle. Each room shall have a minimum of two switched recepta- 


cles except bathrooms, kitchens, 


and closets. 


C406.2.4.2 Enhanced digital lighting controls. Measure credits shall 
] O percent of the gross floor area 
s and lighting controls that include 


be achieved where no less than 5 
within the project has luminaire 
high end trim in compliance with 
aire-level lighting controls in 

networked lighting controls ina 


Where general lighting in more than 50 percent of 


complies, the base credits from 
lows: 


Section C405.2.8. 


3 and either lumin- 


compliance with Section C405.2.8.1 or 
ccordance with Section C405.2.8.2. 


the gross floor area 


Table C406.2 shall be prorated as fol- 


[Floor area with high end trim, %] x [Base energy credits for C406.2.4.2] / 50% 


NEW SECTION 


WAC 51-11C-40624 Section C406.2.5—Renewable energy measures. 


C406.2.5 On-site and off-site renewable energy. 


Projects installing 


on-site or off-site renewable energy systems with a capacity of at 


least 0.1 watts per gross square 


foot (1.08 W/m?) 


of building area in 


addition to the renewable energy capacity required elsewhere in this 
code shall achieve energy credits for this measure. Renewable energy 
shall not be used to satisfy other 
requirements of this code. Off-site renewable energy systems shall 
comply with Sections C411.2.2 and C411.2.3. Credits shall be prorated 
from the table value in accordance with Equation 4-17. 


(Equation 4-17) 


systems achieving energy credits 


AECpra = AEC, 


Where: 
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[] 


NEW SECTION 


AECRRa 


RR, 


RR, 


RR, 
PGFA 


AECo 1 


REF 


= Section C406.2.5 achieved 
energy credits for this project as 
calculated in accordance with 
Equation 4-17, limited to 50 
percent of the required credits in 
Section C406.1. 


= Actual total rating of on-site and 
off-site renewable energy 
systems (W) for each type of 
renewable energy source in 
Table C411.2.1. 

= Rating of renewable energy 
systems required by Section 
C411.1, other sections in this 
code, or used to qualify for 
exceptions in this code (W). 


= 0.1 W/square foot (1.08 W/m?) 
= Project gross floor area, square 
feet (m7). 


= Section C406.2.5 base credits 
from Table C406.2. 


= Renewable Energy Factor from 
Table C411.2.1. 


Informative Note: On-site renewable energy may include thermal service water heating or pool water heating, in which case ratings in Btu/h can be 
converted to W where W = Btu/h / 3.413. 


WAC 51-11C-40625 Section C406.2.6—Service water measures. 


C406.2.6 Reduced energy use in service water heating. Buildings with 


service hot water hea 
building addition or 


pliance with: 


1. Section C406.2.6.1, 
2. Sections C406.2.6.1 
3. Sections C406.2.6.1 


ting equipment that serves the whole building, 
tenant space shall achieve credits through com- 


C406.2.6.2, or C406.2.6.3. 
and C406.2.6.2. 
and C406.2.6.3. 


C406.2.6.1 Shower drain heat recovery. Shower drain heat recovery 


to the showers. Potabl 
psi (69 kPa) at maximum design flow. 
heat recovery units shall be 54 percent in accordance with CSA B55.1. 
Full credits are applicable to the following building use types: Mul- 
ti-family, hotel, motel, 
ers. Where not all showers in 
the credit is adjusted based on the following: 


units shall comply with Section C404.10 and preheat cold water supply 
waterside pressure loss shall be less than 10 


dormitory, 


The efficiency of drain water 


and schools with locker room show- 


the project have drain heat recovery, 


[Section C406.2.6.1 table credits] x [Showers with drain recovery] / [Total number of showers] 


C406.2.6.2 Service water heating energy recovery. Not less than 30 
percent of the annual service hot water heating energy use, or not 
of the annual service hot water heating energy 


less than 70 percent 


use in buildings wit 


th condenser water systems subject to the require- 
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BE pe ae 


ments of Section C403.9.2.1 or qualifying for one of its exceptions, 
shall be provided by one or more of the following: 
1. Waste heat recovery from service hot water, heat recovery 
chillers, building equipment, process equipment, or other approved 
system. Qualifying heat recovery must be above and beyond heat recov- 
ry required by other sections of this code. 

2. On-site renewabl nergy water-heating systems where not used 
to meet other requirements or to obtain other energy credits. 


C406.2.6.3 Heat pump service water heating. Projects shall achieve 
credits through compliance with Section C406.2.6.3.1. 


C406.2.6.3.1 Heat pump water heater. Credit shall be achieved where 
service hot water system capacity is 82,000 Btu/h (24kW) or less and 
is served using heat pump technology with no more than 4.5 kW of re- 
Sistance supplemental heating and meets one of the following: 

1. The COP rating shall be a minimum COP of 3.0 reported at the 
design leaving heat pump water temperature with an entering air tem- 
perature of 60°F (16°C) or lower. For water-source equipment, the COP 
rating will be reported at the design leaving load water temperature 
with an entering load water temperature of 74°F (23°C) or lower. 

2. The uniform energy factor (UEF) shall be a minimum of 3.40 
rated based on U.S. Department of Energy requirements. 


C406.2.7 Improved service hot water temperature maintenance. For 
buildings with gross floor area greater than 10,000 square feet, cred- 
it shall be achieved when hot water temperature maintenance is instal- 
led in accordance with Section C406.2.7.1 or C406.2.7.2. 


C406.2.7.1 Self-regulated heat trace system. The credit achieved shall 
be from Table C406.2. This system shall include self-regulating elec- 
tric heat cables, connection kits and electronic controls. The cable 
shall be installed directly on the hot water supply pipes underneath 
the insulation to replace standby losses. 


C406.2.7.2. Point of use water heater. The credit achieved shall be 
from Table C406.2 where any fixtures requiring hot water shall be sup- 
plied from a localized electric source of hot water with no recircula- 
tion or heat trace and limited to 2 kW and 6 gallons of storage. The 
supply pipe length from the point of use water heater to the termina- 
tion of the fixture supply pipe shall be no more than 20 feet. 


C406.2.8 Service hot water distribution right sizing. To achieve this 
credit, where Group R-1 and R-2 occupancies are served by a central 
service hot water system, the distribution system serving dwelling 
units, sleeping units and guestrooms shall be sized using Appendix M 
of the Uniform Plumbing Code. 


C406.2.9 High performance service hot water temperature maintenance 
system. Systems with multiple riser service hot water circulation sys- 
tems shall use only heat pump technology for temperature maintenance. 
The heat pump technology shall have a minimum COP of 3.0 or UEF of 
3.4. For air-source equipment, the COP rating will be reported at the 
design leaving heat pump water temperature with an entering dry bulb 
air temperature of 60°F (16°C) or lower and a relative humidity of 50 
percent or lower. For water-source equipment, the COP rating will be 
reported at the design leaving load side water temperature with an en- 
tering source side water temperature of 74°F (23°C) or lower. The sys- 
tem shall comply with the requirements of Section C404.7.1. 
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C406.2.10 High efficiency service hot water circulation system. Multi- 
ple riser service hot water circulation systems shall use a variable 
volume circulation pump controlled to vary the pump speed based on 
system demand and shall include self-actuated thermostatic balancing 
valves to control the system flow at each riser. 


C406.2.11 Low flow showerheads for Group R-1 and R-2 occupancies. All 
showerheads installed in Group R-1 and R-2 dwelling units or sleeping 
units shall have a maximum listed flowrate of 1.25 gallons per minute 
or less at 80 psi operating pressure for fixed showerheads and a maxi- 
mum listed flowrate of 1.50 gallons per minute or less at 80 psi oper- 
ating pressure for handheld showerheads. When a shower is served by 
more than one showerhead, including handheld showerheads, the combined 
flow rate of all showerheads and/or other shower outlets controlled by 
a single valve shall not exceed 1.25 gallons per minute or less for 
fixed or 1.5 gallons per minute or less for handheld, or the shower 
shall be designed to allow only one shower outlet to be in operation 
at a time. 


[] 


NEW SECTION 


WAC 51-11C-40626 Section C406.2—Envelope measures. 


C406.2.12 Enhanced envelope performance. The Proposed Total UA of the 
thermal envelope of the project shall be 15 percent lower than the Al- 
lowable Total UA determined in accordance with Section C402.1.5 and 
Equation 4-2. 


C406.2.13 Reduced air leakage. Energy credits shall be achieved where 
measured air leakage of the total conditioned floor area of the whole 
building, fully isolated building addition or tenant space is deter- 
mined in accordance with Section C402.5.1.2 and complies with the max- 
imum leakage in either Section C406.2.13.1 or C406.2.13.2. 


C406.2.13.1 Base reduced air leakage. Measured air leakage shall not 
exceed 68 percent of the maximum leakage allowed by Section 
C402.5.1.2. 


C406.2.13.2 Enhanced reduced air leakage. Measured air leakage shall 
not exceed 33 percent of the maximum leakage allowed by Section 
C402.5.1.2. 


[] 


NEW SECTION 


WAC 51-11C-40627 Section C406.2—Other measures. 


C406.2.14 Enhanced commercial kitchen equipment. For buildings or 
areas designated as Group A-2, or facilities whose primary business 
type involves the use of a commercial kitchen with at least one gas or 
electric fryer, all fryers, dishwashers, steam cookers and ovens shall 
comply with all of the following: 
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1. Achieve the ENERGY STAR label in accordance with the specifi- 
cations current as of January 1, 2022. 

2. Be installed prior to the issuance of the certificate of occu- 
pancy. 

3. Have the ENERGY STAR qualified model number listed on the con- 
struction documents submitted for permitting. 

Energy efficiency credits for efficient commercial kitchen equip- 
ment shall be determined based on Equation 4-19, rounded to the near- 
est whole number. 


(Equation 4-19) 


Areax 
AEEC, = 20 x —— 
Areap 
Where: 
AEECK = Section C406.2.14 table credits, to a 
maximum of those allowed in Table 
C406.2 for this option. 
Areax = Floor area of full-service kitchen (ft? 
or mô). 
Areag = Gross floor area of building (ft? or 
2 
m^). 


C406.2.15 Residential kitchen equipment. For projects with Group R-1 
and R-2 occupancies, energy credits shall be achieved where not less 
than 90 percent of dishwashers, refrigerators, and freezers comply 
with all of the following: 
1. Achieve the ENERGY STAR Most Efficient label in accordance 
with the 2021 specifications. 

2. Be installed prior to the issuance of the certificate of occu- 
pancy. 

For Group R-1 where only some guestrooms are equipped with both 
refrigerators and dishwashers, the table credits shall be prorated as 
follows: 


[Section C406.2.15 table credits] x [Floor area of guestrooms with kitchens] / [Total guestroom floor area] 


C406.2.16 Residential laundry appliances. For projects with Group R-2 
occupancies, energy credits shall be achieved where not less than 90 
percent of clothes washers and dryers in the project meet the follow- 
ing requirements: 
Each dwelling unit contains in-unit washing washer and dryer 
equipment that meets the following requirements: 
1.1. Achieve the ENERGY STAR Most Efficient label in accordance 
with the 2021 specifications. 
1.2. Be installed prior to the issuance of the certificate of oc- 
cupancy. 
2. Where only some dwelling units are equipped with both washers 
and dryers, the table credits shall be prorated as follows: 


[Section C406.2.16 table credits] x [Floor area of dwelling units with laundry] / [Total dwelling unit floor area] 


C406.2.17 Heat pump clothes dryers. Not less than 90 percent of domes- 
tic clothes dryers located in Group R-1 and R-2 of the whole project 
are ENERGY STAR rated heat pump dryers. Credit applies only to build- 
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Sum of floors served by Class A 
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Section C406.3—Load management credits. 
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ergy storage, the equipment shall be provided with controls that com- 
ply with ANSI/CTA 2045-B. 
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2. For load management measures in Sections C406.3.1 through 
C406.3.5: 

2.1. Where the serving utility has a real-time demand response or 
pricing program, an interface compliant with serving utility require- 
ments shall be installed. 

2.2. Where the serving utility does not have a real-time demand 
response or pricing program, a digital input to the system to support 
future utility programs shall be installed and building demand moni- 
toring shall be installed and integrated into the load management se- 
quence. 

2.3. All equipment involved in the required load management se- 
quence shall have controls connected to a central DDC system. 


Table C406.3 
Load Management Measure Credits 


: Occupancy Group 
Measure Title as aoe Group | Group | Group | Group | Group All 
R-1 R-2 B E M Other 

1. Lighting load management C406.3.1 12 15 27 15 NA NA 
2. HVAC load management C406.3.2 29 24 42 23 13 26 
3. Automated shading C406.3.3 NA 7 12 16 NA NA 
4. Electric energy storage C406.3.4 41 50 126 72 37 65 
5. Cooling energy storage C406.3.5 13 10 14 19 NA 14 
6. Service hot water energy storage C406.3.6 31 248 59 8 5 70 
7. Building thermal mass C406.3.7 NA NA 50 95 96 80 


C406.3.1 Lighting load management. Automatic controls shall be capable 
of gradually reducing general lighting power with continuous dimming 
in 75 percent of the building area by at least 20 percent during peak 
demand periods. Where less than 75 percent, but at least 50 percent, 
of the building area lighting is controlled, the credits from Table 
C406.3 shall be prorated as follows: 


[Area of building with lighting load management, %] x [Table credits for C406.3.1] 
75% 


EXCEPTION: Warehouse or retail storage building areas shall be permitted to achieve this credit by switching off at least 25 percent of lighting power 
in 75 percent of the building area without dimming. 


C406.3.2 HVAC load management. Automatic controls shall: 

1. Where electric cooling is used, be configured to gradually in- 
crease, over a minimum of three hours, the cooling setpoint by at 
least 3°F during the summer peak periods. 

2. Where electric heating is used, be configured to gradually re- 
duce, over a minimum of three hours, the heating setpoint by at least 
3°F during winter peak periods. 


C406.3.3 Automated shading load management. Where fenestration on 
south and west exposures exceeds 20 percent of the wall area, automat- 
ic controls shall be configured to operate movable exterior shading 
devices or dynamic glazing to reduce solar gain through sunlit fenes- 
tration on southern and western exposures by at least 50 percent dur- 
ing summer peak periods. 


Informative Note: This credit can be met by exterior roller, movable blind or movable shutter shading devices; however, fixed overhang, screen or shutter 
shading will not meet the requirement. Roller shades that reject solar gain but still allow a view are allowed as long as they provide an 
effective 50 percent reduction in net solar gain (e.g., have a shading coefficient of less than 0.5 for the shading material itself). Interior 
shading devices will not meet the requirement. Electrochromatic windows that achieve 50 percent of SHGC would qualify. 
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C406.3.4 Electric energy storage. Automatic controls shall store elec- 
tricity in electric storage devices during nonpeak periods and use 
stored energy during peak periods. Electric storage devices shall have 
a minimum capacity of 5 Wh/ft* (58 Wh/m*) of gross building area. For 
greater storage capacity up to 15 Wh/ft* (160 Wh/m*), credits shall be 
prorated as follows: 


[Installed electric storage capacity, Wh/ft2] x [C406.3.4 credits from Table C406.3] 


C406.3.5 Cooling energy storage. Automatic controls shall be capable 
of activating ice or chilled water storage to reduce peak period elec- 
tric demand. Credits shown in Table C406.3 are based on storage ca- 
pacity of 2 ton-hours per design day ton of cooling load (2 kWh per 
design day kW) with a 1.15 sizing factor. Credits shall be prorated 
for installed storage systems sized between 0.5 and 3.5 ton-hours per 
design day ton (kWh per design day kW) of cooling load rounded to the 
nearest whole credit. The storage tank shall have no more than 1.5 
percent of storage capacity standby loss per day. 


C406.3.6 Service hot water energy storage. To achieve this credit, 
where service hot water is heated by electricity, automatic controls 
shall preheat stored service hot water before the peak period and sus- 
pend electric water heating during the peak period. Storage capacity 
shall be provided by either: 
1. Preheating water above 140°F (60°C) delivery temperature with 
at least 1.34 kWh of energy storage per kW of water heating capacity. 
Tempering valves shall be provided at the water heater delivery loca- 
tion. 


2. Providing additional heated water tank storage capacity above 
peak service hot water demand with equivalent peak storage capacity to 
item 1. 


C406.3.7 Building thermal mass. To achieve this credit, the building 
shall have both additional passive interior mass and a night-flush 
control of the HVAC system. 

1. Interior to the building thermal envelope insulation, provide 
15 pounds of passive thermal mass per square foot of building floor 
area. Mass construction shall be in the building interior and the in- 
door facing portion of the exterior wall, and interior floor construc- 
tion. Mass construction shall have mass surfaces in direct contact 
with the air in conditioned spaces with directly attached wall board 
or hard surface flooring allowed. Mass with carpet or furred wallboard 
shall not be counted toward the building mass required. For integral 
insulated concrete block walls complying with ASTM C90, only the mass 
of the interior face shall be counted toward the building mass re- 
quired. 

2. When summer mode is active and indoor average temperature is 
5°F (3°C) or more above outdoor temperature and between 10:00 p.m. and 
6:00 a.m., automatic night flush controls shall operate outdoor air 
economizers at low fan speed less than 66 percent during the unoccu- 
pied period until the average indoor air temperature falls to the oc- 
cupied heating setpoint. Summer mode shall be activated when outdoor 
air exceeds 70°F (21°C) and continues until deactivated when outdoor 
air falls below 45°F (7°C). Another night flush strategy shall be per- 
mitted where demonstrated to be effective, avoids added morning heat- 
ing and is approved by the code official. 
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Informative Note: The simplified night flush sequence described will operate in "summer mode" below the 70°F outdoor air trigger temperature down until 
outdoor air of 45°F is hit when the "summer mode" is deactivated until the outdoor air temperature rises above 70°F again. Other 
strategies may be implemented that cool the space below the heating setpoint and adjust the morning heating setpoint to avoid morning 
reheating. 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40702 Section C407.2—Mandatory requirements. 


C407.2 Mandatory requirements. Compliance with ((Łh+s)) Section C407 
also requires compliance with those sections shown in Table C407.2. 
The building permit application for projects utilizing this meth- 
od shall include in one submittal all building and mechanical drawings 
and all information necessary to verify that the building envelope and 
mechanical design for the project corresponds with the annual energy 
analysis. If credit is proposed to be taken for lighting energy sav- 
ings, then an electrical permit application shall also be submitted 
and approved prior to the issuance of the building permit. If credit 
is proposed to be taken for energy savings from other components, then 
the corresponding permit application (e.g., plumbing, boiler, etc.) 
shall also be submitted and approved prior to the building permit ap- 
plication. Otherwise, components of the project that would not be ap- 
proved as part of a building permit application shall be modeled ( (the 


) 


) in the baseline in 
accordance with ANSI/ASHRAE/IESNA 90.1 Appendix G and in the proposed 
model in accordance with the requirements of the Washington State En- 
ergy Code. 


Table C407.2 
Mandatory Compliance Measures for 
Total Building Performance Method 


Section? Title Comments 
Envelope 
C401 Thermal envelope 
certificate 
C402.2.7 Airspaces 
C402.5 Air leakage 
Mechanical 


C403.1.2 Calculation of heating 
and cooling loads 


C403.1.3 Data centers 


C403.1.4 Use of electric 
resistance and fossil 
fuel-fired HVAC 
heating equipment 
C403.2 System design 
C403.3.1 Equipment and 
system sizing 


C403.3.2 HVAC equipment 
performance 
requirements 
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Section? Title Comments 
C403.3.3 Hot gas bypass 
limitation 
C403.3.4.4 | Boiler turndown 
C403.3.6 Ventilation for Group 
R occupancy 
((€403-4 
eontrols)) 
C403.4.1 Thermostatic controls | ((Exeeptfer 
€403-4+4)) 
C403.4.2 Off-hour controls ((Exeepttor 
Group-R)) 
C403.4.7 Combustion heating 
equipment controls 
C403.4.8 Group R-1 hotel/ See Section 
motel guestrooms C403.7.4 
C403.4.9 Group R-2 and R-3 
dwelling units 
C403.4.10 Group R-2 sleeping 
units 
C403.4.11 Direct digital control 
systems 
C403.5.5 Economizer fault 
detection and 
diagnostics (FDD) 
C403.7 Ventilation and Except for 
exhaust systems C403.7.6 
C403.8 Fan and fan controls 
C403.9.1.1 | Variable flow controls | For cooling 
tower fans > 7.5 
hp 
C403.9.1.2 | Limitation on For open cooling 
centrifugal fan towers 
cooling towers 
C403.10 Construction of 
HVAC elements 
C403.11 Mechanical systems 
located outside of the 
building thermal 
envelope 
C403.14 Commissioning 
Service Water Heating 
C404 Service water heating 
Lighting and Electrical 
((€405+ General 
C4052 Lightine-contrels 
C4053 Exitsiens 
C4054 Intertortighting 
power 
C4055 Exterior building 
Kehti 
-4056 Sisal 
transformers 


Certified on 7/13/2022 


[ 519 J 


WSR Issue 22-14 


WSR 22-14-091 


- Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


Section? Title Comments 
consumption 

C405-8 Electric motor 
efficieney 

C405.9 Verticaland 
herizentat 
transportation 

€40540 ContreHed 
receptacles 

4054+ 
feeders)) 

C405 Electrical power and 


lighting systems 
Other Requirements 


C407 Total building 
performance 


C408 System 
commissioning 


C409 Energy metering 
C410 Refrigeration 
requirements 
C411? ((Solarreadiness)) 
Renewable energy 


C412 Compressed air 
systems 


Reference to a code section includes all the relative subsections 
except as indicated in the table. 

Compliance with any of these sections includes compliance with 
any exception to that section. 


Io 12 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40702, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40702, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40702, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40702, filed 2/1/13, ef- 
fective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-40703 Section C407.3—Performance-based compliance. 


C407.3 Performance-based compliance. Compliance with this section re- 

quires compliance with ASHRAE Standard 90.1 Appendix G, Performance 

Rating Method, in accordance with Standard 90.1 Section 4.2.1 with the 

following modifications: 
1. The mandatory requirements of the Washington State Energy Code 

are required to be met, instead of those of Section G1.2.la of 

( (Standard) ) ANSI/ASHRAE/IESNA 90.1 ((are—nretreqtiredo-bemet)). 
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4_fFrebuitcding performance facters—_in _ Fable C44 4i.4+-shett tbe 
Feptecedurith _+hese—_in Fable 6407,342}-)) Compliance with Section C407 


E 


quires m 


ting both an emissions and site en 


ergy reduc 


tion 


target in 


accordance with the following: 


cu 


204.0% 


Carbon emissions target. 


The carbon 


emissions 


target 


is fo- 


sed on regulated 


load energy efficiency, 


thus shall 


be met only via 


regulated load savings without consideration of 


the 


contribution of 


on 


-site or off-site r 


newabl 


nergy or 


unregulated 


load savings. 


Ad- 


ju 


stments to the PCI, 


to account for the 


contribution of renewable en- 


ergy found in ANSI/ASHRAE/IESNA 90.1 Section 4.2.1.1 shall 


not be 


used. References to energy cost in Section 4.2.1.1 and Appendix G 
shall be replaced by carbon emissions calculated by multiplying site 
energy consumption by the carbon emission factor from Table C407.3(1). 


e 


building performance factors in Table 4.2 


.1.1 of ANSI/ASHRAE/IESNA 


shall be replaced 


with 


those in Table C4 


07.3(2). 


be 


2.2. Site en 


ergy 


target. 


The site energy performan 


ce target shall 


met including 


the contrib 


utions of on-site or off-sit 


ÉE 


newab 


en 


ergy as 


described in Section C411.2 as well as the contribu 


tions of 


improvemen 


ts in u 


nregulat 


ted loads as al 


Llowed by Section 


C407. 


3.4. The 


an 


nual on-site an 


d off-sit 


renewabl 


nergy production 


(as 


adjusted 


by the fac 


tors in 


Table C411.2.1) 


shall 


be subt 


tracted from th 


e pro- 


po 


sed building annual 


site energy use. 


Compliance with the site energy 


pe 


rformance 


target requires that the proposed building site energy 


use/baseline building sit 


te energy use is less 


than or equal 


to the 


site energy performance 


target from Table C407.3(3). 


pl 


3. Documenta 


tion requirements in Section G1.3.2.d shall 


be re- 


aced by a list showing compliance with 


the mandatory provisions of 


Ta 


ble C407.2. 


the U.S. 


4. Forms demonstrating compliance with Appendix G devel 


loped by 


Department of Energy shal 


ll be completed and submitted to the 


code official. 


The forms are avai 


lap] 


e at energycodes.gov/ashrae- 


standard-901-performance-based-compliance-form. 


5. References to yet-to-be-desigqned future building components in 


the Proposed Building Performance col 


lumn of Table G3.1 shall be modi- 


fi 


ed to reference th 


corresponding sections of the Washington State 


Energy Code in lieu of the requirements of ANST/ASHRAE/IESNA 90.1 in 


the following sections of the table: 

5.1. No. 1, Design Model, subclause c. 

5.2. No. 6, Lighting, subclause c. 

5.3. No. 11, Service Water Heating System, subclause c. 

5.4. No. 12, Receptacle and Other Loads, subclause b. 

6. HVAC systems, subclauses c and d of Table G3.1, shall meet the 
following requirements: 

6.1. For yet-to-be-designed systems in office, retail, library, 
education, and multifamily buildings and occupancies subject to the 
TSPR requirements of Section C403.1.1, the system type and efficiency 
parameters in the proposed model shall meet but not exceed those shown 


- Permanent 


in Table D602.11 Standard Reference Design HVAC Systems. 

6.2. For all other buildings and occupancies, the system type 
shall be the same as the system modeled in the baseline design and 
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shall comply with but not exceed the requirements of Section C403 in 
lieu of ANSI/ASHRAE/IESNA 90.1. 
6.3. For HVAC Systems serving future tenant spaces, where the 
current building permit applies to only a portion of an HVAC system, 
and future components will receive HVAC services from systems included 
in the current building permit, those future components shall be mod- 
eled as the type required to complete the HVAC system portions under 
the current permit and shall meet but not exceed the requirements 
found in Section C403. 
7. The requirements for proposed and baseline building lighting 
system shall be modified in accordance with Addendum af to ANSI/ 
ASHRAE/IESNA 90.1. 
8. Energy modeler qualifications. The energy analyst in responsi- 
ble charge of the Section C407 submittal shall meet at least one of 
the following: 


8.1. ASHRAE Building Energy Modeling Professional (BEMP) certifi- 
cation. 
8.2. Association of Energy Engineer's Building Energy Simulation 


Analyst (BESA) certification. 

8.3. Successful completion of at least five projects modeled fol- 
lowing any version of ANST/ASHRAE/IESNA 90.1 Appendix G within the 
last three years that were reviewed and approved by a code official or 
rating authority. 


C407.3.1 Limits on nonmandatory measures. The Proposed Total UA of the 
proposed building shall be no more than 20 percent higher than the Al- 
lowed Total UA as defined in Section C402.1.5. 


C407.3.2 On-site and off-site renewable energy accounting for use with 
Appendix G. Qualifying on-site and off-site renewabl nergy delivered 
or credited to the building project to comply with Section C407.3 item 
2.2 shall meet the requirements of Section C411.2. 


C407.3.3 Low-carbon district energy use with Appendix G. Qualifying 
low-carbon district heating and cooling or heating only systems and 
low-carbon district energy exchange systems shall meet the require- 
ments of Section C407.3.3.1 or C407.3.3.2, as applicable. 


C407.3.3.1 Utilization of low-carbon district heating and cooling or 
heating only systems. Applicable if heating and cooling or heating on- 
ly is provided to the proposed building from a low-carbon district 
heating and cooling or heating only system that is fully operational 
prior to the final inspection. Proposed model shall account for all 
on-site HVAC and service hot water related equipment, such as circula- 
tion pump energy and heat- exchanger efficiency. 
1. The following modifications shall be applied to Appendix G of 
ANST/ASHRAE/IESNA 90.1 in addition to what is described in Section 
C407.3: 
1.1. For low-carbon district heating and cooling systems, strike 
the text of Sections G3.1.1.1, G3.1.1.2, G3.1.1.3.1, and G3.1.1.3.4. 
Baseline system shall be selected based on unmodified versions of Ta- 
bles G3.1.1-3 and G3.1.1-4, with carbon emission factors from Table 
C407.3(1). 
|.2. For low-carbon district heating only systems, strike the 
text of Sections G3.1.1.1, G3.1.1.3.1, and G3.1.1.3.4. Baseline system 
shall be selected based on unmodified versions of Tables G3.1.1-3 and 
G3.1.1-4, with carbon emission factors from Table C407.3(1). 

2. Any heating or cooling energy provided by the low-carbon dis- 
trict heating and cooling or heating only system shall utilize foot- 
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) for the district system carbon emission fac- 


tor 


in the proposed model to account for carbon emissions from those 


end 


uses. 


3. Carbon emission "credit" for any waste/recoverable heat expor- 


ted 


to the low-carbon district heating and cooling or heating only 


systems shall 


be accounted for in the proposed design by multiplying 


the 


quantity of heat exported by the Carbon Emissions Factor estab- 


lished in footnote a of Table C407.3(1) multiplied by the appropriate 


seasonal utilization factor in Items 3.1 and 3.2 below. This carbon 


emissions "credi 


t" is subtracted from the total proposed design carbon 


emissions calculated in accordance with ASHRAF 90.1 Section 4.2.1.1. 


Bhs Fifty percent of the waste heat exported to the low-carbon 


district. heating and cooling or heating only systems during the months 


of October through December and January through March. 


3.2. Twenty-five percent of the waste heat exported to the low- 


carbon district heating and cooling or heating only systems during the 


months of April through September. 


EXCEPTION: 


Waste heat exported from the building to the low-carbon district heating and cooling or heating only system shall not be subtracted from 


the proposed design carbon emissions if they are already accounted for in the calculation of emissions from the district heating or 


cooling plant. 


Documentation for the low-carbon district system that is opera- 


tional prior to the final inspection shall be provided to demonstrate 


the 


following: 


Distribution losses must be 


accounted for and may not exceed 


10 percent of the annual load delivered to buildings served by the 


system. 


2. Twenty-five percent of the annual district-system-net-load-met 


(sum of heating and cooling energy provided to attached buildings) 


comes from 


heat recovery between connected buildings, waste heat or 


ren 


wabl nergy resources and no more than 25 percent of the annual 


hea 


t input to the system comes from 


fossil fuel or electric-resistance 


sources, or not more than 10 percent of the system annual heat input 


to 


the system comes from fossil fuel or electric-resistance sources. 


C407.3.3.2 Utilization of low-carbon district energy exchange systems. 


Applicable if heating or cooling is provided to the proposed building 


from a low-carbon district energy exchange system that is fully opera- 


tional 


prior to the final inspection. Proposed model shall account for 


all 


on-site HVAC and service hot wa 


ter related equipment, such as cir- 


cul 


ation pump energy and heat- exchanger efficiency. 


The following modifications 


shall be applied to Appendix G of 


ANSI/ASHRAE/IESNA 90.1 in addition 


to what is described in Section 


C407.3: 
1.1. Strike the text of Sections G3.1. Lei, G3a tnle 2y 63d wks 3 y 


G3. 


soos t6 Sud yihe Si 20-16 Ss Te 35. Sy 


and G3.1.1.3.4. Baseline system 


shal 


l be selected meen on anmede gd versions of Tables G3.1.1-3 and 


G3. 


.1-4, with carbon emission factors from Table C407.3(1). 


trict energy exchange sys 


2. Any heating or cooling energy provided by a low-carbon dis- 


tem shall utilize footnote a of Table 


C407.3(1) for the district system carbon emission factor in the pro- 


posed model. 


3. Carbon emission "credit" for any waste/recoverable heating ex- 


ported to the low-carbon district energy exchange system shall be ac- 


counted for in the proposed design by multiplying the quantity of heat 


exported by the Carbon Emissions Factor established in footnote a of 


Table C407.3(1) multiplied by the appropriate seasonal utilization 


fac 


tor in Items 3.1 and 3.2 below. 


This carbon emissions "credit" is 
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subtracted from the total proposed design carbon emissions calculated 
in accordance with ASHRAF 90.1 Section 4.2.1.1. 

3.1. Fifty percent of the waste heat exported to the low-carbon 
district energy exchange system during the months of October through 
December and January through March. 
3.2. Twenty-five percent of the waste heat exported to the low- 
carbon district energy exchange system during the months of April 
through September. 


EXCEPTION: Waste heat exported from the building to the low-carbon district heating and cooling or heating only system shall not be subtracted from 
the proposed design carbon emissions if they are already accounted for in the calculation of emissions from the district heating or 


cooling plant. 
Documentation for the low-carbon district system that is opera- 
tional prior to the final inspection shall be provided to demonstrate 
that the definition of low-carbon district energy exchange system is 
satisfied. 


C407.3.4 Credit for improvements in unregulated loads when using Ap- 
pendix G. When calculating savings for site energy targets in accord- 
ance with Section C407.3 item 2.2, but not when calculating savings 
for emissions targets in accordance with Section C407.3 item 2.1, dif- 
ferences in the simulation of unregulated loads and equipment modeled 
in the baseline building design from those in the proposed design 
shall be approved by the code official based on documentation that the 
equipment installed in the proposed design represents a significant 
verifiable departure from documented current conventional practice. 
All unregulated equipment for which savings is claimed must be instal- 
led by the time of final inspection. The burden of this documentation 
is to demonstrate that accepted conventional practice would result in 
baseline building equipment different from that installed in the pro- 
posed design. Occupancy and occupancy schedules shall not be changed. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40703, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-40703, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-40703, filed 2/1/13, ef- 
fective 7/1/13.] 


NEW SECTION 


WAC 51-11C-407031 Tables for Section C407.3. 


Table C407.3(1) 
Carbon Emissions Factors 


Type CO2e (Ib/unit) Unit 
Electricity 0.44 kWh 
Natural gas 11.7 Therm 
Oil 19.2 Gallon 
Propane 10.5 Gallon 
Other? 195.00 mmBtu 
On-site 0.00 
renewable 
energy 
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a District energy systems may use alternative emissions factors supported 
by calculations approved by the code official. 


Table C407.3(2) 
Building Performance Factors (BPF) 
to be used for Compliance with Sec- 
tion C407.3 


Building Performance 
Building Area Type Factor 
Multifamily 0.55 
Health care/hospital 0.71 
Hotel/motel 0.53 
Office 0.45 
Restaurant 0.35 
Retail 0.41 
School 0.36 
Warehouse 0.19 
All others 0.44 


Table C407.3(3) 
Site Energy Performance Targets to 
be used for Compliance with Section 


C407.3 
Site Energy Performance 
Building Area Type Targets 
Multifamily 0.59 
Health care/hospital 0.72 
Hotel/motel 0.62 
Office 0.58 
Restaurant 0.59 
Retail 0.46 
School 0.52 
Warehouse 0.29 
All others 0.55 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-407051 ( (fables—fexrSection—©407-5_Carben—emissicons 
factors—andbuilding_perfermanee_faeters—)) Reserved. 


Fype E02 dbAmit) Unit 
Electricity 0-70 kWh 
Natural-Gas H-7 Fherm 
OH 4192 Gatton 
Propane 405 Gallen 
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Fype E€O2e-AbAmit} Unit 
Other 495-00 ramBtu 
On-site 0-00 


Table €407.3{2}) 
Building Performance Factors {BPFE} 
to—-be—used—for Compliance with-See- 
tion 40A 


Buildine Perf 
Building Area Type Faetor 
Multifamily 0-58 
Healtheare/hespitat 054 
Hetel4+neotel 0.64 
Offiee 0-56 
Restaurant 0-70 
RetaH 0-47 
Seheet 036 
Warehouse 0-48 
Ad ethers 6-54)) 
[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-407051, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A. 025, 19.27A.045, 


19.27A.160, and 19.27.074. WSR 16-24-0700, $ 51-11C-407051, filed 
12/6/16, effective 5/1/17; WSR 16-13-089, § 51-11C-407051, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-407051, filed 
1/19/16, effective 7/1/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-407051, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-40801 Section C408.1—General. 


C408.1 General. A building commissioning process led by a certified 
commissioning professional and functional testing requirements shall 
be completed for mechanical systems in Section C403; service water 
heating systems in Section C404; controlled receptacle and lighting 
control systems in Section C405; equipment, appliances and systems in- 
stalled to comply with Sections C406 or C407; energy metering in Sec- 
tion C409; and refrigeration systems in Section C410. 


EXCEPTION: Buildings, or portions thereof, which are exempt from Sections C408.2 through C408.7 may be excluded from the commissioning 
process. 
1. Mechanical systems that are not required to comply with Section C403.3.5 are exempt from the commissioning process where the 
installed total mechanical equipment capacity is less than ((240,000)) 180,000 Btu/h (15 tons) cooling capacity and less than ((399;009)) 
240,000 Btu/h (20 tons) heating capacity and energy recovery ventilation (ERV) equipment is less than 300 cfm capacity. 
2. Service water heating systems are exempt from the commissioning process in buildings where the largest service water heating 
system capacity is less than 200,000 Btu/h and where there are ((ne-peels-er- permanent-spas-.)) any of the following: 
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2.1. No pools or permanent spas. 

2.2. No solar thermal water heating. 

2.3. No recirculation pumps. 

2.4. No heat pump water heaters, except fully-packaged for individual residential dwelling unit use. 

3. Lighting control systems are exempt from the commissioning process in buildings where both the total installed lighting load is less 
than ((29)) 10 kW and the lighting load controlled by occupancy sensors or automatic daylighting controls is less than ((49)) 5 kW. 

4. Refrigeration systems are exempt from the commissioning process in buildings if they are limited to self-contained units. 


C408.1.1 Commissioning in construction documents. Construction docu- 
ments shall clearly indicate provisions for commissioning process. The 
construction documents shall minimally include the following: 
1. A narrative description of the activities that will be accom- 
plished during the commissioning process. At a minimum, the commis- 
sioning process is required to include: 
1.1. Development and execution of the commissioning plan, includ- 
ing all subsections of Section C408.1.2; 
|.2. The certified commissioning professional' s review of the 
building documentation and close out submittals in accordance with 
Section C103.6; and 
1.3. The commissioning report in accordance with Section 
C408.1.3. 
2. Roles, responsibilities, and required qualifications of the 
certified commissioning professional. 
3. A listing of the specific equipment, appliances, or systems to 
be tested. 


C408.1.2 Commissioning plan. A commissioning plan shall be developed 
by the project's certified commissioning professional and shall out- 
line the organization, schedule, allocation of resources, and documen- 
tation requirements of the commissioning process. 
1. A narrative description of the activities that will be accom- 
plished during each phase of commissioning, including the personnel 
intended to accomplish each of the activities, systems testing and 
balancing, functional performance testing, and verification of the 
building documentation requirements in Section C103.6. 

2. Roles and responsibilities of the commissioning team, includ- 
ing the name and statement of qualifications of the certified commis- 
sioning professional. 

3. A listing of the specific equipment, appliances or systems to 
be tested and a description of the tests to be performed. 


C408.1.2.1 In-house commissioning disclosure and conflict management 
plan. Where the certified commissioning professional's contract or em- 
ployment is other than directly with the building owner, an in-house 
commissioning disclosure and conflict management plan shall be a part 
of the commissioning process. A copy shall be included in the commis- 
Sioning plan. This plan shall disclose the certified commissioning 
professional's contractual relationship with other team members and 
provide a conflict management plan demonstrating that the certified 
commissioning professional is free to identify any issues discovered 
and report directly to the owner. 


C408.1.2.2 Functional performance testing. Functional performance 
testing shall be conducted for mechanical systems in Sections C403; 
service water heating systems in Section C404; controlled receptacles 
and lighting control systems in Section C405; equipment, appliances, 
systems installed to comply with Section C406 or C407; energy metering 
in Section C409; and refrigeration systems in Section C410. Written 
procedures which clearly describe the individual systematic test pro- 
cedures, the expected system response or acceptance criteria for each 
procedure, the actual response or findings, and any pertinent discus- 
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sion shall be followed. This testing shall include control systems 
which will be tested to document that control devices, components, 
equipment, and systems are calibrated and adjusted to operate in ac- 
cordance with approved construction documents. Testing shall affirm 
the conditions required within Sections C408.2 through C408.7 under 
system testing. 


C408.1.2.3 Functional performance testing - Sampling. For projects 
with 7 or fewer similar systems, each system shall be tested. For 
projects with more than 7 systems, testing shall be done for each 
unique combination of control types. Where multiples of each unique 
combination of control types exist, no fewer than 20 percent of each 
combination shall be tested unless the code official or design profes- 
Sional requires a higher percentage to be tested. Where 30 percent or 
more of the tested system fail, all remaining identical combinations 
shall be tested. 


C408.1.2.4 Deficiencies. Deficiencies found during testing shall be 
resolved including corrections and retesting. 


C408.1.3 Commissioning report. A commissioning report shall be comple- 
ted and certified by the certified commissioning professional and de- 
livered to the building owner or owner's authorized agent. The report 
shall be organized with mechanical, service water heating, controlled 
receptacle and lighting control systems, energy metering, and refrig- 
eration findings in separate sections to allow independent review. The 
report shall record the activities and results of the commissioning 
process and be developed from the final commissioning plan with all of 
its attached appendices. The report shall include: 
1. Results of functional performance tests. 
2. Disposition of deficiencies found during testing, including 
details of corrective measures used or proposed. 

3. Functional performance test procedures used during the commis- 
sioning process including measurable criteria for test acceptance, 
provided herein for repeatability. 

4. Commissioning plan. 

5. Testing, adjusting and balancing report. 
EXCEPTION: Deferred tests which cannot be performed at the time of report preparation due to climatic conditions. 


C408.1.4. Commissioning process completion requirements. Prior to the 
final mechanical, plumbing and electrical inspections or obtaining a 
certificate of occupancy, the certified commissioning professional 
shall provide evidence of building commissioning in accordance with 
the provisions of this section. 


C408.1.4.1 Commissioning compliance. Buildings, or portions thereof, 
shall not be considered acceptable for a final inspection pursuant to 
Section C104.2.6 until the code official has received a letter of 
transmittal from the building owner acknowledging that the building 
owner or owner's authorized agent has received the Commissioning Re- 
port. Completion of Commissioning Compliance Checklist (Figure 
C408.1.4.1) is deemed to satisfy this requirement. Phased acceptance 
of Commissioning Compliance Checklist for portions of the work specif- 
ic to the trade that is being inspected is permissible where accepted 
by the code official and where the certified commissioning professio- 
nal remains responsible for completion of the commissioning process. 
If there are unresolved deficiencies when the final inspection is 
scheduled, the Commissioning Report shall be submitted and shall de- 
scribe the unresolved deficiencies. 
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C408.1.4.2 Copy of report. The code official shall be permitted to re- 


quire 
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C409.1 General. All new buildings and additions shall have 
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re, monitor, 


ions with a gross conditioned floor 
25,000 square feet shall comply with Sec- 


C409.2, C409.3, and C409.4. New buildings 
record and dis- 


for each energy source and end use cate- 
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ffectiv 


nergy 


Existing buildings shall comply with the energy metering 
provisions of Section C506.1. 


1. Tenant spaces smaller than ((50,000)) 25,000 square feet within buildings if the tenant space has its own utility service and utility 


meters shall comply with Section C409.2 and are exempt from the end-use metering, measurement devices, data acquisition system and 


energy display requirements of Sections C409.3 and C409.4. 


2. Buildings in which there is no gross conditioned floor area over 25,000 square feet, including building common area, that is served by 
its own utility services and meters shall comply with Section C409.2 and are exempt from the end-use metering, measurement devices, 
data acquisition system and energy display requirements of Sections C409.3 and C409.4. 


C409.1.1 Alternate metering methods. 
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whole building energy source ((7—eHs)) and each end use category ( (;—es 


wettas—_the_tetatancd peak waties—ter—any_day7—areek,—_mern+th,—_and 
year)). The energy display shall also graphically and numerically dis- 
play logged data from the data acquisition system for energy consump- 
tion for each whole building energy source and energy consumption rate 
for whole building electrical use and each end use category for any 
selected day, week, month, or year. 


C409.4.4 Commissioning. Energy metering and energy consumption manage- 
ment systems shall be commissioned in accordance with Section ((€408)) 
C408.6. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-40904, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-40904, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-13-089, § 51-11C-40904, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.020, 
19.27A.025 and chapters 19.27 and 34.05 RCW. WSR 13-04-056, § 
51-11C-40904, filed 2/1/13, effective 7/1/13.] 


AMENDATORY SECTION (Amending WSR 16-03-072, filed 1/19/16, effective 
7/1/16) 


WAC 51-11C-40905 ((Seetion- €409% 5—Metering for existing build- 
ings=—)) Reserved. 


[Statutory Authority: RCW 19.27A.025, 19.27A.160, and 19.27.074. WSR 
16-03-072, § 51-11C-40905, filed 1/19/16, effective 7/1/16. Statutory 
Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 and 34.05 
RCW. WSR 13-04-056, § 51-11C-40905, filed 2/1/13, effective 7/1/13.] 
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AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-41000 Section C410—Refrigeration system require- 
ments. 


C410.1 General. Walk-in coolers, walk-in freezers, refrigerated ware- 
house coolers, refrigerated warehouse freezers, and refrigerated dis- 


play cases shall comply with this Section. 
(( i 


RefrigeratorHreezers-with sold deors Fhe-greater ef 042 x ¥ +334 oF 
0-70 


a —Volume-of the chitter for frozen compartment as-defined in AHAM-HRF-t 
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EQUIPMENE-FYPE 
Operating Rating ENERGY USE-EIMEFS FESE 
Equipmrent-Class® Family-Cede Mode Femperature Aspen ch gee PROCEDURE 
eounter condensing 
open 
HZO-SEM Horizontal Self-contained Medium 0-77-*FBA+555 
open 
H40-SCE Horizontal Self-contained Lew. 492xFBA+7.68 
open 
VCFESEHF Vertieat Self-contained tee-cream 0-67 FDA +329 
transparent 
doot 
VES-SCA Vertiealtselid Self-contained tee-cream 038-*V¥ +688 
deer 
HEFSCH Horizontal Self-eontained Jeeeream 056 FDA +043 
transparent 
doot 
SVO.RGCE Semivertieal Remote Lew 227x FDA+ 6-85 
open condensing 
VOPRCH Vertical epen Remete tee-ecream 289-xFDA+ 8-7 
condensing 
open condensing 
open condensing 
VEERCA Vertieat Remote tee-cream 0.66-xFDA+3-65 
transparent condensing 
doot 
HEFRCM Herizental Remote Medium 016*FDA+043 
transparent condensing 
doot 
HCFERGCE Herizental Remote Lew 0.34xFDA+0.26 
transparent condensing 
doot 
transparent condensing 
doot 
VESREM Vertieatseld Remote Medium OAV +026 
doer condensing 
VES REE Vertical seld Remote Lew. 0-23 x +654 
doot condensing 
VES REF Verttealseld Remete tee-eream O27 +60-63 
doot condensing 
HESRCM Horizont Remote Medium QHs ¥ +626 
solid door condensing 
HES RCE Horizontal Remote Lew 023xV¥ +654 
solid door condensing 
HES-RCF Horizontal Remote tee-eream 027x V=063 
solddoor condensing 
SOGRGE Service-over Remete Lew 4.08 FDA+ 6.22 
counter condensing 
SOCR Serviee-over Remote lee-cream +26 FDA+ 026 
counter condensing 
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EQUIPMENT-FYPE 
Operating Rating ENERGY USE-EEMITS TESTE 
VOPRSCE Vertical epen SelFecentained Lew 437stpA+t 82 
VOPSCI Vertical epen SelFecentained tee-cream 5-55 FDA+45-62 
open 
open 
open 
counter 
solid- deer 
a V—Voelime of the case_as measured in aecordance with Appendix C of AHRI 1200. 
b FDA—Fetal displayarea-ofthe case-asmeasured in accordance with Appendix D-of AHRIH1200- 
c quipmen a esisnatt A nsi a mbinatt A in e uentia e eparate yperi 


M 
E 


ł 
Ferexample"VOPRCM" tefers-te 


= Low-temperature 02) 


° 


o 


thevertical-open remote-condensine medium temperature” equipmentelass-)) 
Table C410.2 


Minimum Efficiency Requirements: Commercial Refrigerators and Freezers 
and Refrigeration 


Condensing Maximum Daily 
Equipment Unit Equipment Rating Operating Equipment Energy Consumption Test 
Category Configuration Family Temp. °F Temp. °F Classification® kWh/day*¢ Standard 
Vertical open 38 (M) >32 VOP.RC.M 0.64 x TDA + 4.07 
(VOP) 0 (L) <32 VOP.RC.L 2.20 x TDA + 6.85 
Semivertical open 38 (M 232 SVO.RC.M 0.66 x TDA + 3.18 
(SVO) 0(L) <32 SVO.RC.L 2.20 x TDA + 6.85 
Horizontal open 38 (M) >32 HZO.RC.M 0.35 x TDA + 2.88 
(HZO) 0 (L) <32 HZO.RC.L 0.55 x TDA + 6.88 
Remote T Vertical Closed 38 (M) >32 VCT.RC.M 0.15 x TDA + 1.95 
comercial Se eae transparent (VCT) 0(L) <32 VCT.RC.L 0.49 x TDA +2.61 AHRI 
E T ANE emote ( ) FAAA 
refrigerators and p 1200 
refrigerators and Horizontal closed | 38M) 232 HCT.RC.M 0.16 x TDA +0.13 1200 
freezers transparent (HCT) | o0) <32 HCT.RC.L 0.34 x TDA + 0.26 
Vertical closed 38 (M >32 VCS.RC.M 0.10 x V + 0.26 
solid (VCS 0(L) <32 VCS.RC.L 0.21 x V + 0.54 
Horizontal closed 38 (M >32 HCS.RC.M 0.10 x V + 0.26 
solid (HCS 0L) <32 HCS.RC.L 0.21 x V +0.54 
Service over 38 (M >32 SOC.RC.M 0.44 x TDA + 0.11 
counter (SOC) 0(L) <32 SOC.RC.L 0.93 x TDA + 0.22 
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Condensing Maximum Daily 
Equipment Unit Equipment Rating Operating Equipment Energy Consumption Test 
Category Configuration Family Temp. °F Temp. °F Classification® kWh/day®* Standard 
Vertical open 38 (M >32 VOP.RC.M 1.69 x TDA + 4.71 
(VOP) 0(L) <32 VOP.RC.L 4.25 x TDA + 11.82 
Semivertical open 38 (M >32 SVO.RC.M 1.70 x TDA + 4.59 
Self-contained (SVO) 0(L) <32 SVO.RC.L 4.26 x TDA + 11.51 
commercia! 
refrigerators and Self-contained Horizontal open 38 (M) 232 HZO.RC.M 0.72 x TDA + 5.55 AHRI 
commercial (SC) (HZO) 0 (L) <32 HZO.RC.L 1.90 x TDA + 7.08 1200 
freezers with and — m a 
without doors Vertical closed 38 (M >32 VCT.RC.M 0.10 x V + 0.86 
transparent (VCT) 0(L) <32 VCT.RC.L 0.29 x V + 2.95 
Vertical closed 38 (M 232 VCS.RC.M 0.05 x V + 1.36 
solid (VCS 0 (L) <32 VCS.RC.L 0.22 x V + 1.38 
Horizontal closed 38 (M) 232 HCT.RC.M 0.06 x V + 0.37 
Self-contained transparent (HCT) 0(L) <32 HCT.RC.L 0.08 x V + 1.23 
commercial = 
refrigerators and Self-contained Horizontal closed 38 (M) 232 HCS.RC.M 0.05 x V + 0.91 AHRI 
commercial (SC) solid (HCS) 0(L) <32 HCS.RC.L 0.06 x V + 1.12 1200 
freezers with and — 
without doors Service over 38 (M >32 SOC.RC.M 0.52 x TDA + 1.00 
counter (SOC) 0(L) <32 SOC.RC.L 1.10 x TDA + 2.10 
Self-contained 
commercial 
refrigerators with 7 : 
transparent doors Sel contained Pull-down 38(M >32 PD.SC.M 0.11 x V + 0.81 An 
for pull-down (SC) — 
temperature 
applications 
Vertical open 
(VOP) VOP.RC.I 2.79 x TDA + 8.70 
Semivertical open 
(SVO) SVO.RC.I 2.79 x TDA + 8.70 
Horizontal open 
(HZO) HZO.RC.I 0.70 x TDA + 8.74 
wentical:closed VCT.RCI 0.58 x TDA + 3.05 
transparent (VCT) s AHRI 
Remote (RC Horizontal closed 1d = 1200 
transparent (HCT) (HCT) HCT.RC.I 0.40 x TDA + 0.31 
Vertical closed 
“solid (VCS) VCS.RC.I 0.25 x V + 0.63 
Horizontal closed HCS.RCI 0.25 x V +0.63 
solid (HCS) ST ae 
Service over 
SERS Tava SOC.RC.I 1.09 x TDA + 0.26 
Commercial ice counter (SOC) 
cream freezers i 
cream ireezers Vertical open 
(VOP) VOP.SC.I x TDA + 
Semivertical open 
(SVO) SVO.SC.I x TDA + 
Horizontal open 
(HZO) HZO.SC.1 x TDA + 
Vertical closed 
EAN VCT.SC.I x TDA + 
Self-contained | transparent (VCT) b a AHRI 
SC : 150 = 0 
(SC) Horizontal closed 7. HCTSC1I x TDA + 1200 
transparent (HCT) re T 
Vertical closed 
“solid (VCS) VCS.SC.I xV+ 
Horizontal closed 
solid (HCS) HCS.SC.I xV+ 
Service over 
counter (SOC) SOC.SC.I x TDA + 
For SI: 1 square foot = 0.0929 m2, 1 cubic foot = 0.02832 m3, °C = (°F — 32)/1.8. 
a The meaning of the letters in this column is indicated in the columns to the left. 
b Ice cream freezer is defined in DOE 10 C.F.R. Part 431.62 as a commercial freezer that is designed to operate at or below -5°F and that the 
~ manufacturer designs, markets or intends for the storing, displaying, or dispensing of ice cream. 
c Equipment class designations consist of a combination [(in sequential order separated by periods (AAA).(BB).(C))] of: 
(AAA) An equipment family code where: 
VOP = Vertical open 
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SVO = Semi-vertical open 
HZO = Horizontal open 
VCT = Vertical transparent doors 
VCS = Vertical solid doors 
HCT = Horizontal transparent doors 
HCS = Horizontal solid doors 
SOC = Service over counter 
(BB) An operating mode code: 
RC = Remote condensing 
SC = Self-contained 
(C) A rating temperature code: 
M = Medium temperature (38°F) 
L= Low temperature (0°F) 
I= Ice cream temperature (15°F) 
For example, "VOP.RC.M" refers to the "vertical-open, remote-condensing, medium-temperature" equipment class. 
¢ Vis the volume of the case ( ft3) as measured in AHRI 1200, Appendix C. 
e TDA is the total display area of the case ( ft2) as measured in AHRI 1200 Appendix D. 


C410.2 Commercial refrigerators, freezers and refrigerator-freezers. 
Refrigeration equipment, defined in DOE 10 C.F.R. Part 431.62, shall 
have an energy use in kWh/day not greater than the values of Table 
C410.2 when tested and rated in accordance with AHRI Standard 1200. 
The energy use shall be verified through certification under an ap- 
proved certification program or, where a certification program does 
not exist, the energy use shall be supported by data furnished by the 
equipment manufacturer. 


a 


C410.2.1 Refrigerated display cases. Refrigerated display cases shall 
comply with the following: 
1. Lighting in refrigerated display cases shall be controlled by 
one of the following: 
1.1. Time switch controls to turn off lights during nonbusiness 
hours. Timed overrides for display cases shall turn the lights on for 
up to 1 hour and shall automatically time out to turn the lights off. 
1.2. Motion sensor controls on each display case section that re- 
duce lighting power by at least 50 percent within 3 minutes after the 
area within the sensor range is vacated. 
2. Low-temperature display cases shall incorporate temperature- 
based defrost termination control with a time-limit default. The de- 
frost cycle shall terminate first on an upper temperature limit breach 
and second upon a time limit breach. 
3. Antisweat heater controls shall reduce th nergy use of the 
antisweat heater as a function of the relative humidity in the air 
outside the door or to the condensation on the inner glass pane. 


C410.3 Walk-in coolers, walk-in freezers, refrigerated warehouse cool- 


ers and refrigerated warehouse freezers. ( (Refrigerated warehouse 
coolers, “efrigergted werereuse freezers, and-—allwalk-in coolers and 
ik-in—freezers—_inetiding—siteassembled,siteeconstructedand pre- 


fabricated units)) Site-assembled and site-constructed walk-in coolers 
and walk-in freezers and refrigerated warehouse coolers and refriger- 
ated warehouse freezers shall comply with the following: 

1. Automatic door-closers shall be provided that fully close 
walk-in doors that have been closed to within 1 inch (25 mm) of full 
closure. 

EXCEPTION: Automatic closers are not required for doors more than 45 inches (1143 mm) in width or more than 7 feet (2134 mm) in height. 


2. Doorways shall be provided with strip doors, curtains, spring- 
hinged doors or other method of minimizing infiltration when doors are 
open. 

3. Walk-in coolers and refrigerated warehouse coolers shall be 
provided with wall, ceiling, and door insulation of not less than R-25 
or have wall, ceiling and door assembly U-factors no greater than 
U-0.039. Walk-in freezers and refrigerated warehouse freezers shall be 
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ceiling and door insulation of not less than R-32 
ceiling and door assembly U-factors no greater than 


Insulation is not required for glazed portions of doors or at structural members associated with the walls, ceiling or door frame. 


The floor of walk-in coolers shall be provided with floor 


in- 


sulation of not less than R-25 or have a floor assembly U-factor no 


greater than U-0.4 
with floor 


0% 


U-factor no greate 
EXCEPTION: 

5. Transparen 
ers and windows in 
ple-pane glass, wi 
be provided with h 

6. Transparen 


r than U-0.035. 


th the interstit 
at-reflectiv 


The floor of walk-in freezers shall 
insulation of not less than R-28 or have a floor assembly 


be provided 


Insulation is not required in the floor of a walk-in cooler that is mounted directly on a slab on grade. 


fixed window and reach-in doors for walk-in freez- 
walk-in freezer doors shall be provided with tri- 


tial spaces filled with inert gas or 


fixed window 


treated glass. 
and reach-in doors for walk-in cool- 


ers and windows for walk-in coolers doors shall be provided with dou- 
th interstitial space filled with in- 


ble-pane or triple 
ert gas, or be pro 
7. Evaporator 


less than 460 volts shall be provided wit 
brushless direct-current motors, 


motors, 
8. Condenser 
use electronically 


motors or 3-phase 


-pane glass, wit 


vided with heat-reflectiv 


treated 


fan motors that 


tha 
mo 


fan motors 
commutated 
motors. 


9. Antiswea 
controls shall hav 


heaters tha 


e 


draw of not greate 
in freezers and no 


for walk-in coolers. 
isweat heater con 
capable of reducing the energy use 
the relative humidity in th 
the inner glass pan 
Lights in walk-in coolers, 
warehouse coolers and refrigerated 
sources with an 
including ballast losses, 


10. Where ant 
tion of 
condensation on 
11. 


provided with ligh 
mens per watt, 


r than 
t grea 


Ler, 


device that automa 


tors, 


a total door rail, 


t are less 


are less than 1 hp 


e air outside the 
e. 
walk-in freezers, 


than 1 hp 
th electronically commutated 
or 3-phase motors. 


trols are provided, 
of the antisweat heater as a func- 


glass. 


(0.746 kW) and 


(0.746 kW) shall 


permanent split capacitor-type 


t are not provided with antisweat heater 
glass and frame heater power 


7.1 W/ft? (76 W/m?) of door opening for walk- 
than 3.0 W/ft? (32 W/m?) of door opening 


they shall be 


door or to the 


refrigerated 


or shall be 


warehouse freezers shall either be 
efficacy of not less than 40 lu- 


provided with a 


tically turns off the lights within 15 minutes of 


when the walk-in cooler or walk-in freezer space is not occupied. 


( (C402) ) C410.3.1 Performance standards. 
n coolers and walk-in freezers shall 
quirements of Tables ((€4 1 


€41023.1(1), C410.3.1(2), and C410.2.1(3). 
Table ((€410-2-1-1(1)) ) 


constructed walk-i 


N 
U 


c4 


25 


a) 
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Walk-in Cooler 


and Freezer Display 


Doors Efficiency Requirements 


Maximum Energy 
Consumption 
Class Description Class (kWh/day)* 
Display door, DD, M 0.04 x Aqq + 0.41 
medium temperature 
Display door, DD, L 0.15 x Aqq + 0.29 
low temperature 


a Aqq is the surface area of the display door. 
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Table ((€4140.2.4-142})) C410.3.1(2) 
Walk-in Cooler and Freezer Nondis- 
play Doors Efficiency Requirements 


Maximum Energy 
Consumption 
Class Description Class (kWh/day)* 

Passage door, PD, M 0.05 x Ang + 1.7 
medium temperature 

Passage door, PD, L 0.14 x Ang + 4.8 
low temperature 

Freight door, FD, M 0.04 x Ang + 1.9 
medium temperature 

Freight door, FD, L 0.12 x Ang + 5.6 
low temperature 


a Ang is the surface area of the display door. 
Table ((€440.2.4-143})) C410.3.1(3) 


Walk-in Cooler and Freezer Refriger- 
ation Systems Efficiency Require- 


WSR 22-14-091 


ments 
Mini ] 
Walk-in Energy. 
Faetor AWEF 
((Class Deseription Class (Btu/hW-h) 
medtim-temperature; 
indeersystem 
medtim-temperature; >9,000 
indoorsystem —9-000 
Btu/heapaeity 
mediumtemperature; 
outdoorsystem 
Dedieated condensing; | DEME +60)) 
medhim-temperature; >9-000 
eutdeersystem, 
>9-000-Btu/h capacity 
Minimum Annual Walk-in Test 
Class Description Class Energy Factor AWEF Procedure 
(Btu/hW-h) a 
Dedicated condensing, medium temperature, 
doors vsem DC.M.I 5.61 AHRI 1250 
Dedicated condensing, medium temperature, 
outdoor system DC.M.O 1.60 
Dedicated condensing, low temperature, indoor 5 
system, net capacity (dret) < 6,500 Btu/h DC.L.I, < 6,500 9.091 x 10° x + 1.81 
Dedicated condensing, low temperature, indoor 
system, net capacity (qnet) = 6,500 Btu/h DC.L.I, > 6.500 2.40 
Dedicated condensing, low temperature, 
outdoor system, net capacity (qnet) < 6,500 DC.L.O, < 6,500 9.091 x 10-5 x qnet + 2.73 
Btu/h 
Dedicated condensing, low temperature, 
outdoor system, net capacity (qnet) > 6,500 DC.L.O, = 6,500 3.15 
Btu/h 
Unit cooler, medium UC. 9.00 
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Minimum Annual Walk-in 


Class Description Class Energy Factor AWEF TA 
(Btu/hW-h) rs 
Unit cooler, low temperature, net capacity (qnet) Bs 
= 15.500 Btu/h UC.L, < 15,500 9.091 x 10° x qnet + 2.73 
; : 
Unit cooler, low temperature, net capacity (qnet) UCL, > 15.500 4.15 


> 15,500 Btu/h 


( (C40-22)) C410.4 Refrigerated ((dispłay)) case((s)) and walk-on 
display doors. ( (Stte-assembled ex site -econstereted «ef eigerateddis-— 
pleyeases)) Lighting in glass doors in all walk-in coolers and walk- 
in freezers and all refrigerated warehouse coolers and refrigerated 
warehouse freezers shall comply with the following: 


1. ( (Fighting and _giass_decses_in _retrigerated disptay eases shait 


4t.4+-)) Time switch controls to turn off lights during nonbusiness 
hours. Timed overrides for display cases shall turn the lights on for 
up to 1 hour and shall automatically time out to turn the lights off. 
((+4.2-)) 2. Motion sensor controls on each display case section 


that reduce lighting power by at least 50 percent within 3 minutes af- 
ter the area within the sensor range is vacated. 


( (2.—bow-temperature—dispray_eases_shalt ineorporatetemperature— 


€410.3)) C410.5 Refrigeration systems. Refrigerated display cases, 
walk-in coolers or walk-in freezers that are served by remote compres- 
sor and remote condensers not located in a condensing unit, shall com- 


ply with Sections ((€44+04.4,-6446-4.2)) C410.5.1, C410.5.2, and 
C4037 942 23% 
EXCEPTION: Systems where the working fluid in the refrigeration cycle goes through both subcritical and supercritical states (transcritical) or that use 


ammonia refrigerant are exempt. 


( (¢440.34+)) C410.5.1 Condensers serving refrigeration systems. Fan- 
powered condensers shall comply with the following: 

1. The design saturated condensing temperatures for air-cooled 
condensers shall not exceed the design dry-bulb temperature plus 10°F 
(5.6°C) for low-temperature refrigeration systems, and the design dry- 
bulb temperature plus 15°F (8°C) for medium temperature refrigeration 
systems where the saturated condensing temperature for blend refriger- 
ants shall be determined using the average of liquid and vapor temper- 
atures as converted from the condenser drain pressure. 

2. Condenser fan motors that are less than 1 hp (0.75 kW) shall 
use electronically commutated motors, permanent split-capacitor-type 
motors or 3-phase motors. 

3. Condenser fans for air-cooled condensers, evaporatively cooled 
condensers, air- or water-cooled fluid coolers or cooling towers shall 
reduce fan motor demand to not more than 30 percent of design wattage 
at 50 percent of design air volume, and incorporate one of the follow- 
ing continuous variable speed fan control approaches: 

3.1. Refrigeration system condenser control for air-cooled con- 
densers shall use variable setpoint control logic to reset the con- 
densing temperature setpoint in response to ambient dry-bulb tempera- 
ture. 
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3.2. Refrigeration system condenser control for evaporatively 
cooled condensers shall use variable setpoint control logic to reset 
the condensing temperature setpoint in response to ambient wet-bulb 
temperature. 

4. Multiple fan condensers shall be controlled in unison. 

5. The minimum condensing temperature setpoint shall be not 
greater than 70°F (21°C). 


( (6440.32) ) C410.5.2 Compressor systems. Refrigeration compressor 
systems shall comply with the following: 
1. Compressors and multiple-compressor system suction groups 
shall include control systems that use floating suction pressure con- 
trol logic to reset the target suction pressure temperature based on 
the temperature requirements of the attached refrigeration display ca- 
ses or walk-ins. 


EXCEPTION: Controls are not required for the following: 
1. Single-compressor systems that do not have variable capacity capability. 
2. Suction groups that have a design saturated suction temperature of 30°F (-1.1°C) or higher, suction groups that comprise the high 
stage of a two-stage or cascade system, or suction groups that primarily serve chillers for secondary cooling fluids. 


2. Liquid subcooling shall be provided for all low-temperature 
compressor systems with a design cooling capacity equal to or greater 
than 100,000 Btu/hr (29.3 kW) with a design-saturated suction tempera- 
ture of -10°F (-23°C) or lower. The subcooled liquid temperature shall 
be controlled at a maximum temperature setpoint of 50°F (10°C) at the 
exit of the subcooler using either compressor economizer (interstage) 
ports or a separate compressor suction group operating at a saturated 
suction temperature of 18°F (-7.8°C) or higher. 

2.1. Insulation for liquid lines with a fluid operating tempera- 
ture less than 60°F (15.6°C) shall comply with Table C403.2.10. 

3. Compressors that incorporate internal or external crankcase 
heaters shall provide a means to cycle the heaters off during compres- 
sor operation. 


( (6440-4) ) C410.6 Commissioning. Refrigeration systems shall be com- 
missioned in accordance with Section C408. 


EXCEPTION: Self-contained units. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-41000, filed 10/19/20, effective 2/1/21. 


Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-41000, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.045, 
19.27A.160, and 19.27.074. WSR 16-24-070, § 51-11C-41000, filed 
12/6/16, effective 5/1/17; WSR 16-13-089, § 51-11C-41000, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-41000, filed 
1/19/16, effective 7/1/16.] 

Reviser's note: The brackets and enclosed material in the text of the above section occurred in 


the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-41100 Section C411— ((Sełar—readiness-)) Renewable 
energy. 
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C411.1 ((General-)) On-site renewable energy. Fach new building, or 
addition larger than 10,000 square feet of gross conditioned floor 
area, shall include a renewable energy generation system consisting of 


not less than 0.5 W/ft? or 1.7 Btu/ft2 multiplied by the sum of the 
gross conditioned floor area. 


EXCEPTIONS: 1. Any building where more than 50 percent of the roof area is shaded from direct beam sunlight by natural objects or by structures that 
are not part of the building for more than 2500 annual hours between 8:00 a.m. and 4:00 p.m. 
2. Any building where more than 80 percent of the roof area is covered by any combination of equipment other than for on-site 
renewable energy systems, planters, vegetated space, skylights or occupied roof deck. 
3. Buildings which can document they do not have adequate roof area to install the required on-site solar and that comply with Section 
C411.1.1 may install a lesser amount of on-site renewables but not zero. 


C411.1.1 Additional efficiency credits. Buildings which qualify for 
one of the exceptions in Section C411.1 to omit installation of on- 
Site renewabl nergy must achieve an additional 18 efficiency package 
credits from Table C406.2. The additional 18 credits can be reduced 
based on a prorated fraction of renewable capacity that is installed 
on-site. 
On-site renewabl nergy installations of lower than required ca- 
pacity can be counted proportionally toward achievement of required or 
additional efficiency credits in Section C411.1.1 based on the capaci- 


ty of renewabl nergy installed compared to the requirements of Sec- 
tion C411.1. 


C411.2 On-site and off-site renewable energy accounting. Qualifying 
on-site and off-site renewabl nergy delivered or credited to the 
building project to comply with this code shall meet the requirements 
of this section. Renewabl nergy certificates for an on-site or off- 
Site renewabl nergy system shall be retired on behalf of the build- 
ing owner for a period of not less than 15 years and tracked in ac- 
cordance with Section C411.2.3 and submitted to the code official as 


part of the permit application. 


C411.2.1 Qualifying types of off-site renewable energy systems. The 
following are considered qualifying off-site renewabl nergy systems: 

1. Self-generation (an off-site renewabl nergy system owned by 
the building project owner) systems complying with Section C411.2.2. 

2. Community renewabl nergy facility systems complying with 
Section C411.2.2. 

3. Purchase contracts complying with Section C411.2.3. 

4. Bach source of renewabl nergy delivered to or credited to 
the building project shall be connected to the Western Interconnection 
and energy or capacity multiplied by the factors in Table C411.2.1. 


Table C411.2.1 
Multipliers for Renewable Energy Procurement Methods 


Renewable Energy Factor 


Location Renewable Energy Source In the state of Western In the states of 
Washington Interconnected Oregon or Idaho 

On-site On-site renewable energy system 1 NA NA 

Off-site Directly owned off-site renewable energy 0.95 0.75 0.85 


system that begins operation after 
submission of the initial permit 


application 

Off-site Community renewable energy facility 
that begins operation after submission of 
the initial permit application 


© 
Wn 
io 
~ 
Wn 
io 
o0 
Nn 
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Renewable Energy Factor 
Location Renewable Energy Source In the state of Western In the states of 
Washington Interconnected Oregon or Idaho 
Off-site Directly owned off-site renewable energy 0.75 0.55 0.65 
system that begins operation before 
submission of the initial permit 
application 
Off-site Community renewable energy facility 0.75 0.55 0.65 
that begins operation before submission 
of the initial permit application 
Off-site Renewable Power Purchase Agreement 0.75 0.55 0.65 
(PPA) 


C411.2.2 Documentation requirements for off-site renewable energy sys- 


tems. Off-site renewabl nergy delivered or credited to the building 
project to comply with Section C407.3 item 2.2 shall be subject to a 
legally binding contract to procure qualifying off-site renewabl n- 
ergy. Qualifying off-site renewabl nergy shall meet the following 


requirements: 


be submitted to the code official. 
2. The purchase contract shall have a duration of not less than 

15 years. The contract shall be structured to survive a partial or 

full transfer of ownership of the building property. 


Documentation of off-site renewabl nergy procurement shall 


3. Records on renewable power purchased by the building owner 


from the off-site renewabl nergy generator that specifically assign 
the RECs to the building owner shall be retained or retired by the 
building owner on behalf of the entity demonstrating financial or op- 
erational control over the building seeking compliance to this stand- 
ard and made available for inspection by the code official upon re- 


quest. 


4. Where multiple buildings in a building project are allocated 


energy procured by a contract subject to this section, the owner shall 


semi-heated f] 


lan shall include 


For multitenan 


tion shall include procedures for tracking the quantity and vintage of 
RECs that are required to be retained and retired. The plan shall in- 
clude provisions to transfer the RECs to building tenants, or to re- 
tire RECs on their behalf, in proportion to the gross conditioned and 
loor area leased or rented. The 


rovi- 


producer ceases. 


C411.3 Solar readiness. 


dentiat) ) 
plan. 


lsewher 
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accordance with ( (Sections MHH h 2—through 44H4+-8)) this section and 


the International Fire Code. 
EXCEPTION: A solar zone is not required (where 


35 5 ) under the following conditions: 
1. Where the solar exposure of the building's roof area is less than 75 percent of that of an unshaded area, as defined in Section C411.5 
in the same location, as measured by one of the following: 

1.1. Incident solar radiation expressed in kWh/ft2-yr using typical meteorological year (TMY) data. 

((2-)) 1.2. Annual sunlight exposure expressed in cumulative hours per year using TMY data. 

((3-)) 1.3. Shadow studies indicating that the roof area is more than 25 percent in shadow, on September 21st at 10 a.m., 11 a.m., 12 
p.m., 1 p.m., and 2 p.m. solar time. 

2. Buildings, building additions, changes in space conditioning or occupancy where the total floor area is equal to or less than 500 
square feet. 


( (G€444.2)) C411.3.1 Minimum area. The minimum area of the solar zone 
shall be determined by one of the following methods, whichever results 
in the smaller area: 

1. 40 percent of roof area. The roof area shall be calculated as 
the horizontally projected gross roof area less the area covered by 
skylights, occupied roof decks, mechanical equipment, mechanical 
equipment service clearances, and planted areas. 

2. 20 percent of electrical service size. Th lectrical service 
size is the rated capacity of the total of all electrical services to 
the building, and the required solar zone size shall be based upon 10 
peak watts of photovoltaic per square foot. 


EXCEPTION: Subject to the approval of the code official, buildings with extensive rooftop equipment that would make full compliance with this 
section impractical shall be permitted to reduce the size of the solar zone required by Section ((€444-2)) C411.3 to the maximum 
practicable area. 


((6444-3)) C411.3.2 Contiguous area. The solar zone is permitted to be 
comprised of separated subzones. Each subzone shall be at least 5 feet 
wide in the narrowest dimension. 


( (6444-4) ) C411.3.3 Obstructions. The solar zone shall be free of 
pipes, vents, ducts, HVAC equipment, skylights and other obstructions, 
except those serving photovoltaic systems within the solar zone. The 
solar zone is permitted to be located above any such obstructions, 
provided that the racking for support of the future system is instal- 
led at the time of construction, the elevated solar zone does not 
shade other portions of the solar zone, and its height is permitted by 
the International Building Code. Photovoltaic or solar water heating 
systems are permitted to be installed within the solar zone. 


((6444-5)) C411.3.4 Shading. The solar zone shall be set back from any 
existing or new object on the building or site that is located south, 
east or west of the solar zone a distance at least two times the ob- 
ject's height above the nearest point on the roof surface. Such ob- 
jects include, but are not limited to, taller portions of the building 
itself, parapets, chimneys, antennas, signage, rooftop equipment, 
trees, and roof plantings. No portion of the solar zone shall be loca- 
ted on a roof slope greater than 2:12 that faces within 45 degrees of 
true north. 


( (G€444-6)) C411.3.5 Access. Areas contiguous to the solar zone shall 
provide access pathways and provisions for emergency smoke ventilation 
as required by the International Fire Code. 


( (¢444-7)) C411.3.6 Structural integrity. The as-designed dead load 
and live load for the solar zone shall be clearly marked on the record 
drawings and shall accommodate future photovoltaic system arrays at an 
assumed dead load of 4 pounds per square foot in addition to other re- 
quired live and dead loads. A location for future inverters shall be 
designated either within or adjacent to the solar zone, with a minimum 
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area of 2 square feet for each 1000 square feet of solar zone area, 
and shall accommodate an assume dead load of 175 pounds per square 
foot. Where photovoltaic systems are installed in the solar zone, 
structural analysis shall be based upon calculated loads, not upon 
these assumed loads. 


( (6444-8) ) C411.3.7 Photovoltaic interconnection. Interconnection of 
the future photovoltaic system shall be provided for at the main serv- 
ice panel, either ahead of the service disconnecting means or at the 
end of the bus opposite the service disconnecting means, in one of the 
following forms: 

1. A space for the mounting of a future overcurrent device, sized 
to accommodate the largest standard rated overcurrent device that is 
less than 20 percent of the bus rating. 
2. Lugs sized to accommodate conductors with an ampacity of at 
least 20 percent of the bus rating, to enable the mounting of an ex- 
ternal overcurrent device for interconnection. 
The electrical construction documents shall indicate all of the 
following: 
1. Solar zone boundaries and access pathways. 

2. Location for future inverters and metering equipment. 

3. Route for future wiring between the photovoltaic panels and 
the inverter, and between the inverter and the main service panel. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-41100, filed 11/26/19, effec- 
tive 7/1/20.] 


NEW SECTION 


WAC 51-11C-41200 Section C412—Compressed air systems. 


C412.1 General. All new compressed air systems, and all additions or 

alterations of compressed air systems where the total combined horse- 
power (hp) of the compressor(s) is 25 hp or more, shall meet the re- 

quirements of this section. These requirements apply to the compres- 

sors, related piping systems, and related controls that provide com- 

pressed air and do not apply to any equipment or controls that use or 
process the compressed air. 


EXCEPTION: Medical gas compressed air systems in health care facilities. 


C412.2 Trim compressor and storage. The compressed air system shall be 
equipped with an appropriately sized trim compressor and primary stor- 
age to provide acceptable performance across the range of the system 
and to avoid control gaps. The compressed air system shall comply with 
1 or 2 below: 

1. The compressed air system shall include one or more variable 
speed drive (VSD) compressors. For systems with more than one compres- 
sor, the total combined capacity of the VSD compressor(s) acting as 
trim compressors must be at least 1.25 times the largest net capacity 
increment between combinations of compressors. The compressed air sys- 
tems hall include primary storage of at least one gallon per actual 
cubic feet per minute (acfm) of the largest trim compressor; or 

2. The compressed air system shall include a compressor or set of 
compressors with total effective trim capacity at least the size of 
the largest net capacity increment between combinations of compres- 
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sors, or the size of the smallest compressor, whichever is larger. The 
total effective trim capacity of single compressor systems shall cover 
at least the range from 70 percent to 100 percent of rated capacity. 
Th ffective trim capacity of a compressor is the size of the contin- 
uous operational range where the specific power of the compressor 
(kW/100 acfm) is within 15 percent of the specific power at its most 
efficient operating point. The total effective trim capacity of the 
system is the sum of th ffective trim capacity of the trim compres- 
sors. The system shall include primary storage of at least 2 gallons 
per acfm of the largest trim compressor. 


EXCEPTIONS: 1. Alterations where the total combined added or replaced compressor horsepower is less than the average per-compressor horsepower 
of all compressors in the system. 
2. Alterations where all added or replaced compressors are variable speed drive (VSD) compressors and compressed air systems 
includes primary storage of at least one gallon per acfm of the largest trim compressor. 
3. Compressed air systems that have been preapproved as having demonstrated that the system serves loads for which typical air 
demand fluctuates less than 10 percent. 
4. Alterations of existing compressed air systems that include one or more centrifugal compressors. 


C412.3 Controls. Compressed air systems with three or more compressors 
and a combined horsepower rating of more than 100 hp, shall operate 
with controls that are able to choose the most energy efficient combi- 
nation and loading of compressors within the system based on the cur- 
rent compressed air demand. 


C412.4 Monitoring. Compressed air systems having a combined horsepower 
rating equal to or greater than 100 hp shall have an energy and air 
demand monitoring system with the following minimum requirements: 

1. Measurement of system pressur 
2. Measurement of amps or power of each compressor. 

3. Measurement or determination of total airflow from compressors 
in cfm. 
4. Data logging of pressure, power in kW, airflow in cfm, and 

compressed air system specific efficiency in kW/100 cfm at intervals 
of five minutes or less. 
5. Maintained data storage of at least the most recent 24 months. 
6. Visual trending display of each recorded point, load and spe- 
cific efficiency. 


C412.5 Leak testing of compressed air piping. Compressed air system 
piping greater than 50 adjoining feet in length shall be pressure tes- 
ted after being isolated from the compressed air supply and end-uses. 
The piping shall be pressurized to the design pressure and test pres- 
sures shall be held for a length of time at the discretion of the lo- 
cal jurisdiction, but in no case for less than 30 minutes, with no 
perceptible drop in pressure. 

If dial gauges are used for conducting this test, for pressure 
tests less than or equal to 100 psi (689 kPa) gauges shall be incre- 
mented in units of 1 psi (7 kPa) less, for pressure tests greater than 
100 psi (689 kPa) gauges shall be incremented in units less than 2 
percent of the test pressure. Test gauges shall have a pressure range 
not exceeding twice the test pressure. 

Piping less than or equal to 50 adjoining feet in length shall be 
pressurized and inspected. Connections shall be tested with a noncor- 
rosive leak-detecting fluid or other leak-detecting methods as preap- 
proved by the local jurisdiction. 


Q 


C412.6 Pipe sizing. Compressed air piping greater than 50 adjoining 
feet in length shall be designed and installed to minimize frictional 
losses in the distribution network. These piping installations shall 
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meet the requirements of Section C412.6.1 and either Section C412.6.2 
or C412 26.3% 


C412.6.1 Service line piping. Service line piping shall have inner di- 
ameters greater than or equal to 3/4 inch. Service line piping are 
pipes that deliver compressed air from distribution piping to end 
uses. 


C412.6.2 Piping section average velocity. Compressor room interconnec-— 
tion and main header piping shall be sized so that at coincident peak 
flow conditions, the average velocity in the segment of pipe is no 
greater than 20 ft/sec. Compressor room interconnection and main head- 
er piping are the pipes that deliver compressed air from the compres- 
sor outlets to the inlet to the distribution piping. Each segment of 
distribution and service piping shall be sized so that at coincident 
peak flow conditions, the average velocity in the segment of pipe is 
no greater than 30 ft/sec. Distribution piping are pipes that deliver 
compressed air from the compressor room interconnection piping or main 
header piping to the service line piping. 


C412.6.3 Piping total pressure drop. Piping shall be designed such 
that piping frictional pressure loss at coincident peak loads are less 
than 5 percent of operating pressure between the compressor and end 
use or end use regulator. 


C412.6 Compressed air system acceptance. Before an occupancy permit is 
granted for a compressed air system, a certificate of acceptance shall 
be submitted to the enforcement agency that certifies that the equip- 
ment and systems meet the requirements of this code. 


[] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-50000 Chapter 5 [CE]—Existing buildings. 
C501 General. 


C501.1 Scope. The provisions of this chapter shall control the altera- 
tion, repair, addition and change of occupancy of existing buildings 
and structures. 


((€502-2)) C501.1.1 Existing buildings. Except as specified in this 
chapter, this code shall not be used to require the removal, altera- 
tion or abandonment of, nor prevent the continued use and maintenance 
of, an existing building or building system lawfully in existence at 
the time of adoption of this code. 


C501.2 Compliance. Additions, alterations, repairs, changes in space 
conditioning and changes of occupancy to, or relocation of, existing 
buildings and structures shall comply with Section C502, C503, C504, 
or C505 of this code, and with all applicable provisions in the Inter- 
national Building Code, International Existing Building Code, Interna- 


tional Fire Code, International Fuel Gas Code, International Mechani- 
cal Code, Uniform Plumbing Code, and NFPA 70. 


C501.2.1 U-factor requirements for additions and alterations. For ex- 
isting building projects where an addition or building envelope alter- 
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ation area is combined with existing-to-remain building areas to dem- 
onstrate compliance with this code as a whole building, the U-factors 
applied to existing-to-remain envelope assemblies shall be in accord- 
ance with record documents. 


EXCEPTION: If accurate record documents are not available, U-factors for the existing envelope assemblies may be in accordance with the edition of 
the Washington State Energy Code that was in effect at the time the building was permitted, or as approved by the code official. 


C501.2.2 Calculations of mechanical heating and cooling loads for al- 
terations. For the installation of new or replacement mechanical 
equipment that serves existing building areas, design loads associated 
with heating, cooling and ventilation of the existing building areas 
served shall be determined in accordance with Section C403.1.2. 
R-values and U-factors used to determine existing thermal enve- 
lope performance for the purpose of calculating design loads shall be 
in accordance with record documents or existing conditions. 
EXCEPTION: If accurate record documents are not available, R-values and U-factors used to determine existing building thermal envelope 


performance may be in accordance with the edition of the Washington State Energy Code that was in effect at the time the building was 
permitted, or as approved by the code official. 


C501.3 Maintenance. Buildings and structures, and parts thereof, shall 
be maintained in a safe and sanitary condition. Devices and systems 
which are required by this code shall be maintained in conformance 
with the code edition under which installed. The owner or the owner's 
authorized agent shall be responsible for the maintenance of buildings 
and structures. The requirements of this chapter shall not provide the 
basis for removal or abrogation of energy conservation, fire protec- 
tion and safety systems and devices in existing structures. 


€501.4 Compliance Alterations repairs ade etens—a 
toce relocation of, en baeas 

ovisions for—al terationsy +epat 
eatien,_‘espectively,—in +h 


terations._For ex- 


terations. Forthejsstallatiesn 6f sexes cp leecerent -rechastedt 
eo permen: phat serves_existing boi thing aseas,design _teads—asseetated 
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tepe—_-performance forthe purpese of caterteting_desicgntbeads—shatt+-b 
in—acecordance with _ record deeuments_or existing conditions. 


€501-5)) C501.4 New and replacement materials. Except as otherwise re- 
quired or permitted by this code, materials permitted by the applica- 
ble code for new construction shall be used. Like materials shall be 
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permitted for repairs, provided no hazard to life, health or property 
is created. Hazardous materials shall not be used where the code for 
new construction would not permit their use in buildings of similar 
occupancy, purpose and location. 


( (6501-6) ) C501.5 Historic buildings. ( (fRe—beitding official maymed- 
te ; FF ; c eni e £ hi e puidi , 


Go m -4 EEA cF } } E 
the—nreotionei—regihster—of—hihsterie—pheaces=—)) Provisions of this code 


relating to the construction, repair, alteration, restoration and 
movement of structures, and change of occupancy shall not be mandatory 
for historic buildings provided that a report has been submitted to 
the code official and signed by a registered design professional, or a 
representative of the state historic preservation office or the his- 
toric preservation authority having jurisdiction, demonstrating that 
compliance with that provision would threaten, degrade or destroy the 
historic form, fabric or function of the building. 


((€501-7)) C501.6 Commissioning. Existing building systems shall be 
commissioned in accordance with Section C408. For the purposes of 
meeting the commissioning thresholds in Section C408.1, only the new 
and altered system capacities are considered when determining whether 
the project is exempt from some portion of the commissioning process. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11Cc-50000, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-50000, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-50000, filed 1/19/16, effective 
7/1/16. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 
19.27 and 34.05 RCW. WSR 13-04-056, § 51-11C-50000, filed 2/1/13, ef- 
fective 7/1/13.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-50200 Section C502—Additions. 


C502.1 General. Additions to an existing building, building system or 
portion thereof shall conform to the provisions of this code as they 
relate to new construction without requiring the unaltered portion of 
the existing building or building system to comply with this code. Ad- 
ditions shall not create an unsafe or hazardous condition or overload 
existing building systems. An addition shall be deemed to comply with 
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this code if the addition alone complies or if the existing building 
and addition comply with this code as a single building. ( (Additions 


1 1 1 1 1 e 1 
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-)) This allowance ap- 
plies to prescriptive compliance in accordance with Section C502.2 or 
total building performance in accordance with Section C407. 


C502.1.1 Additional energy efficiency credits. Additions shall comply 
with Section C406.1. The addition shall be deemed to comply with this 
section if the addition alone complies or if the addition area is com- 
bined with existing building areas to demonstrate compliance with an 
additional efficiency credit. 


C502.1.2 Renewable energy. Additions shall comply with Section C411. 
The addition shall be deemed to comply with this section if the addi- 
tion alone complies or if the addition area is combined with existing 
building areas to demonstrate compliance with the requirements for on- 
Site renewable energy or solar readiness, as applicable. 


C502.2 Prescriptive compliance. Additions shall comply with Sections 
c502.3 through C502.8. 


C502.2.2 Skylights. Additions with skylights shall comply with the 
following: 

1. Where an addition with skylight area results in a total build- 
ing skylight area less than or equal to the maximum allowed by Section 
C402.4.1, the addition shall comply with Section C402.4. 

2. Where an addition with skylight area results in a total build- 
ing skylight area greater than the maximum allowed by Section C402.4.1 
(regardless of the ratio prior to the addition), the addition shall 
comply with one of the following: 
formance alternative with target area adjust- 


2.1. Component pert 
ment per Section C402.1.5 for the addition area of the building only. 

2.2. Existing building and addition area are combined to demon- 
strate compliance with the component performance alternative for the 
whole building. U-factors applied to existing envelope assemblies in 
the UA calculation shall comply with Section C501.2.1. 

2.3. Total building performance in accordance with Section C407 
for the addition area of the building only. 
2.4. Total building performance for the whole building. 


C502.2.4 Building mechanical systems. New mechanical systems and 
equipment serving the building heating, cooling or ventilation needs, 
that are installed as a part of the addition shall comply with Sec- 
tions C403, C408.2, C409.5, and C501.6. 


C502.2.5 Service water heating systems. New service water-heating sys- 
tems and equipment that are installed as a part of the addition shall 
comply with Sections C404, C408.3, C409.5, and C501.6. 


C502.2.6 Pools and permanent spas. Systems and equipment serving new 
pools and permanent spas that are installed as a part of the addition 
shall comply with Sections C404.11, C408.3, C409.5, and C501.6. 


C502.2.7 Electrical power and lighting systems and motors. New elec- 
trical power and lighting systems and motors that are installed as a 
part of the addition shall comply with Sections C405, C408.4, C409.5, 
and C501.6. 


C502.2.7.1 Interior lighting power. The total interior lighting power 
for the addition shall comply with Section C405.4.2 for the addition 
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alone, or the existing building and the addition shall comply as a 
Single building. 


C502.2.7.2 Exterior lighting power. The total exterior lighting power 
for the addition shall comply with Section C405.5.2 for the addition 
alone, or the existing building and the addition shall comply as a 
single building. 


C502.2.8 Refrigeration systems. New refrigerated spaces and refrigera- 
tion systems and equipment that are installed as a part of the addi- 
tion shall comply with Sections C408.7, C409.5, C410, and C501.6. 


C502.3 Building envelope. Additions shall comply with Sections C402.1 
Enough C402 45; C502 23.1. and C502. 3228 


C502.3.1 Vertical fenestration. Additions with vertical fenestration 
shall comply with the following: 

1. Where an addition with vertical fenestration area results in a 
total building vertical fenestration area less than or equal to the 
maximum allowed by Section C402.4.1, the addition shall comply with 
Section C402.4. 

2. Where an addition with vertical fenestration area results ina 
total building vertical fenestration area greater than the maximum al- 
lowed by Section C402.4.1 (regardless of the ratio prior to the addi- 
tion), the addition shall comply with one of the following: 

2.1. Component performance alternative with target area adjust- 
ment per Section C402.1.5 for the addition area of the building only. 

2.2. Existing building and addition area are combined to demon- 
strate compliance with the component performance alternative for the 
whole building. U-factors applied to existing envelope assemblies in 
the UA calculation shall comply with Section C501.2.1. 

2.3. Total building performance in accordance with Section C407 
for the addition area of the building only. 
2.4. Total building performance for the whole building. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, $ 51-11cC-50200, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-50200, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-50300 Section C503—Alterations. 


C503.1 General. Alterations to any building or structure shall comply 
with the requirements of Section C503 and the code for new construc- 
tion. Alterations to an existing building, building system or portion 
thereof shall conform to the provisions of this code as they relate to 
new construction without requiring the unaltered portions of the ex- 
isting building or building system to comply with this code. Altera- 
tions shall be such that the existing building or structure is no less 
conforming with the provisions of this code than the existing building 
or structure was prior to the alteration. The additional energy effi- 
ciency credit requirements in Section C406.1 and the renewabl nergy 
requirements in Section C411 do not apply to alterations. 
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The following alterations need not comply with the requirements for new construction provided the energy use of the building is not 
increased: 

1. Storm windows installed over existing fenestration. 

2. Surface applied window film installed on existing single pane fenestration assemblies to reduce solar heat gain provided the code 
does not require the glazing fenestration to be replaced. 

3. Existing ceiling, wall or floor cavities exposed during construction provided that these cavities are insulated to full depth with 
insulation having a minimum nominal value of R-3.0 per inch installed per Section C402. 

4. Construction where the existing roof, wall or floor cavity is not exposed. 

5. Roof recover. 

6. Air barriers shall not be required for roof recover and roof replacement where the alterations or renovations to the building do not 
include alterations, renovations or repairs to the remainder of the building envelope. 

7. Replacement of existing doors that separate conditioned space from the exterior shall not require the installation of a vestibule or 
revolving door, provided however that an existing vestibule that separates a conditioned space from the exterior shall not be removed. 


space—inaceordanece—witthSeectieon—C4o74.4.1+++ hat tsa tteredtebeeone 


C402.5 
EXCEPTION: 


C503.3.1 Roof replacement. Roof replacements shall comply with Table 
C402.1.3 or C402.1.4 where the existing roof assembly is part 
building thermal envelope and contains no insulation or 


C503.3 Building envelope. 


( (as—apphi 


New building 


nvelope assemblies that are 
part of the alteration shall comply with Sections C402.1 through 


eable)) and Sections C503.3.1 through C503.3.3. 


Air leakage testing is not required for alterations and repairs, unless the project includes a change in space conditioning according to 
Section C503.2 or a change of occupancy or use according to Section C505.1. 


of the 
the insulation 
In no case shall the R-value 


is located entirely above the roof deck. 


of the roof insulation be reduced or the U-factor of the roof assembly 


be increased as part of 


the roof replacement. 


C503.3.2 Vertical fenestration. Alterations that include the addition 
of new vertical fenestration area shall comply with the following: 


Le, 


Where 


the addition of new vertical fenestration ((#fat)) area 


results in a total building vertical 


fenestration area less than or 


equal to 
C402.4.1, 


ERS 


( ( specifiedis)) the maximum allowed by Section 
the alteration shall comply with Section C402.4. 


2. 


Where 


Ehat)) area 


the addition of new vertical fenestration (( 


result in a total building vertical fenestration area greater than 


£4 


din) ) 


( (specs 


the maximum allowed by Section C402.4.1 


(regardless 


of 


the ratio prior to 


the addition), the alteration shall comply with 


one 


( (4. 


of the fol 
)) 


owing: 
2.1. Vertical fenestration alternate in accordance with 


Section C402.1.3 for the new vertical fenes 
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((2-)) 2.2. Vertical fenestration alternate in accordance with 
Section C402.4.1.1 for the area adjacent to the new vertical fenestra- 
tion added. 
((3+)) 2.3. Existing building and alteration areas are combined 
to demonstrate compliance with the component performance alternate in 
accordance with Section C402.1.5 for the whole building. U-factors ap- 
plied to existing envelope assemblies in the UA calculation shall com- 
ply with Section C501.2.1. The Proposed Total UA is allowed to be up 
to 110 percent of the Allowed Total UA. 

((4-)) 2.4. Total building performance in accordance with Section 
C407 for the whole building. The total annual carbon emissions from 
energy consumption of the proposed design is allowed to be up to 110 
percent of the annual carbon emissions from energy consumption allowed 
in accordance with Section C407.3. 


EXCEPTION: (Ad ional envelope upgrades are inchided in-the proje 


din ictt.)) Where approved by the code. “offi cial additional fenestration: is permitted 
where Safhicicnt envelope upgrades beyond those required by other sections of this code are included in the project so that the addition 
of new vertical fenestration does not cause an increase in the overall energy use of the building. 


C503.3.2.1 ( (Appiieatieon—te)) Replacement fenestration products. Where 
some or all of an existing fenestration unit is replaced with a new 
fenestration product, including sash and glazing, the replacement fen- 
estration unit shall meet the applicable requirements for U-factor and 
SHGC in Table C402.4. 


EXCEPTION: An area-weighted average of the U-factor of replacement fenestration products being installed in the building for each fenestration 
product category listed in Table C402.4 shall be permitted to satisfy the U-factor requirements for each fenestration product category 


listed in Table C402.4. Individual fenestration products from different product categories listed in Table C402.4 shall not be combined in 
calculating the area-weighted average U-factor. 


C503.3.3 Skylights ((area)). Alterations that include the addition of 
new skylight area shall comply with the following: 

1. Where the addition of new skylight ((s—tkKat)) area results ina 
total building skylight area less than or equal to ( (that—specified 
in)) the maximum allowed by Section C402.4.1, the alteration shall 
comply with Section C402.4. 
2. Where the addition of new skylight ((s-thet)) area results ina 


total building skylight area greater than ( (4heat—specifiedin)) the 
maximum allowed by Section C402.4.1 (regardless of the ratio prior to 


the addition), the alteration shall comply with one of the following: 
((4.)) 2.1. Existing building and alteration area are combined to 
demonstrate compliance with the component performance alternative with 
target area adjustment in accordance with Section C402.1.5 for the 
whole building. U-factors applied to existing env lop assemblies in 
the UA calculation shall comply with Section C501.2. The Proposed 
Total UA is allowed to be up to 110 percent of the Allowed Total UA. 

((2-)) 2.2. Total building performance in accordance with Section 
C407 for the whole building. The annual carbon emissions from energy 
consumption of the proposed design is allowed to be up to 110 percent 
of the annual carbon emissions from energy consumption allowed in ac- 
cordance with Section C407.3. 


EXCEPTION: Additional envelope upgrades are included in the project so the addition of new skylights does not cause a reduction in overall building 
energy efficiency, as approved by the code official. 


C503.4 Building mechanical systems. ( (fRese—parts—ecf)) Components of 
existing mechanical systems ((wkieh)) that are altered or replaced 
shall comply with Section C403, unless specifically exempted in this 
section, and Sections C408.2, C409.5, C501.2.2, C501.6, and C503.4.2 
through C503.4.5. Additions or alterations shall not be made to an ex- 
isting mechanical system that will cause the existing ( (meeharniecat) ) 
system to become out of compliance. 
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EXCEPTIONS: 1. Existing mechanical systems ((whieh m vith 
)) are not reduired t to be modified to s somipiy with Secon C403. 3.5 wici mechanical cooling capacity is not 
added to a system that did not have cooling capacity prior to the alteration. 
2. Compliance with Section C403.1.4 is not required where the alteration does not include replacement of a heating appliance. 
3. Alternate mechanical system designs that are not in full compliance with this code may be approved when the code official 
determines that existing building constraints including, but not limited to, available mechanical space, limitations of the existing 
structure, or proximity to adjacent air intakes or exhausts makes full compliance impractical. Alternate designs shall include additional 
energy saving strategies not prescriptively required by this code for the scope of the project including, but not limited to, demand control 
ventilation, energy recovery, or increased mechanical cooling or heating equipment efficiency above that required by Tables C403.3.2(1) 
through C403.3.2((G2))) (16). 
((3-)) 4. Only those components of existing HVAC systems that are altered or replaced shall be required to Se e0) 
comply with Section C403. 8. 1(( wa wer Ah E 
values ie Table C4038. ie J at desis conditions). Section C403. 8. 1 eee not require the removal 
and replacement of existing system ductwork. Additional fan power allowances are available when determining the fan power budget 
(Fan kWpna get) as specified in Table C503.4. These values can be added to the fan power allowance values in Tables C403.8.1.1(1) and 
C403.8.1.1(2) when calculating a new Fan kWpydger for the fan system being altered. The additional fan power allowance is not 
applicable to alterations that add or change passive components which do not increase the fan system static pressure. 
Table C503.4 
Additional Fan Power Allowances (W/CFM) 
Multi-Zone 
Multi-Zone VAV Multi-Zone All Other 
VAV Systems? VAV All Other Fan Systems All Other 
Systems? >5,000 and Systems* Fan Systems | >5,000 and | Fan Systems 
Airflow <5,000 cfm | <10,000 cfm | >10,000cfm | <5,000cfm | <10,000 cfm | >10,000 cfm 
Supply fan System 0.135 0.114 0.105 0.139 0.120 0.107 
additional allowance 
Supply Fan System 
additional allowance in 0.033 0.033 0.043 0.000 0.000 0.000 
unit with adapter curb 
Exhaust/ Relief/ 
Return/ Transfer 0.070 0.061 0.054 0.070 0.062 0.055 
Fan System 
additional allowance 
Exhaust/ Relief/ 
Return/ Transfer 
Fan System 0.016 0.017 0.220 0.000 0.000 0.000 
additional allowance 
with adapter curb 


a See definition of FAN SYSTEM, MULTI-ZONE VARIABLE AIR VOLUME (VAV). 


C503.4.1 New building mechanical systems. All new mechanical systems 
and equipment in existing buildings ( (7 imetuding packaged unitary 

cartoment and packaged seiit systems;)) shall comply with Sections 
C403, C408 22) C409.5, and C501.6. 


C503.4.2 Addition of cooling 
added to a space that 
shall comply with ei 


EXCEPTIONS: 
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capacity. Where mechanical cooling is 
was not previously cooled, the mechanical system 
ther Section C403.3.5 or C403.5. 


1. Qualifying small equipment: Economizers are not required for cooling units and split systems serving one zone with a total cooling 
capacity rated in accordance with Section C403.3.2 of less than 33,000 Btu/h (hereafter referred to as qualifying small systems) 
provided that these are high-efficiency cooling equipment with SEER and EER values more than 15 percent higher than minimum 
efficiencies listed in Tables C403.3.2 (1) ((threvgh3))), (2), (4), (8), (9), and (14), in the appropriate size category, using the same test 
procedures. Equipment shall be listed in the appropriate certification program to qualify for this exception. The total capacity of all 
qualifying small equipment without economizers shall not exceed 72,000 Btu/h per building, or 5 percent of the building total air 
economizer capacity, whichever is greater. 

Notes and exclusions for Exception 1: 

1.1. The portion of the equipment serving Group R occupancies is not included in determining the total capacity of all units without 
economizers in a building. 

1.2. Redundant units are not counted in the capacity limitations. 

1.3. This exception shall not be used for the initial tenant improvement of a shell-and-core building or space, or for Total Building 
Performance in accordance with Section C407. 

1.4. This exception shall not be used for unitary cooling equipment installed outdoors or in a mechanical room adjacent to the outdoors. 
2. Chilled water terminal units connected to systems with chilled water generation equipment with IPLV values more than 25 percent 
higher than minimum part load equipment efficiencies listed in Table C403.3.2((€)) (3), in the appropriate size category, using the 
same test procedures. Equipment shall be listed in the appropriate certification program to qualify for this exception. The total capacity 
of all systems without economizers shall not exceed 480,000 Btu/h per building, or 20 percent of the building total air economizer 
capacity, whichever is greater. 

Notes and exclusions for Exception 2: 

2.1. The portion of the equipment serving Group R occupancy is not included in determining the total capacity of all units without 
economizers in a building. 
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2.2. This exception shall not be used for the initial tenant improvement of a shell-and-core building or space, or for total building 
performance in accordance with Section C407. 


C503.4.3 Alterations or replacement of existing cooling systems. Al- 


terations t 


Oy 


or replacement of, 


shall not decreas 


the building total economizer capacit 
system complies with either Section C403.3.5 or C403.5. 


existing mechanical cooling systems 


ty unless the 
System altera- 


tions or replacement shall comply with Table ((€593-4)) C503.4.3 when 
either the individual cooling unit capacity ((amd)) or the building 
total capacity of all cooling equipment without economizer ((de)) does 
not comply with ( (Section -¢403.3-5—-e¥)) the exceptions in Section 
C403.5. Equipment replacements that include space heating shall also 
comply with Section C503.4.3. 
( (€503.4.4 Controls for ecooling—equipment_replacement.When—_space 
eoetdagecithenern+—ts—_epleced,eentrets—shatt—eemeti ast a Lt require- 
ments—under Section €443,3-5-4nd tated subsectieons,—and Section 
€4903,5.1 fer integrated eeonoemizereentrol 
€503.4._5 Cooling equipment relocation Existing equipment currently +n 
memey be relocated within he meoo paea +e- 
moved—and +einstatted within the same- permit-)) 
Table ((c503-4)) C503.4.3 
Economizer Compliance Options for Mechanical Alterations 
Option A Option B Option C Option D 
(alternate to A) (alternate to A) (alternate to A) 
New equipment added to 
Replacement unit of the Replacement unit of the existing system or 
Any alteration with new or same type with the same same type with a larger replacement unit of a 
Unit Type replacement equipment or smaller output capacity output capacity different type 


1. Packaged Units 


Efficiency: min. è 


Economizer: C403.5° 


Efficiency: min. # 
Economizer: C403.5° 


Efficiency: min. è 
Economizer: C403.5° 


Efficiency: min. # 
Economizer: C403.5° 


2. Split Systems 


Efficiency: min. è 
Economizer: C403.5° 


For units < 60,000 Btuh, 
comply with two of two 
measures: 

1. Efficiency: + 10%° 

2. Economizer: shall not 
decrease existing 
economizer capability 


For units < 60,000 Btuh 
replacing unit installed prior 
to 1991 comply with at least 
one of two measures: 

1. Efficiency: + 10%* 

2. Economizer: 50% f 


Efficiency: min. è 
Economizer: C403.5° 


For all other capacities: 
Efficiency: min.* 
Economizer: C403.5° 


For all other capacities: 
Efficiency: min.* 
Economizer: C403.5> 


3. Water Source Heat 
Pump 


Efficiency: min. è 
Economizer: C403.5° 


For units < 72,000 Btuh, 
comply with at least two of 
three measures: 


1. Efficiency: +10%° 
2. Flow control valve 8 
3. Economizer: 50% f 


For units < 72,000 Btuh, 
comply with at least three of 
three measures: 

1. Efficiency: +10%° 

2. Flow control valve & 

3. Economizer: 50% f 
(except for certain pre-1991 
systems 4) 


Efficiency: min. # 
Economizer: C403.5° 
(except for certain pre-1991 
systems 4) 


For all other capacities: 
Efficiency: min.* 
Economizer: C403.5° 


For all other capacities: 
Efficiency: min.* 
Economizer: C403.5° 


4. Water Economizer 
using Air-Cooled Heat 
Rejection Equipment 
(Dry Cooler) 


Efficiency: min. è 
Economizer: C403.5° 


Efficiency: + 5%4 
Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: min.* 
Economizer: C403.5° 


Efficiency: min. è 
Economizer: C403.5° 


5. Air-Handling Unit 
(including fan coil 
units) where the 
system has an air- 
cooled chiller 


Efficiency: min. è 
Economizer: C403.5° 


Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: min.* 
Economizer: C403.5° 
(except for certain pre-1991 
systems 4) 


Efficiency: min.* 
Economizer: C403.5° 
(except for certain pre-1991 
systems 4) 
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Option A Option B Option C Option D 
(alternate to A) (alternate to A) (alternate to A) 


Unit Type 


6. Air-Handling Unit 
(including fan coil 
units) and Water- 
cooled Process 
Equipment, where the 
system has a water- 


cooled chiller!® 


7. Cooling Tower 


Any alteration with new or 
replacement equipment 


Efficiency: min. è 
Economizer: C403.5° 


Efficiency: min. è 
Economizer: C403.5° 


Replacement unit of the 
same type with the same 
or smaller output capacity 


Economizer: shall not 
decrease existing 
economizer capacity 


No requirements 


Replacement unit of the 
same type with a larger 
output capacity 


Efficiency: min.* 
Economizer: C403.5° 
(except for certain pre-1991 
systems 4 and certain 
1991-2016 systems Í) 


Efficiency: min.* 
Economizer: C403.5° 


New equipment added to 
existing system or 
replacement unit of a 
different type 


Efficiency: min. # 
Economizer: C403.5° 
(except for certain pre-1991 
systems 4 and certain 
1991-2016 systems ') 


Efficiency: min.* 
Economizer: C403.5° 


8. Air-Cooled Chiller 


Efficiency: min. ê 
Economizer: C403.5° 


Efficiency: + 10%* 
Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: 

Comply with two of two 
measures: 

1. + 10% 1 and 

2. Multistage compressor(s) 
Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: min. ê 
Economizer: C403.5° 


9. Water-Cooled 
Chiller 


10. Package Terminal 
Air Conditioner 


Efficiency: min. * 
Economizer: C403.5° 


Efficiency: min. @ 
Economizer: 403.5? 


Efficiency: 

Comply with at least one of 
two measures: 

1. Part load IPLV + 15%" or 
2. Plate frame heat 
exchanger ° 

Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: + 5%? 
Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: 

Comply with two of two 
measures: 

1. Part load IPLV + 15%” 
2. Plate-frame heat 
exchanger ° 

Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: + 5%? 
Economizer: shall not 
decrease existing 
economizer capacity 


Efficiency: min. # 
Economizer: C403.5° 


Efficiency: min. è 
Economizer: C403.5° 


11. Package Terminal 


Efficiency: min. ê 


Cooling efficiency: + 5%4 


Cooling efficiency: + 5% 


Efficiency: min. è 


Heat Pump Economizer: C403.5° Heating efficiency: + 10%° Heating efficiency: + 10%° Economizer: C403.5° 
Shall not decrease existing Shall not decrease existing 
economizer capacity economizer capacity 
a Minimum equipment efficiency shall comply with Section C403.3.2 and ((Fables-C403.3.24+throvgh €403.3.324}))) the tables in Section 
C403.3.2. 
b All separate new equipment and replacement equipment shall have air economizer complying with Section C403.5 including both the individual 


unit size limits and the total building capacity limits on units without economizer. It is acceptable to comply using one of the exceptions to 


Section C403.5. 


c Reserved. 


d Equipment shall have a capacity-weighted average cooling system efficiency that is 5% better than the requirements in ((Fables-C403.3.244)-and 


€40332})) the tables in Section C403.3.2 (1.05 x values in ((Fables-C403.3.24) -and-€403.322))) the tables). 


e Equipment shall have a capacity-weighted average cooling system efficiency that is 10% better than the requirements in ((Fables-€40332(HA 
and-€403.3.2))) the tables in Section C403.3.2 (1.10 x values in ((Fables-C403.3.24)A-and-€403.3.2))) the tables). 


f Minimum of 50% air economizer that is ducted in a fully enclosed path directly to every heat pump unit in each zone, except that ducts may 
terminate within 12 inches of the intake to an HVAC unit provided that they are physically fastened so that the outside air duct is directed into the 
unit intake. If this is an increase in the amount of outside air supplied to this unit, the outside air supply system shall be configured to provide this 
additional outside air and be equipped with economizer control. 


g Water-source heat pump systems shall have a flow control valve to eliminate flow through the heat pumps that are not in operation and variable 
speed pumping control complying with Section C403.4.3 for that heat pump. 


- When the total capacity of all units with flow control valves exceeds 15% of the total system capacity, a variable frequency drive shall be 
installed on the main loop pump. 


- As an alternate to this requirement, the capacity-weighted average cooling system efficiency shall be 5% better than the requirements in 
footnote ° for water-source heat pumps (i.e., a minimum of 15% greater than the requirements in Table C403.3.2((@)})) (14)). 


h Water economizer equipment shall have a capacity-weighted average cooling system efficiency that is 10% better than the requirements in Tables 
C403.3.2((€8))) (7), C403.3.2(10), and C403.3.2((€9))) (16) (1.10 x values in Tables C403.3.2((€8))) (7), C403.3.2(10), and C403.3.2(((9})) (16)). 


i Air economizer is not required for systems installed with water economizer plate and frame heat exchanger complying with previous codes 
between 1991 and June 2016, provided that the total fan coil load does not exceed the existing or added capacity of the heat exchangers. 


j For water-cooled process equipment where the manufacturers specifications require colder temperatures than available with waterside 


economizer, that portion of the load is exempt from the economizer requirements. 


k The air-cooled chiller shall have an IPLV efficiency that is a minimum of 10% greater than the IPLV requirements in EER in Table 
C403.3.2((()) (3) (1.10 x IPLV values in EER in Table C403.3.2((€9)) (3)). 


1 The air-cooled chiller shall be multistage with a minimum of two compressors. 
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m The water-cooled chiller shall have full load and part load IPLV efficiency that is a minimum of 5% greater than the IPLV requirements in Table 
((€403.2369)) C403.3.2(3). 


n The water-cooled chiller shall have an IPLV value that is a minimum of 15% lower than the IPLV requirements in Table ((€493234))) 
C403.3.2(3) (1.15 x IPLV values in Table C403.3.2((€)) (3)). Water-cooled centrifugal chillers designed for nonstandard conditions shall have 
an NPLV value that is at least 15% lower than the adjusted maximum NPLV rating in kW per ton defined in Section ((€403.3.2+)) C403.3.2.3 
(1.15 x NPLV). 


o Economizer cooling shall be provided by adding a plate-frame heat exchanger on the waterside with a capacity that is a minimum of 20% of the 
chiller capacity at standard AHRI rating conditions. 


P Reserved. 


q Systems installed prior to 1991 without fully utilized capacity are allowed to comply with Option B, provided that the individual unit cooling 
capacity does not exceed 90,000 Btuh. 


C503.4.4 Controls for cooling equipment replacement. When space cool- 
ing equipment is replaced, controls shall comply with all requirements 
under Section C403.3.5 and related subsections, and Section C403.5.1 


for integrated economizer control. 
C503.4.5 Mechanical equipment relocation. Existing equipment currently 


in use may be relocated within the same floor or same tenant space if 
removed and reinstalled within the same permit. 


C503.4.6 Addition or replacement of heating appliances. Where a me- 
chanical heating appliance is added or replaced, the added or replaced 
appliance shall comply with Section C403.1.4 or with an alternate com- 
pliance option in Table C503.4.6. 


EXCEPTIONS: 1. Terminal unit equipment including, but not limited to, hydronic VAV boxes, electric resistance VAV boxes, electric duct heaters, water 
source heat pumps, fan coils, or VRF indoor units that are served by an unaltered central system. 
2. Air handling equipment with hydronic coils. 
3. Air handling equipment designed for 100 percent outdoor air that is not subject to the requirements in Section C403.3.5 or that 
qualifies for an exception to Section C403.3.5. 
4. Replacement of existing oil-fired boilers. 
5. Replacement of existing steam boilers with steam distribution to terminal units and the associated boiler feed equipment. 
6. Where compliance with Section C403.1.4 would trigger an unplanned utility electrical service upgrade based on the NEC 220.87 
method for determining existing loads. 
7. Like-for-like replacement of a single heating appliance is permitted where that appliance is failing, requires immediate replacement 
and where no other HVAC work is planned. 


Table C503.4.6 
Compliance Options for Mechanical Heating Equipment Alterations 


Proposed Heating Heating Efficiency 
Equipment Type? Table Reference Alternate Compliance Options to Section C403.1.4 
1 | Air-Cooled Unitary Heat Table C403.3.2(2) 1. Compliance with C403.1.4, except heat pump rated 
Pumps capacity in accordance with Section C403.1.4 exception 5d is 
permitted to be sized equal to the supplemental internal 
resistance heating capacity in Climate Zone 4 or 5° 
2. Compliance with C403.1.4, except electric resistance mixed 
air preheat is permissible° 
2 | Packaged terminal, Table C403.3.2(4) 1. Compliance with C403.1.4, except heat pump rated 
single-package vertical, capacity in accordance with Section C403.1.4 Exception 5d is 
and room air-conditioner permitted to be sized equal to the supplemental internal 
heat pumps resistance heating capacity in Climate Zone 4 or 5 
3 | Furnaces, duct furnaces, Table C403.3.2(5) 1. Efficiency: +10%> 
and unit heaters 
4 | Gas-fired hot water Table C403.3.2(6) 1. Efficiency: +10%> 
boilers with fewer than 
80% of served coils 
replaced 
5 | Variable refrigerant flow Table C403.3.2(9) No alternate compliance option 
air-to-air and applied heat 
pumps 
6 | DX-DOAS equipment Table C403.3.2(12) 1. DX-DOAS is provided with heat recovery if not required 
and by C403.3.5.1. 
Table C403.3.2(13) 
7 | Water-source heat pumps | Table C403.3.2(14) No alternate compliance option 
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Includes replacement of equipment with a unit that is the same type or higher efficiency and the same or lower capacity, or a replacement of one 
equipment type with a different equipment type. 
Equipment shall have a capacity-weighted average heating system efficiency that is 10 percent better than that shown in the reference table (1.10 x values 


in reference table). 
Option | and Option 2 can be combined. 


[Io IS 


lo 


C503.4.6.1 Hydronic system alteration supply water temperature. Hy- 
dronic heating coils and appliances subject to Section C503.4.5 or 
Section C503.4.6 shall comply with Section C403.3.7.2. 


C503.5 Service ((het)) water ( (systems) ) eee equipment. All new 
servic ((ReEt)) water ( (systems—that—at art of the alteraticn) ) 
heating systems, equipment, and somoonents of existing systems that 
are altered or replaced shall comply with Section C404, C408.3, 
C409.5, and C501.6. Additions or alterations shall not be made to an 
existing service water heating system that will cause the existing 
system to become out of compliance. 


EXCEPTION: The following equipment is not required to comply with Section C404.2.1: 
1. Replacement of a single electric resistance or fuel-fired service water heating appliance with a unit that is the same type and has the 
same or higher efficiency and the same or lower capacity, provided there are no other alterations made to the existing service water 
heating system size or configuration. 
2. Replacement of any of the following water heater appliances: 
2.1. Electric water heaters with an input of 12 kW or less. 
2.2. Gas storage water heaters with an input of 75,000 Btu/h or less. 
2.3. Gas instantaneous water heaters with an input of 200,000 Btu/h or less and 2 gallons or less of storage. 
3. Where it has been determined by the code official that existing building constraints including, but not limited to, available floor space 
or ceiling height, limitations of the existing structure, or electrical service capacity, make compliance technically infeasible. 


C503.6 Pools and permanent spas. All new systems and equipment serving 
pools and permanent spas and components of existing systems that are 
altered or replaced, shall comply with Sections C404.11, C408.3, 
C409.5, and C501.6. Additions or alterations shall not be made to an 
existing system serving a pool or spa that will cause the existing 
system to become out of compliance. 


( (€503€—Lighting,_contrelilted reeeptacies)) C503.7 Electrical power 
and lighting systems and motors. Alterations or the addition of light- 


ing, ((eteeteie)) receptacles and motors shall comply with Sections 
( ( 6 -—-6)) €503.7.1 through C503.7.7. Additions or 
alterations shall not be made to an existing lighting or electrical 


system that will cause the existing system to become out of compli- 
ance. 


( (€503-€4+)) C503.7.1 New lighting systems and controls. All new inte- 
rior and exterior lighting systems within an existing building site 
shall be provided with lighting controls in accordance with Section 
C405.2 and shall comply with C408.4, C409.5, and C501.6. 


C503.7.2 Luminaire additions and alterations. Alterations that add or 
replace ((58)) 20 percent or more of the luminaires in a space en- 
closed by walls or ceiling-height partitions, replace ((50)) 20 per- 
cent or more of parking garage luminaires, or replace ((5@)) 20 per- 
cent or more of the total installed wattage of exterior luminaires 
shall comply with Sections C405.4 and C405.5. Exterior power allowance 
shall be determined using the specific area allowances for the areas 
altered and shall not include the base site allowance. Where less than 
((50)) 20 percent of the fixtures in an interior space enclosed by 
walls or ceiling-height partitions or in a parking garage are added or 
replaced, or less than ((58)) 20 percent of the installed exterior 
wattage is replaced, the installed lighting wattage shall be main- 
tained or reduced. 


( (6503-62) ) C503.7.3 Rewiring and recircuiting. Where new wiring is 
being installed to serve added fixtures and/or fixtures are being re- 
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located to a new circuit, lighting controls shall comply with all ap- 
plicable requirements in accordance with Sections C405.2.1, C405.2.3, 
C405.2.4, C405.2.5, C405.2.6, ( (andes—apptcabtie 6468-3 New Hghting 
eontret _devices_shaltt_comptyitith the +equirements_of Section C4952) ) 


C405.2.7, C405.2.8, C408.4, and C501.6. 


( (6503-63) ) C503.7.4 New or moved lighting panel. Where a new light- 

ing panel (or a moved lighting panel) with all new raceway and conduc- 
tor wiring from the panel to the fixtures is being installed, lighting 
controls shall also comply with, in addition to the requirements of 
Section ((€503-6-2)) C503.7.3, all remaining requirements in Sections 
C405.2 ( (and €408-3)), C408.4, and C501.6. 


( (6503-64) ) C503.7.5 Newly-created rooms. Where new walls or ceiling- 
height partitions are added to an existing space and create a new en- 
closed space, but the lighting fixtures are not being changed, other 
than being relocated, the new enclosed space shall have lighting con- 
trols that comply with all applicable requirements in accordance with 
Sections C405.2.1, C405.2.2, C405.2.3, C405.2.4, C405.2.5 ( (and 
6408~3)), C405.2.6, C408.4 and C501.6. 


( (6503-6-5)) C503.7.6 Motors. ( (PRese meteors —whieh)) Motors that are 
altered or replaced shall comply with Section C405.8. 


( (€503-6€-6) ) C503.7.7 Controlled receptacles. Where electric recepta- 
cles are added or replaced, controlled receptacles shall be provided 
in accordance with Section C405.10 and shall comply with Sections 
C408.4 and C501.6. 


EXCEPTIONS: 1. Where an alteration project impacts an area smaller than 5,000 square feet, controlled receptacles are not required. 
2. Where existing systems furniture or partial-height relocatable office cubical partitions are reconfigured or relocated within the same 
area, controlled receptacles are not required in the existing systems furniture or office cubicle partitions. 
3. Where new or altered receptacles meet the exception to Section C405.10, they are not required to be controlled receptacles or be 
located within 12 inches of noncontrolled receptacles. 


( (65037) ) C503.8 Refrigeration systems. ( (fRese—parts—of systems 


we+eh—are—attered—_oxsreptlec4ecdshatt_eometyoiteh_Section— C4 Add 

; 
ads EER E EO ie Pe aaa aaa eae SS Ee S 
SPASE SE Ca T BE a oe MER O ER TPA Subse a ae 
with _Section €440-)) Components of existing refrigeration systems that 
are altered or replaced shall comply with Sections C408.7, C410 and 
C501.6. Additions or alterations shall not be made to an existing re- 
frigeration system that will cause the existing system to become out 
of compliance. All new refrigerated spaces and refrigeration systems 
and equipment in existing buildings, including new refrigerated dis- 
play cases, shall comply with Sections C408.7, C409.5, C410 and 
C501.6. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-50300, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-50300, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27A and 19.27 RCW. WSR 19-02-089, § 51-11C-50300, filed 
1/2/19, effective 7/1/19. Statutory Authority: RCW 19.27A.025 
19.27A.045, 19.27A.160, and 19.27.074. WSR 16-24-070, $ 51-11C-50300, 
filed 12/6/16, effective 5/1/17; WSR 16-13-089, § 51-11C-50300, filed 
6/15/16, effective 7/16/16. Statutory Authority: RCW 19.27A.025, 


x 
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19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-50300, filed 
1/19/16, effective 7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-50500 Section C505—Change of space conditioning, oc- 
cupancy or use. 


C505.1 General. Buildings or spaces undergoing a change in space con- 
ditioning alteration shall comply with Sections C505.2 and C505.4. 
Buildings or spaces undergoing a change in occupancy alterations shall 
comply with Sections C505.3 and C505.4. Spaces changing from one use 
type to another shall comply with Section C505.5. 
Buildings or spaces undergoing a change in space conditioning, 
change in occupancy or use shall conform to the provisions of this 
code without reguiring the unaltered portion of the existing building 
to comply with this code. Alterations shall be such that the existing 
building or structure is no less conforming to the provisions of this 
code than the existing building or structure was prior to the altera- 
tion. 
A change in space conditioning alteration shall be deemed to com- 
ply with this code if the alteration area alone complies or if the al- 
teration area is combined with all other spaces within the existing 
building that are of the same space conditioning category according to 
Section C505.2 to demonstrate compliance. A change in occupancy alter- 
ation shall be deemed to comply with this code if the alteration area 
alone complies or if the existing building and the alteration area are 
combined to demonstrate complete for the whole building. This allow- 
ance applies to prescriptive compliance in accordance with Section 
C505.4 or total building performance in accordance with Section C407. 
Buildings or spaces that were permitted prior to the 2009 Wash- 
ington state energy code, or were originally permitted as uncondi- 
tioned, may comply with this section as follows: 
1. Where the component performance alternative in Section 
C402.1.5 is used to demonstrate compliance with this section, the Pro- 
posed Total UA is allowed to be up to 110 percent of the Allowable To- 
tal UA. This exception may be applied to the project area alone, or to 
the existing building and project area combined as a whole building. 
2. Where total building performance in accordance with Section 
C407 is used to demonstrate compliance with this section, the total 
annual carbon emissions from energy consumption of the proposed design 
is allowed to be up to 110 percent of the annual carbon emissions from 
ener consumption allowed by Section C407.3. This exception may be 
applied to the project area alone, or to the existing building and 
project area combined as a whole building. 


C505.1.1 Additional energy efficiency credits. Buildings or spaces 


that are required to comply with Sections C505.2 or C505.3 shall also 
comply with Section C502.1.1 in the same manner as an addition. 


C505.1.2 Renewable energy. Buildings or spaces that are required to 
comply with Section C505.2 or C505.3 shall also comply with Section 
C502.1.2 in the same manner as an addition. 
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C505.4 Prescriptive compliance. 
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C505.4.1 Vertical fenestration. A change in space conditioning altera- 
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C409.5 an 


dC501..-6:. 
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[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-50500, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.020, 19.27A.025 and chap- 
ters 19.27A and 19.27 RCW. WSR 19-02-089, § 51-11C-50500, filed 
1/2/19, effective 7/1/19. Statutory Authority: RCW 19.27A.025, 
19.27A.160, and 19.27.074. WSR 16-03-072, § 51-11C-50500, filed 
1/19/16, effective 7/1/16.] 


NEW SECTION 


WAC 51-11C-50600 Section C506—Metering for existing buildings. 


C506.1 Existing buildings that were constructed subject to the re- 
quirements of this section. Where new or replacement systems or equip- 
ment are installed in an existing building that was constructed sub- 
ject to the requirements of this section, metering shall be provided 
for such new or replacement systems or equipment so that their energy 
use is included in the corresponding end-use category defined in Sec- 
tion C409.2. This includes systems or equipment added in conjunction 
with additions or alterations to existing buildings. 


C506.1.1 Small existing buildings. Metering and data acquisition sys- 
tems shall be provided for additions over 25,000 square feet to build- 
ings that were constructed subject to the requirements of this sec- 
tion, in accordance with the requirements of Sections C409.2 and 
C409.3. 


[] 


AMENDATORY SECTION (Amending WSR 13-04-056, filed 2/1/13, effective 
7/1/13) 


WAC 51-11C-60000 ( (Appendix A—Default heat _tess—eceffieients-—) ) 


Reserved. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025 and chapters 19.27 
and: 34.05 RCW. WSR 13-04-056, § 51-11C-60000, filed 2/1/13, effective 
TALLI] 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-600000 Chapter 6 [CE]—Referenced standards. This 
chapter lists the standards that are referenced in various sections of 
this document. The standards are listed herein by the promulgating 
agency of the standard, the standard identification, th ffectiv 
date and title, and the section or sections of this document that ref- 
erence the standard. The application of the referenced standards shall 
be as specified in Section C106. 


AAMA American Architectural Manufacturers Association 
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Standard reference number 


Title 


Referenced in code section 
number 


AAMA/WDMA/CSA 
101/1.S.2/A C440—17 


North American Fenestration Standard/ 
Specifications for Windows, Doors and Unit 
Skylights 


Table C402.4.1.1.2 


AHAM 


Association of Home Appliance Manufacturers 


1111 19th Street, N.W., Suite 402 
Washington, D.C. 20036 


Standard reference number 


Title 


Referenced in code section 
number 


ANSI/AHAM RAC-1— 
2008 


AHAM HRF-1—2017 


Room Air Conditioners 


Energy, Performance and Capacity of 
Household Refrigerators, Refrigerator- 
Freezers and Freezers 


Table C403.3.2((@))) (4) 


Table C410.1(1) 


AHRI 


Air Conditioning, Heating, and Refrigeration 
Institute 


4100 North Fairfax Drive, Suite 200 
Arlington, VA 22203 


Standard reference number Title Referenced in code section 
number 

ISO/AHRI/ASHRAE 
5801—2017 Fans - Performance Testing Using 

Standardized Airways  ———“—s—sC ee C403.8.1.1 
ISO/AHRI/ASHRAE 
13256-1 (2017) Water-source Heat Pumps - Testing and 

Rating for Performance - Part 1: Water-to-air 

and Brine-to-air Heat Pumps = ~~ ........ Table C403.3.2((@))) 14) 
ISO/AHRI/ASHRAE 
13256-2 (2017) Water-source Heat Pumps - Testing and 

Rating for Performance - Part 2: Water-to- 

water and Brine-to-water Heat Pumps  =—S—............. Table C403.3.2((@))) (4) 


210/240—((2046)) 2017 


Performance Rating of Unitary Air 


and 2023 
310/380—((20+4)) 2017 
340/360—((2045)) 2018 
365—2009 

390—2015 

400—2015 

430—2020 


440—{((08)) 19 
460—05 


Certified on 7/13/2022 [ 


Conditioning and Air-source Heat Pump 
Equipment 


Standard for Packaged Terminal Air 
Conditioners and Heat Pumps 


Commercial and Industrial Unitary Air- 
conditioning and Heat Pump Equipment 


Commercial and Industrial Unitary Air- 
conditioning Condensing Units 


Performance Rating of Single Package 
Vertical Air Conditioners and Heat Pumps 


Liquid to Liquid Heat Exchangers with 
Addendum 2 


Performance Rating of Central Station Air- 
Handling Unit Supply Fans 
Room Fan Coil 


Performance Rating Remote Mechanical 
Draft Air-cooled Refrigerant Condensers 


564 | 


Table C403.3.2(1), 
Table C403.3.2(2) 


Table C403.3.2((@))) (4) 


Table C403.3.2(1), 
Table C403.3.2(2) 


Table C403.3.2(1)((; 
Fable C403.3.246))) 
Table C403.3.2((@))) (4) 
((Fable)) C403.3.2((¢99)) 


C403.8.1.1 
C403.8.1.1, C403.10.3 


Table C403.3.2((€8})) (7) 
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550/590—((2045)) 2018 


560—((98)) 2018 


Washington State Register, 


Water Chilling Packages Using the Vapor 
Compression Cycle—with Addenda 


Absorption Water Chilling and Water-heating 
Packages 


Issue 22-14 


WSR 22-14-091 


((€493.3.2-4)) C403.3.2.3, 
Table C403.3.2((@)) 6). 
Table C403.3.2(15) 


Table C403.3.2((@))) (3) 


910—2014 Performance Rating of Indoor Pool == =~—.y........ Table C403.3.2(11) 

Dehumidifiers 
920—2015 Performance Rating of DX-Dedicated  —s_............ C202, Table 

Outdoor Air System Units C403.3.2((G8)) 42), 

Table C403.3.2((G2))) 
(13) 

1160—2014 Performance Rating of Heat Pump Pool 

Heaters ee Table C404.2, C404.11.1 
1200—2013 Performance Rating of Commercial 

Refrigerated Display Merchandisers and C410.1,Table C410.1(1), 

Storage Cabinets = Table C410.1(2) 
1230—2014 Performance Rating of Variable Refrigerant 

Flow (VRF) Multi-Split Air-Conditioning 

and Heat Pump Equipment (with Addendum 

Ae = ee > Bil Rates Table C403.3.2(9) 
1250—2014 Standard for Performance Rating in Walk-in 

Coolers and Freezers = paea Table C410.2.1(3) 
AMCA Air Movement and Control Association 


International 
30 West University Drive 
Arlington Heights, IL 60004-1806 


Standard reference number 


Title 


Referenced in code section 


number 
205—12 Energy Efficiency Classification for Fans  =—.............. C403.8.3 
208—2018 Calculation of the Fan Energy Index == —_..}......... C403.8.1.1, C403.8.3 
210—2016 Laboratory Methods of Testing Fans for 


220 (8-02) 19 
230—15 


500D—{(42)) 18 


Certified Aerodynamic Performance Rating 


Laboratory Methods for Testing Air Curtain 
Units for Aerodynamic Performance Rating 


Laboratory Methods of Testing Air 


Circulating Fans for Rating and Certification 


Laboratory Methods for Testing Dampers for 
Rating 


C403.8.1.1 
C402.5.7 
C403.9 


C402.4.5.1, 
C402.4.5.2 


ANSI American National Standards Institute 

25 West 43rd Street 

Fourth Floor 

New York, NY 10036 
Standard reference number Title Referenced in code section 

number 

ANSI/AMCA 208-2018 Calculation ofthe Fan Energy Index =  ~—_.’)......... C403.8.1.1 
ANSI/AMCA 210-16/ Laboratory Methods of Testing Fans for 
ASHRAE 51-16 Certified Aerodynamic Performance Rating  ........ C403.8.1.1 
ANSI/ASME A17.1—2010 Safety code for elevators and escalators = naunan. C405.12.1 
ANSI/CTA 2045-A—2018 Modular Communications Interface for 

Energy Management = ~~ ye... C404.14 
ANSI/CTA 2045-B—2021 Modular Communications Interface for 

Energy Management = = = ~~ \....... C404.14 
Z21.10.3/CSA 4.3—((H4)) Gas Water Heaters, Volume II— Storage 
17 Water Heaters with Input Ratings Above 

75,000 Btu per Hour, Circulating Tank and 

Instantaneous eee ee Table C404.2 
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Z21.47/CSA 2.3—((42)) 16 
Z83.8/CSA 2.6—((09)) 16 


Washington State Register, Issue 22-14 


Gas-fired Central Furnaces 


Gas Unit Heaters, Gas Packaged Heaters, 
Gas Utility Heaters and Gas-fired Duct 
Furnaces 


WSR 22-14-091 
Table C403.3.2((¢4))) (5) 


Table C403.3.2((4))) (5) 


APSP 


The Association of Pool and Spa 
Professionals 


2111 Eisenhower Avenue 
Alexandria, VA 22314 


Standard reference number Title Referenced in code section 
number 
14—((2644)) 2019 American National Standards for Portable 
Electric Spa Efficiency = =  — .....eee C404.12 


ASABE 


American Society of Agricultural and Biological Engineers 
2950 Niles Road 
St. Joseph, MI 49085 


Standard reference number Title Referenced in code section 
number 
S640—2017 Quantities and Units of Electromagnetic 
Radiation for Plants (Photosynthetic 
Organisms) ee C405.3 
ASHRAE American Society of Heating, Refrigerating and Air- 


Conditioning Engineers, Inc. 
1791 Tullie Circle, N.E. 
Atlanta, GA 30329-2305 


Standard reference number Title Referenced in code section 
number 

ANSI/ASHRAE/ACCA 
Standard 127-2007 Method of Testing for Rating Computer and 

Data Processing Room Unitary Air ((Fable 

Conditioners ee €403:3.2(95)) C403.5 
Standard 183—((2097)) Peak Cooling and Heating Load Calculations 
RA2017 in Buildings, Except Low-rise Residential 

Buildings ee C403.1.2 
ASHRAE—((2646)) 2020 ASHRAE HVAC Systems and Equipment 

Handbook—((2946)) 2020 ss eee C403.1.2 
ISO/AHRI/ASHRAE 
13256-1 ((20H)) 2012) Water-source Heat Pumps—Testing and 

Rating for Performance—Part 1: Water-to-air 

and Brine-to-airHeat Pumps = ~~ ......... Table C403.3.2((@))) 14) 
ISO/AHRI/ASHRAE 
13256-2 (((20H)) 2012) Water-source Heat Pumps—Testing and 

Rating for Performance—Part 2: Water-to- 

water and Brine-to-water Heat Pumps —........... Table C403.3.2((@))) 14) 


90.1—((2046)) 2019 


Energy Standard for Buildings Except Low- 
rise Residential Buildings 
(ANSI/ASHRAE/IESNA 90.1—((2948)) 
2019)(with addendum af) 


Table C402.1.3, 
Table C402.1.4, C406.2 


90.4—((2646)) 2019 Energy Standard for Data Centers (with —............. C403.1.3 
Addenda a, b, d, e) 

146—2011 Testing and Rating Pool Heaters = ~~ ........ Table C404.2 

ASME American Society of Mechanical Engineers 


Two Park Avenue 
New York, NY 10016-5990 


Standard reference number Title Referenced in code section 
number 
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ASME A17.1/CSA B44— 
((2046)) 2019 


BPVC Section IV-2021 


Washington State Register, 


Safety Code for Elevators and Escalators 


Boiler and Pressure Vessel Code, Section IV 


BPVC Section X-2021 


—Rules for Construction of Heating Boilers 


Issue 22-14 


Boiler and Pressure Vessel Code, Section X 
—Fiber-Reinforced Plastic Pressure Vessels 


WSR 22-14-091 


C405.9.2 
C404.14 


C404.14 


ASTM 


Standard reference number 


ASTM International 

100 Barr Harbor Drive 
West Conshohocken, PA 
19428-2859 

Title 


Referenced in code section 
number 


C 90—((44)) 206A 


C518—17 


C1363—11 


C1363—11 


C 1371—15 


C 1549—09 


D 1003—13 


E 283—04 (2012) 


E 408—13 


E 779—((48)) 2018 


E 903—12 


E 1677—11 


E 1827—2011(2017) 


E 1918—06 (2015) 


E 1980—11 


Certified on 7/13/2022 [ 


Specification for Load-bearing Concrete 
Masonry Units 


Standard Test Method for Steady-State 
Thermal Transmission Properties by Means 
of the Heat Flow Meter Apparatus 


Standard Test Method for Thermal 
Performance of Building Materials and 
Envelope Assemblies by Means of a Hot Box 
Apparatus 


Standard Test Method for Thermal 
Performance of Building Materials and 
Envelope Assemblies by Means of a Hot Box 
Apparatus 


Standard Test Method for Determination of 
Emittance of Materials Near Room 
Temperature Using Portable Emissometers 


Standard Test Method for Determination of 
Solar Reflectance Near Ambient 
Temperature Using A Portable Solar 
Reflectometer 


Standard Test Method for Haze and 
Luminous Transmittance of Transparent 
Plastics 


Test Method for Determining the Rate of Air 
Leakage Through Exterior Windows, Curtain 
Walls and Doors Under Specified Pressure 
Differences Across the Specimen 

Test Methods for Total Normal Emittance of 
Surfaces Using Inspection-meter Techniques 
Standard Test Method for Determining Air 
Leakage Rate by Fan Pressurization 
Standard Test Method Solar Absorptance, 
Reflectance and Transmittance of Materials 
Using Integrating Spheres (Withdrawn 2005) 
Standard Specification for an Air-retarder 
(AR) Material or System for Low-rise 
Framed Building Walls 

Standard Test Methods for Determining 
Airtightness of Building Using an Orifice 
Blower Door 

Standard Test Method for Measuring Solar 
Reflectance of Horizontal or Low-sloped 
Surfaces in the Field 

Standard Practice for Calculating Solar 


Reflectance Index of Horizontal and Low- 
sloped Opaque Surfaces 
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Table C402.1.3 


Table C403.10.1.1 


C303.1.4.1, Table 
C402.1.4 


C303.1.4.1, Table 
C402.1.4, C402.2.7 


Table C402.4 


Table C402.4 


C402.4.2.2 


C402.5.8 


Table ((€492.4)) C402.3 


C402.5.1.2.3 


Table C402.4 


C402.5.1.2.2 


C402.5.2, C402.5.3 


Table C402.4 


Table C402.2.1.1 
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E 2178—13 
E 2357—11 


F 1281—2017 


Washington State Register, Issue 22-14 


Standard Test Method for Air Permanence of 
Building Materials 


Standard Test Method for Determining Air 
Leakage of Air Barrier Assemblies 


Specification for Cross-linked Polyethylene/ 
Aluminum/Cross-linked Polyethylene (PEX- 


AL _ PEX) Pressure Pipe 


WSR 22-14-091 


C402.4 


C402.5.1.2.2 


Table C404.5.2.1 


CSA 


Canadian Standards Association 
5060 Spectrum Way 
Mississauga, Ontario, Canada L4W 5N6 


Standard reference number Title Referenced in code section 
number 
AAMA/WDMA/CSA North American Fenestration Standard/ 
101/1.S.2/A440—11 Specification for Windows, Doors and Unit 
Skylights ee Table C402.4.2 
CSA BS55.1—2015 Test Method for Measuring Efficiency and 
Pressure Loss of DWHR Units = ~—.,....... C404.10 
CSA B55.2—2015 Drain Water Heat Recovery Units = =  — ............ C404.10 


CTA 


Consumer Technology Association 
1919 S Eads Street 
Arlington, VA 22202 


Standard reference number Title Referenced in code section 
number 
ANSI/CTA 2045-A—2018 Modular Communications Interface for 
Energy Management = =  —— y......, C404.14 
ANSI/CTA 2045-B—2021 Modular Communications Interface for 
Energy Management = = = ~~ y....... C404.14 


CTI 


Cooling Technology Institute 
2611 FM 1960 West, Suite A-101 
Houston, TX 77068 


Standard reference number 


Title 


Referenced in code section 
number 


ATC 105 ((99)))—2019 


ATC 105DS—2018 
ATC 105S—11 


ATC 106—11 


STD 201—((49) 17 


Acceptance Test Code for Water Cooling 
Tower 


Acceptance Test Code for Dry Fluid Coolers 


Acceptance Test Code for Closed Circuit 
Cooling Towers 


Acceptance Test Code for Mechanical Draft 
Evaporative Vapor Condensers 


Standard for Certification of Water Cooling 
Towers Thermal Performances 


Table C403.3.2((€8})) (7) 
Table C403.3.2(7) 


Table C403.3.2((€8))) (7) 
Table C403.3.2((€8})) (7) 


Table C403.3.2((€8))) (7) 


DASMA 


Door and Access Systems Manufacturers 
Association 


1300 Sumner Avenue 
Cleveland, OH 44115-2851 


Standard reference number Title Referenced in code section 
number 
105—((92+R2004}—43)) Test Method for Thermal Transmittance and 
17 Air Infiltration of Garage Doors = aaan Table C402.4.2 
DOE U.S. Department of Energy 
c/o Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402-9325 
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Standard reference number 


Washington State Register, 
Title 


Issue 22-14 


WSR 22-14-091 


Referenced in code section 
number 


10 C.F.R., Part 430—2015 


((10-CER. Patt 430, 


y 


2045 
10 C.F.R., Part 431—2015 


((NAECA 8788) 


Energy Conservation Program for Consumer 
Products: 


Test Procedures and Certification and 
Enforcement Requirement for Plumbing 
Products; and Certification and Enforcement 
Requirements for Residential Appliances; 
Final Rule 


Energy Efficiency Program for Certain 
Commercial and Industrial Equipment: Test 
Procedures and Efficiency Standards; Final 
Rules 


4987 1 Public Law 100-2 (vith 


Table C403.3.2((4))) (1), 
Table C403.3.2(())) (2), 
Table C403.3.2(5), 
Table C403.3.2(6), 
Table C403.3.2(14), 
Table C404.2 


€202)) 


Table C403.3.2((¢3))) (6), 
C403.8.4, C403.11, 
Table ((€406265))) 
C403.11, C403.11.2, 

C405.7 

Table C405.7, C405.8, 

Table C405.8(1), 

Table C405.8(2). 

Table C405.8(3) 


))) 


HVI 


Home Ventilating Institute 
1740 Dell Range Blvd., Ste. H, PMB 450 
Cheyenne, WY 82009 


Standard reference number Title Referenced in code section 
number 
920—2020 Product Performance Certification Procedure 
Including Verification and Challenge ===— |... C403.3.5.1, C403.3.6 
IAPMO International Association of Plumbing and 


Mechanical Officials 
4755 E. Philadelphia Street 
Ontario, CA 91761 


Standard reference number Title Referenced in code section 
number 
UPC—((2645)) 2021 Uniform Plumbing Code  —i—s——S C201.3, ((ES9044)) C501.2 


ICC 


International Code Council, Inc. 
500 New Jersey Avenue, N.W., 


6th Floor 
Washington, D.C. 20001 
Standard reference number Title Referenced in code section 
number 
IBC—((4)) 21 International Building Code = —s—S C201.3, C303.2, C402.4.3, 
C501.2 
ICC 500—2020 Standard for the Design and Construction of ........ 
Storm Shelters C402.4.2 


IFC—((45)) 21 
IFGC—((45)) 21 


Certified on 7/13/2022 [ 


International Fire Code 
International Fuel Gas Code 


5.69 «| 


WSR Issue 22-14 - 


C201.3, ((€5044)) C501.2 
C201.3, ((E5044)) C501.2 


Permanent 


IMC—((45)) 21 


Washington State Register, Issue 22-14 


International Mechanical Code 


WSR 22-14-091 


C106.3, C201.3, C402.5.3, 
C403.2.2.1, C403.2.2.2, 
C403.3.5, C403.3.5.1, 
C403.6.1, C403.6.5, 
C403.6.10, C403.7.1, 
C403.7.2, C403.7.5, 
C403.7.5.1, C403.7.6, 
C403.7.7.3, C403.7.8.1, 
C403.7.8.4, C403.8.4, 
C403.8.5.1, Table 
C403.10.1, C403.10.1.2, 
Table C403.10.1.2, 
C403. 10.2.2, C403.12, 
C406.6, C408.2.2.1, 
((E5044)) C501.2 


IEEE 


The Institute of Electrical and Electronic 
Engineers, Inc. 


3 Park Avenue 
New York, NY 10016 


Standard reference number Title Referenced in code section 
number 
TEEE 515.1—2012 IEEE Standard for the Testing, Design, 
Installation and Maintenance of Electrical 
Resistance Trace Heating for Commercial 
Applications = C404.6.2 


(GHESNA)) IES 


Illuminating Engineering Society ((efNerth 
America)) 


120 Wall Street, 17th Floor 
New York, NY 10005-4001 


Standard reference number 


Title 


Referenced in code section 
number 


ANSI/ASHRAE/IESNA 
90.1—((2046)) 2019 


Energy Standard for Buildings Except Low- 
rise Residential Buildings 


Table C402.1.3, Table 
C402.1.4, Table C407.5.1 


ISO 


International Organization for 
Standardization 


1, rue de Varembe, Case postale 56, CH-1211 
Geneva, Switzerland 


Standard reference number Title Referenced in code section 
number 

ISO/AHRI/ASHRAE Water-Source Heat Pumps—Testing and 
13256-1 (2017) Rating for Performance—Part 1: Water-to-air 

and Brine-to-airHeat Pumps = ~~ ........ C403.3.2((@))) (14) 
ISO/AHRI/ASHRAE Water-Source Heat Pumps—Testing and 
13256-2 (2017) Rating for Performance—Part 2: Water-to- 

water and Brine-to-water Heat Pumps  =—S aaaaaaan C403.3.2((@))) 4) 
25745-2:2015 Energy Performance of Lifts, Escalators and  ........ C406.2.14 


Moving Walks—Part 2: Energy Calculation 
and Classification for Lifts (Elevators) 


NEEA Northwest Energy Efficiency Alliance 
421 SW 6th Ave. 
Suite 600 
Portland, OR 97204 
Standard reference number Title Referenced in code section 
number 
AWHS Vers. 8.0—2022 Advanced Water Heating Specification 8 ........ C404.2.1 
NEMA National Electric Manufacturers Association 
1300 North 17th Street 
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Washington State Register, 


Issue 22-14 
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Suite 1752 

Rosslyn, VA 22209 
Standard reference number Title Referenced in code section 

number 

((FP-+2002 Guide for Determining Energy Efficiency for 

Distribution-Fransfermers aa €405-9)) 
ANSI/NEMA WD 6-2016 Wiring Devices—Dimensional Specifications ........ C405.12 
MGI—((2644)) 2016 Motors and Generators ss eee C202 
TP-1-2002 Guide for Determining Energy Efficiency for 

Distribution Transformers = = = — ,....... C405.9 
NFRC National Fenestration Rating Council, Inc. 


6305 Ivy Lane, Suite 140 
Greenbelt, MD 20770 


Standard reference number Title Referenced in code section 
number 

100—((2944)) 2020 Procedure for Determining Fenestration C303.1.2, 

Product U-factors sss ee C402.2.2 
200—((26+4)) 2020 Procedure for Determining Fenestration 

Product Solar Heat Gain Coefficients and C303.1.3, 

Visible Transmittance at Normal Incidence _............... C402.4.1.1 
202—2017 Procedure for Determining Fenestration 

Product Visible Transmittance at Normal 

Incidence ee C202 


NFRC 203—2017 


Procedure for Determining Visible 
Transmittance of Tubular Daylighting 
Devices 


C202, C402.4.2 


400—2017 Procedure for Determining Fenestration 
Product Air Leakage a Table C402.4.2 
SMACNA Sheet Metal and Air Conditioning 


Contractors National Association, Inc. 
4021 Lafayette Center Drive 
Chantilly, VA 20151-1209 


Standard reference number Title Referenced in code section 
number 
SMACNA—2012 HVAC Air Duct Leakage Test Manual —s—s_........... C403.10.2.3 


UL 


Underwriters Laboratories 
333 Pfingsten Road 
Northbrook, IL 60062-2096 


Standard reference number Title Referenced in code section 
number 
710—12 Exhaust Hoods for Commercial Cooking 
Equipment eee C403.7.5 
727—{(96)) 18 Oil-fired Central Furnaces—with Revisions Table C403.3.2(4), Table 
through April 2010 ee C403.3.2(5) 


731—((95)) 18 


Oil-fired Unit Heaters—with Revisions 
through April 2010 


Table C403.3.2((€4))) (5) 


US-FTC 


United States-Federal Trade Commission 
600 Pennsylvania Avenue N.W. 
Washington, D.C. 20580 


Standard reference number Title Referenced in code section 
number 
C.F.R. Title 16 R-valueRule C303.1.4 
(2015) 
WDMA Window and Door Manufacturers Association 
Certified on 7/13/2022 ESTE] WSR Issue 22-14 - Permanent 
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1400 East Touhy Avenue, Suite 470 
Des Plaines, IL 60018 
Standard reference number Title Referenced in code section 
number 
AAMA/WDMA/CSA North American Fenestration Standard/ 
101/1.S.2/A440—17 Specification for Windows, Doors and Unit 
Skylights ee Table C402.4.2 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-600000, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-600000, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-600000, filed 1/19/16, effective 
7/1/16.] 


Reviser's note: The brackets and enclosed material in the text of the above section occurred in 
the copy filed by the agency. 


NEW SECTION 


WAC 51-11C-61000 Appendix A—Default heat loss coefficients. 


AMENDATORY SECTION (Amending WSR 20-21-080, filed 10/19/20, effective 
2/1/21) 


WAC 51-11C-80500 Appendix D—Calculation of HVAC total system 
performance ratio. 


D101 Scope. This appendix establishes criteria for demonstrating com- 
pliance using the HVAC total system performance ratio (HVAC TSPR) for 
systems serving office (including medical offices), retail, library 
and education occupancies and buildings, which are subject to the re- 
quirements of Section C403.3.5 without exceptions, and dwelling units 
and common areas within multifamily buildings. Those HVAC systems 
shall comply with Section C403 and this appendix as required by Sec- 
tion C403 toT, 


D101.1 Core and Shell/Initial Build-Out, and Future System Construc- 
tion Analysis. 

Where the building permit applies to only a portion of the HVAC 
system in a building and the remaining components will be designed un- 
der a future building permit or were previously installed, the future 
or previously installed components shall be modeled as follows: 


1. Where the HVAC zones that do not include HVAC systems in the 


2. Where the HVAC zones that do not include complete HVAC systems 


in the permit are intended to receive HVAC services from systems in 


the permit, their proposed zonal systems shall be modeled with equip- 
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3. Where th 
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quipment in the permit 


receives HVAC 


services 


from previously installed systems that are no 


in the permit 


, the pre- 


viously installed sys 


tems shall be modeled wit 


h equipment ma 


tching the 


certified value of wh 


at is insi 


talled or equipment that meets 


the re- 


quirements of Section 


C403. 


4. Where the cen 


hea 


is com- 


tral plan 


ting and cooling equipment 


pl 


ly replaced and 


HVAC zones with existing systems receiv 


HVAC 


services from syst 


tems in the permit, 


shall be modeled with equipmen 


tha 


t meets, 


their proposed zonal systems 


but does not exceed, the 


requirements of Section C403. 


Informative Notes: 


1. Examples of HVAC systems that are intended to receive HVAC services from systems in the permit include future zonal water source 


heat pumps that will receive loop water that is heated by a boiler or cooled by a cooling tower included in the permit, any system that 


will receive outdoor ventilation air from a dedicated outdoor air system included in the permit, and future zone terminal units that will 


be connected to a central VAV system included in the permit. 


2. An initial build-out with heating coils served from a previously installed system with a high-efficiency condensing boiler would use 


the installed efficiency if it exceeded the current requirements. If the installed boiler had a lower efficiency than the current 


requirements, the current requirement would be used. 


3. A partial central plant upgrade (e.g., chiller, but not boiler replacement) cannot use this method. 


D201 Compliance. 


ard reference design. 
following formula: 


HVAC TSPR 


Compliance based on HVAC total system performance ra- 
tio requires that the provisions of Section C403.3 are met and 
HVAC total system performance ratio of 
than or equal to the HVAC total system performance ratio of 
The HVAC TSPR is calculated according 


the 
the proposed design is more 
the stand- 
to the 


annual heating and cooling load/annual carbon emissions 


from energy consumption of the building HVAC systems 


Where: 


Annual carbon 
emissions from energy 
consumption of the 
building HVAC systems 


Annual heating and 
cooling load 


Table ((€407-4) ) 


sum of the annual 
carbon emissions in 
pounds for heating, 
cooling, fans, energy 
recovery, pumps, and 
heat rejection calculated 
by multiplying site 
energy consumption by 
the carbon emission 
factors from Table 
C407.1 


sum of the annual 
heating and cooling 
loads met by the 
building HVAC system 
in thousands of Btus. 


C407.3(1) (Reprinted from Chapter 4) 


Carbon Emissions Factors 


Type CO2e (Ib/unit) Unit 
Electricity ((0-78)) 0.44 kWh 
Natural gas 11.70 Therm 
Oil 19.2 Gallon 
Propane 10.5 Gallon 
Other 195.00 mmBtu 
On-site 0.00 
renewable 
energy? 
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a District energy systems may use alternative emissions factors supported 


by calculations approved by the code official. 


b Not applicable to TSPR calculation in Appendix D. 


program. 


D302 Calculation of the HVAC TSPR for the Standard Reference Design. 
The simulation program shall calculate the HVAC TSPR based only on the 
input for the proposed design and the requirements of this appendix. 


The calculation 


procedure shall not allow 


the building component characteristics of 


sign. 


D303 Specific approval. 


the user to directly modify 
the standard reference de- 


Performance analysis tools meeting the appli- 


cable subsections of Appendix D and tested according to ASHRAE Stand- 
ard 140 shall be permitted to be approved. Tools are permitted to be 
approved based on meeting a specified threshold for a jurisdiction. 
The code official shall be permitted to approve tools for a specified 


application or 


D400 Climatic data. 


limited scope. 


tion using hourly values of climatic data, 
midity, using TMY3 data for the site as specified here: https:// 
buildingenergyscore.energy.gov/resources 


D500 Documentation. Documentation conforming 
section shall be provided to the code official. 


D501 Compliance report. Building permit submittals shall include: 


A report produced by the simulation software that includes the 


following: 


block. 


fenestration component. 
1.6 By block or by surface for each block, 
.7 By block, 


1.1 Address of the building. 
1.2 Name of individual completing the compliance report. 
e compliance software tool. 


.3 Name and version of th 
-4 The dimensions, floor heights and number of floors for each 


-5 By block, the U-factor, C-factor, 


posed design including the equipment type, 


ciencies and system controls. 
1.8 Annual site HVAC energy use by end use for the proposed and 


baseline building. 


building. 


1.10 The HVAC total 
ard reference design and 


The simulation program shall perform the simula- 


such as temperature and hu- 


to the provisions of this 


or F-factor for each simu- 
lated opaque envelope component and the U-factor and SHGC for each 


fuel 


the fenestration area. 
a list of the HVAC equipment simulated in the pro- 
type, equipment effi- 


1.9 Annual sum of heating and cooling loads for the baseline 


system performance ratio for both the stand- 
the proposed design. 


2. A mapping of the actual building HVAC component characteris- 
tics and those simulated in the proposed design showing how individual 


pieces of HVAC equipment 


identified above have been combined into 


average inputs as required by Section ((Bé6é0+.44+)) D601.10 including: 


Fans. 


DO MY NN NO 
Oe WNE 


Hydronic pumps. 

Air handlers. 

Packaged cooling equipment. 
Furnaces. 
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.6 Heat pumps. 

.7 Boilers. 

.8 Chillers. 

.9 Cooling towers. 

.10 Electric resistance coils. 
.11 Condensing units. 

.12 Motors for fans and pumps. 
.13 Energy recovery devices. 

For each piece of equipment identified above, include the follow- 
ing as applicable: 

2.14 Equipment name or tag consistent with that found on the de- 
sign documents. 

2.15 Rated efficiency level. 

2.16 Rated capacity. 

2.17 ( (Feeut—pewer_ or fans—ancd-pumps-)) Electrical input power 
for fans and pumps (before any speed or frequency control device) at 
design conditions and calculation of input value (W/cfm or W/gpm). 

3. Floor plan of the building identifying how portions of the 
building are assigned to the simulated blocks and areas of the build- 
ing that are not covered under the requirements of Section C403.1.1 


Pe PO OTADI 


D600 Calculation procedure. Except as specified by this appendix, the 
standard reference design and proposed design shall be configured and 
analyzed using identical methods and techniques. 


D601 Simulation of the proposed building design. The proposed design 
shall be configured and analyzed as specified in this section. 


DB601-2)) Block geometry. The geometry of buildings shall be configured 
using one or more blocks. Each block shall define attributes including 
block dimensions, number of floors, floor to floor height and floor to 
ceiling height. Simulation software may allow the use of simplified 
shapes (such as rectangle, L shape, H shape, U shape or T shape) to 
represent blocks. Where actual building shape does not match these 
predefined shapes, simplifications are permitted providing the follow- 
ing requirements are met: 
1. The conditioned floor area and volume of each block shall 
match the proposed design within 10 percent. 
2. The area of each exterior envelope component from Table 
C402.1.4 is accounted for within 10 percent of the actual design. 

3. The area of vertical fenestration and skylights is accounted 
for within 10 percent of the actual design. 

4. The orientation of each component in 2 and 3 above is accoun- 
ted for within 45 degrees of the actual design. 

The creation of additional blocks may be necessary to meet these 
requirements. 


EXCEPTION: Portions of the building that are unconditioned or served by systems not covered by the requirements of Section C403.1.1 shall be 
omitted. 


( (B604-2)) D601.1.1 Number of blocks. One or more blocks may be re- 
quired per building based on the following restrictions: 

1. Each block can have only one occupancy type (multifamily 
dwelling unit, multifamily common area, office, library, education or 
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retail). Therefore, at least one single block shall be created for 
each unique use type. 

2. Each block can be served by only one type of HVAC system. 
Therefore, a single block shall be created for each unique HVAC system 
and use type combination. Multiple HVAC units of the same type may be 
represented in one block. ((fabte)) Section D601.10.2 provides direc- 
tions for combining multiple HVAC units or components of the same typ 
into a single block. 

3. Each block can have a single definition of floor to floor or 
floor to ceiling heights. Where floor heights differ by more than 2 
feet, unique blocks should be created for the floors with varying 
heights. 

4. Each block can include either above grade or below grade 
floors. For buildings with both above grade and below grade floors, 
separate blocks should be created for each. For buildings with floors 
partially above grade and partially below grade, if the total wall 
area of the floor(s) in consideration is greater than or equal to 50 
percent above grade, then it should be simulated as a completely above 
grade block, otherwise it should be simulated as a below grade block. 

5. Each wall on a facade of a block shall have similar vertical 
fenestration. The product of the proposed design U-factor times the 
area of windows (UA) on each facade of a given floor cannot differ by 
more than 15 percent of the average UA for that facade in each block. 
The product of the proposed design SHGC times the area of windows 
( (+USHGS})) (SHGCA) on each facade of a given floor cannot differ by 
more than 15 percent of the average ((USHGE)) SHGCA for that facade in 
each block. If either of these conditions are not met, additional 
blocks shall be created consisting of floors with similar fenestra- 
tion. 


6. For a building model with multiple blocks, the blocks should 
be configured together to have the same adjacencies as the actual 
building design. 


((B6é01-3)) D601.2 Thermal zoning. Each floor in a block shall be mod- 
eled as a single thermal zone or as five thermal zones consisting of 
four perimeter zones and a core zone. Below grade floors shall be mod- 
eled as a single thermal block. If any facade in the block is less 
than 45 feet in length, there shall only be a single thermal zone per 
floor. Otherwise each floor shall be modeled with 5 thermal zones. A 
perimeter zone shall be created extending from each facade to a depth 
of 15 feet. Where facades intersect, the zone boundary shal be formed 
by a 45 degree angle with the 2 facades. The remaining area or each 
floor shall be modeled as a core zone with no exterior walls. 


((B6é01—4)) D601.3 Occupancy. 


((B6é01-4-+)) D601.3.1 Occupancy type. The occupancy type for each 
block shall be consistent with the building area type as determined in 
accordance with Section C405.4.2.1. Portions of the building that are 
building area types other than multifamily dwelling unit, multifamily 
common area, office, school (education), library, or retail shall not 
be included in the simulation. Surfaces adjacent to such building por- 
tions shall be modeled as adiabatic in the simulation program. 


( (D601-4-2)) D601.3.2 Occupancy schedule, density, and heat gain. The 
occupant density, heat gain, and schedule shall be for multifamily, 
office, retail, library, or school as specified by ASHRAE Standard 
90.1 Normative Appendix C. 
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((B6é01—-5)) D601.4 Envelope components. 


( (B604-5-4)) D601.4.1 Roofs. Roofs will be modeled with insulation 
above a steel roof deck. The roof U-factor and area shall be modeled 
as in the proposed design. If different roof thermal properties are 
present in a single block, an area weighted U-factor shall be used. 
Roof solar absorbtance shall be modeled at 0.70 and emittance at 0.90. 


( (D601-52) ) D601.4.2 Above grade walls. Walls will be modeled as 
steel frame construction. The U-factor and area of above grade walls 
shall be modeled as in the proposed design. If different wall con- 
structions exist on the facade of a block an area-weighted U-factor 
shall be used. 


( (D601-5—3)) D601.4.3 Below grade walls. The C-factor and area of be- 

low grade walls shall be modeled as in the proposed design. If differ- 
ent slab on grade floor constructions exist in a block, an area-weigh- 
ted C-factor shall be used. 


( (B601-5—4)) D601.4.4 Above grade exterior floors. Exterior floors 
shall be modeled as steel frame. The U-factor and area of floors shall 
be modeled as in the proposed design. If different wall constructions 
exist in the block an area-weighted U-factor shall be used. 


( (B601-5—5)) D601.4.5 Slab on grade floors. The F-factor and area of 
slab on grade floors shall be modeled as in the proposed design. If 
different below grade wall constructions exist in a block, an area- 
weighted F-factor shall be used. 


( (B604-5-6)) D601.4.6 Vertical fenestration. The window area and area 

weighted U-factor and SHGC shall be modeled for each facade based on 

the proposed design. Each exterior surface in a block must comply with 
Section ((B604+.2-4+)) D601.1.1 item 5. Windows will be combined in to a 
Single window centered on each facade based on the area and sill 
height input by the user. When different U-factors, SHGC or sill 
heights exist on a single facade, area weighted average for each shall 
be input by the user. 


( (B601-5—7)) D601.4.7 Skylights. The skylight area and area weighted 
U-factor and SHGC shall be modeled for each floor based the proposed 
design. Skylights will be combined in to a single skylight centered on 
the roof of each zone based on the area ( (andsitt Fetcht)) input by 
the user. 


D601.4.8 Exterior shading. Permanent window overhangs shall be mod- 
eled. When windows with and without overhangs or windows with differ- 
ent overhang projection factors exist on a facade, window width weigh- 
ted projection factors shall be input by the user as follows. 


A, X Ig, + Ap X Lg? ... Ay X Lon 


Lort lyya 


Where: 


= 
II 


Average overhang projection modeled in 
the simulation tool. 


A = Distance measured horizontally from the 
furthest continuous extremity of any 
overhang, eave or permanently attached 
shading device to the vertical surface of 
the glazing. 


Lo = Length off the overhang. 
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Ly = Length of the window. 


((DE0L—-6) ) D601.5 Lighting. Interior lighting power density shall be 
equal to the allowance in Table C405.4.2(1) for multifamily, office, 
retail, library, or school. The lighting schedule shall be for multi- 
family, office, retail, library, or school as specified by ASHRAE 
Standard 90.1 Normative Appendix C. The impact of lighting controls is 
assumed to be captured by the lighting schedule and no explicit con- 
trols shall be modeled. Exterior lighting shall not be modeled. 


( (B6é01-7)) D601.6 Miscellaneous equipment. The miscellaneous equipment 
schedule and power shall be for multifamily, office, retail, library, 
or school as specified by ASHRAE Standard 90.1 Normative Appendix C. 
The impact of miscellaneous equipment controls is assumed to be cap- 
tured by the equipment schedule and no explicit controls shall be mod- 
eled. 


EXCEPTIONS: 1. Multifamily dwelling units shall have a miscellaneous load density of 0.42 W/ ft2, 
2. Multifamily common areas shall have a miscellaneous load density of 0 W/ft2. 


( (B6é0L-8)) D601.7 Elevators. Elevators shall not be modeled. 


((B6é01L-9)) D601.8 Service water heating equipment. Service water heat- 
ing shall not be modeled. 


((B6é0L.140)) D601.9 On-site renewable energy systems. On-site renewabl 
energy systems shall not be modeled. 


((B6é0L.44)) D601.10 HVAC equipment. HVAC systems shall meet the re- 
quirements of Section C403. 


( (B6é0L.414-4)) D601.10.1 To HVAC systems. At a minimum, the HVAC 
systems shown in Table ( (B60) -+)) D601.10.1 shall be supported by 
the simulation program. 


Table ((B6914-441-4)) D601.10.1 
Proposed Building HVAC Systems Sup- 
ported by HVAC TSPR Simulation Soft- 


ware 
System System 
No. System Name Abbreviation 

1 Packaged Terminal Air PTAC 
Conditioner 

2 Packaged Terminal Air Heat PTHP 
Pump 

3 Packaged Single Zone Gas PSZGF 
Furnace (includes split 
system) 

4 Packaged Single Zone Heat PSZHP 


Pump (air to air only) 
(includes split system) 


5 Variable Refrigerant Flow VRF 
(air cooled only) 

6 Four Pipe Fan Coil FPFC 

7 Water Source Heat Pump WSHP 

8 Ground Source Heat Pump GSHP 

9 Packaged Variable Air PVAV 
Volume (dx cooling) 

10 Variable Air Volume VAV 
(hydronic cooling) 
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System System 
No. System Name Abbreviation 
11 Variable Air Volume with VAVFPTU 
Fan Powered Terminal Units 
12 Dedicated Outdoor Air DOAS 
System (in conjunction with 
systems 1-8) 


( (B60144-2)) D601.10.2 Proposed building HVAC system simulation. The 
HVAC systems shall be modeled as in the proposed design with clarifi- 
cations and simplifications as described in Table ((B604.+4+.2)) 
D601.10.2. System parameters not described in the following sections 
shall be simulated to meet the minimum requirements of Section C403. 
All zones within a block shall be served by the same HVAC system type 
as described in Section ((B604+.2-4+)) D601.1.1 item 2. Where multiple 
system components serve a block, average values weighed by the appro- 
priate metric as described in this section shall be used. Heat loss 
from ducts and pipes shall not be modeled. 
((EXCEPTION: e-the building permit appliesto e 


1. Where multiple fan systems serve a single block, fan power 


shall be based on weighted average using the design supply air cfm. 

2. Where multiple cooling systems serve a single block, COP shall 
be based on a weighted average using cooling capacity. DX coils shall 
be entered as multi-stage if more than 50% of coil capacity serving 


the block is multi-stage with staged controls. 
3. Where multiple heating systems serve a single block, thermal 


efficiency or heating COP shall be based on a weighted average using 
heating capacity. 

4. Where multiple boilers or chillers serve a heating water or 
chilled water loop, efficiency shall be based on a weighted averag 
for using heating or cooling capacity. 

5. When multiple cooling towers serving a condenser water loop 
are combined, the cooling tower efficiency, cooling tower design ap- 
proach and design range are based on a weighted average of the design 
water flow rate through each cooling tower. 

6. Where multiple pumps serve a heating water, chilled water or 
condenser water loop, pump power shall be based on a weighted averag 
for using design water flow rate. 


7. When multiple system types with and without economizers are 
combined, the economizer maximum outside air fraction of the combined 


system shall be based on weighted average of 100% supply air for sys- 


tems with economizers and design outdoor air for systems without econ- 
omizers. 


8. Multiple systems with and without ERVs cannot be combined. 


9. Systems with and without supply air temperature reset cannot 
be combined. 


10. Systems with different fan control (constant volume, multi- 
speed or VAV) for supply fans cannot be combined. 


11. Demand Controlled Ventilation (DCV) shall be modeled using a 


simplified approach that adjusts the design outdoor supply air flow 


rate based on the area of the building that is covered by DCV. 
Table ((Bé6é01L.11.2)) D601.10.2 


Proposed Building System Parameters 
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Fixed or User Applicable 
Category Parameter Defined Required Systems 
HVAC System System Type User Defined | Selected from Table ((B604+4-4)) D601.10.1 All 
Type 
System Sizing Design Day Fixed 99.6 percent heating design and 1 percent dry- All 
Information bulb and 1 percent wet-bulb cooling design 
Zone Coil Fixed Sizing factors used are 1.25 for heating All 
Capacity equipment and 1.15 for cooling equipment 
Supply Airflow Fixed Based on a supply-air-to-room-air temperature 1-11 
set-point difference of 20°F 
Fixed Equal to required outdoor air ventilation 12 
Outdoor Ventilation | Portion of User Defined Percentage of supply air flow subject to higher All 
Air Supply Air with filtration (Adjusts baseline fan power higher. 
Proposed Filter Prorated) 
> MERV 13 
Outdoor Fixed As specified in ASHRAE Standard 90.1 All 
Ventilation Air Normative Appendix C, adjusted for proposed 
Flow Rate DCV control 
Outd Fixed Based on ASHRAE Standard 62.1 Section 9-11 
utdoor 6.2.4.3 system ventilation efficiency (EyS) is 
Ventilation 0.75 
Supply Air Flow — 
Rate Fixed System ventilation efficiency (EyS) is 1.0 1-8, 12 
Adjustments Fixed Base is 1.0 zone air distribution effectiveness All 
System Operation Space Fixed As specified in ASHRAE Standard 90.1 1-11 
Temperature Normative Appendix C, except multifamily 
Setpoints which shall use 68°F heating and 76°F cooling 
setpoints 
Fan Operation - User Defined Runs continuously during occupied hours or 1-11 
Occupied cycled to meet load. Multispeed fans reduce 
airflow related to thermal loads 
Fan Operation - Fixed Fan runs continuously during occupied hours 12 
Occupied 
Fan Operation - Fixed Fan cycles on to meet setback temperatures 1-11 
Night Cycle 
Packaged DX Cooling User Defined Cooling COP without fan energy calculated in | 1, 2, 3, 4, 5, 
Equipment Efficiency accordance with ASHRAE Standard 90.1 7, 8,9, 11, 
Efficiency Section 11.5.2c.> 
DX Coil Number | User Defined Single state or multistage 3,4, 9, 10, 
of Stages 11,12 
Heat Pump User Defined Heating COP without fan energy calculated in | 2, 4,5, 7,8 
Efficiency accordance with ASHRAE Standard 90.1 
Section 11.5.2c.° 
Furnace User Defined Furnace thermal efficiency® 3,9, 11,12 
Efficiency 
Heat Pump Control Fixed Supplemental electric heat locked out above 2,4 
Supplemental Heat 40°F. Runs in conjunction with compressor 
between 40°F and 0°F. 
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Fixed or User Applicable 
Category Parameter Defined Required Systems 
System Fan Power Part-Load Fan User Defined Constant volume or two speed 1-8 
and Controls Controls 
Part-Load Fan User Defined Constant volume or variable air volume 12 
Controls? 
Part-Load Fan Fixed Variable air volume. VFD with static pressure 9-11 
Controls? reset. 
Design Fan User Defined Input electric power for all fans is required to All 
Power (W/cfm) operate at fan system design conditions 
divided by the supply airflow rate. 
Tbis is a "wire to air" value including all 
drive, motor efficiency and other losses. 
((Single-Zone User Defined | (( (G56; 
Power During Low speed input electric power for all fans 1-8 
PDeadband O4 required to operate at low speed conditions 
efm))) divided by the low speed supply airflow rate. 
Low-Speed Fan This is a "wire to air" value including all 
Power drive, motor efficiency and other losses. 
Variable Air ((Part Lead Fan User-Defined VED-inehided_User-speetfies-presence-of 910-44)) 
Volume Systems Controls statie-pressure reset 
Supply Air User Defined If not SAT reset, constant at 55°F. ((SAF reset 9,10, 11 
Temperature results in 60°F SAF during tow toad 
(SAT) Controls conditions 
Options for reset based on outdoor air 
temperature (OAT) or warmest zone. If 
warmest zone, then the user can specify the 
minimum and maximum temperatures. 
If OAT reset, SAT is reset higher to 60°F at 
outdoor low of 50°F. SAT is 55°F at outdoor 
high of 70°F. 
Minimum User Defined Average minimum terminal unit airflow 9,10, 11 
Terminal Unit percentage for block weighted by cfm 
Airflow 
Percentage 
Terminal Unit User Defined Electric or hydronic 9,10, 11 
Heating Source 
Dual Set Point User Defined Heating maximum airflow fractions 9, 10 
Minimum VAV 
Damper Position 
Fan Powered User Defined Series or parallel FPTU 11 
Terminal Unit 
(FPTU) Type 
Parallel FPTU Fixed Sized for 50 percent peak primary air at 0.35 11 
Fan W/cfm 
Series FPTU Fan | Fixed Sized for 50 percent peak primary air at 0.35 11 
W/cfm 
Economizer Economizer User Defined Yes or No 3, 4, 9, 10, 
Presence 11 
Economizer Fixed ((752F fixed)) Differential dry-bulb 3, 4, 9, 10, 
((High Linait)) 11 
Control Type 
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Fixed or User Applicable 
Category Parameter Defined Required Systems 
Energy Recovery Sensible User Defined Heat exchanger sensible effectiveness at 3, 4, 9, 10, 
Effectiveness design heating and cooling conditions „1 
Latent User Defined Heat exchanger latent effectiveness at design 3, 4, 9, 10, 
Effectiveness heating and cooling conditions 11,12 
Economizer User Defined If ERV is bypassed during economizer 3, 4, 9, 10, 
Bypass conditions il 
(Energy User Defined If bypass, target supply air temperature 3, 4, 9, 10, 
11,12 
Contrel)) 
Bypass SAT 
Setpoint 
Fan Power User Defined If ERV system include bypass, static pressure 3, 4, 9, 10, 
Reduction during setpoint and variable speed fan, fan power can 11,12 
Bypass (W/cfm) be reduced during economizer conditions 
Demand Controlled | DCV User Defined Percent of block floor area under DCV control | 3, 4, 9, 10, 
Ventilation Application , 12 
DOAS DOAS Fan User Defined Fan electrical input power in W/cfm of supply 12 
Power W/cfm airflow((®)) 
DOAS User Defined Heating source, cooling source 12 
Supplemental 
Heating and 
Cooling 
Minimum SAT User Defined SAT setpoint if DOAS includes supplemental 12 
Setpoint cooling 
(Cooling) 
((DOAS-Supply | User Defined SAT setpoint if DOAS includes supplemental 12 
Air Femperature heating ((erceelng-and-active 
Control) eontrels)) 
Minimum SAT 
Setpoint 
(Heating) 
Heating Plant Boiler User Defined Boiler thermal efficiency 1, 6, 7, 9, 
Efficiency((4)) 10, 11, 12 
Heating Water User Defined Constant flow primary only; variable flow 1, 6, 7, 9, 
Loop primary only; constant flow primary-variable 10, 11, 12 
Configuration? flow secondary; variable flow primary and 
secondary 
Heating Water User Defined Heating water primary pump input W/gpm 1,6,7,9, 
Primary Pump heating water flow 10, 11, 12 
Power (W/gpm) 
Heating Water User Defined Heating water secondary pump input W/gpm 1,6,7,9, 
Secondary Pump heating water flow (if primary/secondary) 10, 11, 12 
Power (W/gpm) 
Heating Water ((Fixed)) ((+89°F supply 30°F return) 1, 6, 9, 10, 
Loop User Defined Heating water supply and return temperatures 1,12 
Temperature 
Heating Water User Defined Yes/No 1, 6, 9, 10, 
Loop Supply 11,12 
Temperature 
Reset Included 
Heating Water Fixed Reset HWS by 27.3 percent of design delta-T 1, 6, 9, 10, 
Loop Supply (HWS - 70°F (21.1°C) space heating 11,12 
Reset temperature set point) between 20°F (-6.7°C) 
Temperature and 50°F (10°C) OAT 
Boiler Type Fixed Noncondensing boiler where input thermal 1, 6, 7,9, 
efficiency is less than 86 percent; condensing 10, 11, 12 
boiler otherwise 
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Fixed or User Applicable 
Category Parameter Defined Required Systems 
Chilled Water Plant | Chiller User Defined Screw/scroll, centrifugal or reciprocating 6,10, 11, 12 
Compressor 
Type 
Chiller User Defined Air cooled or water cooled 6, 10, 11, 
Condenser Type 12 
Chiller Full Load | User Defined Chiller COP 6, 10, 11, 
Efficiency((4)) 12 
Chilled Water User Defined Variable flow primary only, constant flow 6, 10, 11, 
Loop primary - variable flow secondary, variable 12 
Configuration? flow primary and secondary 
Chilled Water User Defined Primary pump input W/gpm chilled water 6, 10, 11, 
Primary Pump flow (if primary/secondary) 12 
Power (W/gpm) 
Chilled Water User Defined Secondary pump input W/gpm chilled water 6, 10, 11, 
Secondary Pump flow 12 
Power (W/gpm) 
Chilled Water User Defined Yes/No 6, 10, 11, 
Temperature 12 
Reset Included 
Chilled Water Fixed Outdoor air reset: CHW supply temperature of | 6, 10, 11, 
Temperature 44°F at 80°F outdoor air dry-bulb and above, 12 
Reset Schedule CHW supply temperature of 54°F at 60°F 
(if included) outdoor air dry-bulb temperature and below, 
ramped linearly between 
Condenser Water | User Defined Pump input W/gpm condenser water flow 6, 7, 8, 
Pump Power (W/ ((95)) 10, 
gpm) 11, 12 
Condenser Water | User Defined Constant speed or variable speed 6, 7, 8, 10, 
Pump Control 11,12 
Cooling Tower User Defined gpm/hp tower fan 6, 7, 10, 11, 
Efficiency 12 
((Cooling Fower)) Cooling Tower User Defined Constant or variable speed 6, 7, 10, 11, 
Fan Control 12 
Cooling Tower User Defined Design cooling tower approach and range 6, 7, 10, 11, 
Approach and temperature 12 
Range 
Heat Pump Loop Loop Flow and Fixed Two position valve with VFD on pump. Loop 7,8 
Flow Control Heat Pump flow at 3 gpm/ton 
Control Valve 
Heat Pump Loop ((Fixed)) ((Sette-maintain temperature between SOCE 7 
Temperature User Defined | and 70°F 
Control Restrict to minimum 20°F and maximum 40°F 
temperature difference 
GLHP Well Field Fixed Bore depth = 250 feet 8 
Bore length 200 feet/ton for greater of cooling 
or heating load 
Bore spacing = 15 feet 
Bore diameter = 5 inches 
3/4 inch Polyethylene pipe 
Ground and grout conductivity = 4.8 Btu-in/h- 
ft?-°F 
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Part load fan power and pump power modified in accordance with Table D601.10.3. 


Table D601.1 
Fan and Pump Power Curve Coefficients 


0.3 


: Fan Power Coefficients Pump Power Coefficients 
Equation Term - 
VSD + SP Reset Ride Pump Curve VSD + DP/Valve Reset 

b 0.0408 0 0 

x 0.088 3.2485 0.0205 

x2 -0.0729 -4.7443 0.4101 

x3 0.9437 2.5295 0.5753 
D602 Simulation of the standard reference design. The standard refer- 
ence design shall be configured and analyzed as specified in this sec- 
tion. 
D602.1 Utility rates. Same as proposed. 
D602.2 Blocks. Same as proposed. 
D602.3 Thermal zoning. Same as proposed. 
D602.4 Occupancy type, schedule, density, and heat gain. Same as pro- 
posed. 
D602.5 Envelope components. Same as proposed. 
D602.6 Lighting. Same as proposed. 
D602.7 Miscellaneous equipment. Same as proposed. 
D602.8 Elevators. Not modeled. Same as proposed. 
D602.9 Service water heating equipment. Not modeled. Same as proposed. 
D602.10 On-site renewable energy systems. Not modeled. Same as pro- 


posed. 


D602.11 HVAC equipment. The standard reference design HVAC equipment 
consists of separate space conditioning systems and dedicated outside 
as described in Table D602.11 for the appropriate building 


air systems 


occupancies. 
Table D602.11 
Standard Reference Design HVAC Systems 
Building Type 
Parameter Small Office and 
Large Office? Libraries? Retail School Multifamily 
Water-source Heat Packaged air-source Packaged air-source Packaged air-source Packaged air-source 
System Type Pump Heat Pump Heat Pump Heat Pump Heat Pump 

Fan Control? Cycle on Load Cycle on Load Cycle on Load Cycle on Load Cycle on Load 

Space Condition Fan 0.528 0.528 0.522 0.528 0.528 

Power (W/cfm) 

Proposed < MERV 13 

Space Condition Fan 0.634 0.634 0.634 0.634 0.634 

Power (W/cfm) 

Proposed > MERV 13 
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Heating/Cooling 1.25/1.15 1.25/1.15 1.25/1.15 1.25/1.15 1.25/1.15 
Sizing Factor® 
Supplemental Heating NA <40°F <40°F <40°F <40°F 
Availability 
Modeled cooling COP 4.46 3.83 4.25 3.83 3.83 
(Net of Fan) 4 
Modeled heating COP 4.61 3.81 3.57 3.81 3.86 
(Net of Fan) 4 
Cooling Source DX (Heat Pump) DX (Heat Pump) DX (Heat Pump) DX (Heat Pump) DX (Heat Pump) 
Heat Source Heat Pump Heat Pump Heat Pump Heat Pump Heat Pump 
Number of Stages of Single Single Two Single Single 
Cooling 
OSA Economizer® No No Yes Yes Yes 
Occupied Ventilation DOAS DOAS DOAS DOAS DOAS 
Sourcef 
DOAS Fan Power 0.819 0.819 0.730 0.742 0.780 
(W/cfm of Outside 
Air) 
DOAS Fan Power (W/ 1.042 1.042 0.928 0.944 0.944 
cfm) Proposed > 
MERV 13 
DOAS Temperature Bypass Wild Bypass Bypass Wild 
Control& 4 
ERV Efficiency 70 percent 70 percent 70 percent 70 percent 70 percent 
(Sensible Only) 
WSHP Loop Heat Cooling Tower! NA NA NA NA 
Rejection 
WSHP Loop Heat Gas Boiler Í NA NA NA NA 
Source 
WSHP Loop 50°F to 70°F NA NA NA NA 
Temperature Control% 
WSHP Circulation 16 NA NA NA NA 
Pump W/gpm! 
WSHP Loop Pumping HP Valves & Pump NA NA NA NA 
Control™ VSD 

a Offices less than 50,000 square feet use "Small Office" parameters; 


otherwise use "Large Office" parameters. 


b Space conditioning system shall cycle on to meet heating and cooling 
setpoint schedules as specified in ASHRAE Standard 90.1 Normative Ap- 


pendix C. One space conditioning syst 
ditioning system fan operation is not 


ery. 
€ 


The equipment capacities 


(i.e., 


tem is modeled in each zone. 


system coil capacities) 


Con- 


necessary for ventilation deliv- 


for the 


standard reference design building design shall be based on design day 
sizing runs and shall be oversized by 15 percent for cooling and 25 
percent for heating. 


d COPs shown ar 
clude fan energy use. 


ciency rating includes fan energy 
© Economizer on space conditioning systems 
outdoor air conditions allow free cooling. 
tial dry-bulb control. 


be based 


on different 


(e 


operate during economizer mode. 
f Airflow equal to the outside air ventilation requirements is sup- 


plied and exhausted 


fan, 


through a separat 
exhaust fan and sensible only heat exchanger. 
ing or cooling shall be provided by 


the 


direct heating or cooling performance and do not in- 
See ASHRAE 90.1 Appendix G 
ration of fan from COP in packaged equipment 


(G3.1.2.1) for sepa- 
for units where the effi- 
.g., SEER, EER, HSPF, COP). 


shall 


DOAS. 


te DOAS system incl 


be simulated when 


Economizer high limit shall 
DOAS system continues to 


uding a supply 
No additional heat- 
A single DOAS system 


will be provided for each block. The DOAS supply and return fans shall 


Certified on 7/13/2022 


[ 585 ] 


WSR Issue 22-14 - 


Permanent 


Washington State Register, Issue 22-14 WSR 22-14-091 


run whenever the HVAC system is scheduled to operate in accordance 
with ASHRAE 90.1 Normative Appendix C. 

3 "Wild" DOAS control indicates no active control of the supply air 
temperature leaving the DOAS system. Temperature will fluctuate based 
only on entering and leaving conditions and th ffectiveness of ERV. 
h "Bypass" DOAS control includes modulating dampers to bypass ERV with 
the intent to maintain supply air temperature at a maximum of 60°F 
when outside air is below 75°F. Once outside air is above 75°F, bypass 
dampers will be fully closed. 


Includes a single axial fan cooling tower with variable speed fans 
at 40.2 gpm/hp, sized for an approach of 10°F and a range of 10°F. 


J Includes a single natural draft boiler with 80 percent. Ey. 


K Loop boiler and heat rejection shall be controlled to maintain loop 
temperature entering heat pumps between 50°F and 70°F. 


l Pump motor input power shall be 16 W/gpm. 


™ Loop flow shall be variable with variable speed drive pump and unit 
fluid flow shutoff at each heat pump when its compressor cycles off. 


[Statutory Authority: RCW 19.27A.025, 19.27A.045 and chapter 19.27 
RCW. WSR 20-21-080, § 51-11C-80500, filed 10/19/20, effective 2/1/21. 
Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, $ 51-11C-80500, filed 11/26/19, effec- 
tive 7/1/20. Statutory Authority: RCW 19.27A.025, 19.27A.160, and 
19.27.074. WSR 16-03-072, § 51-11C-80500, filed 1/19/16, effective 
7/1/16.] 


AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-90000 Appendix E—((Renewable—energy)) Reserved. 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 


ter 19.27 RCW. WSR 19-24-040, § 51-11C-90000, filed 11/26/19, effec- 
tive 7/1/20.] 
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AMENDATORY SECTION (Amending WSR 19-24-040, filed 11/26/19, effective 
7/1/20) 


WAC 51-11C-90500 Appendix F—Outcome-based energy budget. 


Informational Note: The provisions contained in this appendix are not 
mandatory unless specifically referenced in the adopting ordinance. 


F101.1 General. This section is an outcome-based energy budget compli- 
ance requirement pursuant to RCW 19.27A.160 to incrementally move to- 
ward achieving by 2031 a 70 percent reduction in annual net energy use 
compared with 2006 baseline. As an outcome-based energy budget, this 
requirement uses a building's actual energy use to determine compli- 
ance. 


F101.2 Scope. Buildings permitted under this section shall document 
one year of net energy use below an energy budget within 3 years after 
occupancy and every 5 years thereafter. Buildings and sites shall also 
be designed with the ability to offset in the future all estimated en- 
ergy needs through renewabl nergy generation with minimum 40 percent 
on-site, maximum 40 percent off-site, and maximum 20 percent through 
green power purchase. Buildings that exceed th nergy budget by up to 
20 percent shall offset the excess amount through a green power pur- 
chase agreement. Buildings that exceed th nergy budget by more than 
20 percent shall, using a posted performance bond or financial securi- 
ty, offset th xcess amount over 20 percent by installing renewable 
energy or with an energy retrofit. 


V9B5MVSGBRE. 


F101.3 Building permit submittal. Building designs shall establish on 
the Washington State Outcome-Based Energy Budget form (Figure F101.3): 
1. The anticipated building energy use is lower than the energy 
budget. 
2. The energy generation ability in the future is greater than or 
equal to the anticipated building energy use. 


F101.3.1 Anticipated building energy use. The total yearly energy use 
from all metered fuel sources is the anticipated building energy use. 
Any energy used from district energy, combined heat and power, renewa- 
ble energy, or captured waste heat systems must be metered. Buildings 
with any nonmetered energy sources are not permitted for compliance 
with this section. All secondary spaces and services (examples: Exte- 
rior building and site lighting, surface parking, garages, and exteri- 
or Swimming pools) associated with the building shall be included in 
the overall energy use total. The anticipated site Energy Use Intensi- 


ty (EUI) for each fuel source shall be reported in units of kWh/ft?/yr 
or kBtu/ft*/yr using the conversions listed below: 


Metered 
Fuel 
Source to kWh: to kBTU: 
Electric kWh x 1 kWh x 3.412 
Gas Therm x 29.308 Therm x 100 
Propane Cubic Foot x 0.738 Cubic Foot x 2.5185 
Fuel Oil | Gallon x 43.872 Gallon x 149.6905 
F101.3.2 Building use and occupancy types. Building use and occupancy 


types permitted are indicated in Table F101.3.2(1). 
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the 


site EUI budget for each building use and occupancy type along with 
requirements for all use and occupancy types. 


F101.3.3.1 Mixed-use buildings. 


the building enclosur 


one building use or occupancy type, 


based on the 


areas. 


F101.3.3.2 Energy budget level options. 
more stringent energy budget 
energy use and energy 
lower budget level. 


to a future, 
F101.3.2(1). 
evaluated on 


F101.3.3.3 Energy modeling. A proposed building en 


individual 


Actual 
this 


floor area percen 
the individual energy budget and summing 


For buildings 


D 


tag 


that contain more than 

the overall energy budget shall be 
totals of each use times 
the results of all 


individual 


velopment teams may commit 
level from Tabl 
generation ability will be 


e 


ergy model is re- 


quired for compliance with Section F101.3.2. A baseline energy model 


is not required. The proposed design model must sh 


use below th 


F101.3.4 Energy generation ability. 


e energy. 


Permit documen 


ow estimated energy 


ts shall indicate 


the location, space allocated, and connection pathways for future in- 
stallation of all potential energy generation systems. Only items de- 
fined by the Washington State Energy Code as on-site renewabl nergy 
shall be used to meet energy generation requirements. 

F101.3.4.1 Energy generation categories. The development team shall 
complete the Washington State Outcome-Based Energy Budget form (Figure 
F101.3) to show the total renewabl nergy generation ability in the 
following categories: 

1. Building integral: Renewabl nergy generation sources attach- 
ed to the building. This value, combined with the on-site value, shall 
be at least 40 percent of the energy budget. 

2. On-sit Renewabl nergy generation sources located on the 
building site property. This value, combined with the building inte- 
gral value, shall be at least 40 percent of the energy budget. 

3. Off-sit Renewabl nergy generation sources not located on 
the building site. This amount is limited to 40 percent of the energy 
budget. A specific off-site location does not need to be identified. 

4. Green Power: Renewabl nergy purchased through the electric 
utility provider for the building. This amount is limited to 20 per- 
cent of the energy budget. 


F101.3.4.2 Energy generation ability for building sites within a 2030 


District. The development 


2030 Distric 


2030 Challenge 70 percent 


line as 
and choosing 


t recognize 


the energy budget. 
ergy budget are exempt from 


this en 


and on-sit 
capped at 20 
amount, amon 
Actual energ 
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F101.4 Actual energy use submittal. 


requirements in Section F101.3.4.1. 


percent. 
g the bui 
y use will 
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d by Architecture 2030 may use the Architecture 
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ing code off 


Certified on 


icial. 


7/13/2022 


on-sit 


te, 


ted against 


[ 588 ] 


or off-sit 


the building integral 
Green power remains 

The generation requirements may be split, 
lding integral, 


in any 
categories. 


t the Architecture 2030 
percent energy reduction budget. 


WSR Issue 22-14 


The building owner or representa- 
umentation summary from all energy 


Code compliance is achieved with net energy use be- 


- Permanent 


Washington State 


t 3 years of occupancy. 


a 


common areas, 


12 months total) 


layed up to an additional 6 months from cer 
if 85 percent occupancy is 
ldings not 85 percent occupied after 12 mont 


Register, 


full 
6 


the f] 


not 


Issue 22- 


months aft 


toring star 
tificate of 


ths shall s 


14 WSR 22-14-091 


the energy budget for any continuous 12-month span within the 


.4.1 Energy use monitoring period and occupancy. The energy use 
itoring time frame shall start on the first 
le of the utility or energy source provider(s) 
ficate of occupancy is issued. Buildings shall be deemed substan- 
lly occupied when a minimum 85 percent of 
is occupied. The energy moni 


l-month billing cy- 
ter a cer- 


Loor area, including 
t time may be 
occupancy (up 
yet achieved. 

tart the mon- 


itoring period for the portions occupied with an energy budget based 
on the spaces occupied and all common areas combined. 


F101.4.2 Change of occupancy use during monitoring period. 


within the building changes from 


different target EUI energy budget 


one occupancy use 


drops below 50 percent, 
lated to become the new 


F101.4.3 Energy metering. All buil 
energy budget or a portion of the energy budget shall b 


rately for all energy uses. 


the targe 
nergy budget against which the building ener- 
gy use shall be compared for compl 


liance. 


If an area 
to another with a 


t or if the building occupancy level 
t EUI energy budget 


shall be recalcu- 


lding spaces and uses subject to an 


metered sepa- 


F101.4.4 Energy budget responsibility. The building owner is responsi- 


ble for the compliance of the whole building. At 
ergy use budget may be divided 


discretion, responsibility for the en 

and transferred into portions attributable to the occupant, 
or controller of each energy budget space. 

der the control of an occupant or tenant may no 


t the building owner's 


operator 


Common area spaces not un- 
t be transferred. 


F101.5 Actual energy use above the energy budget. Buildings exceeding 


the energy budget are not in complian 
e of 


building owner shall complete on 
year: 

1. Owners of buildings with 
energy budget by up to 20 percen 
through annual green power purch 
er at a rate of 1.1 times th 
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ase agreement from 


the following 


actual energy use 
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that exceeds the 
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energy budget by more than 20 percent and up to 40 percent 
and either install on-buil 
ergy generation equipment or invest in 
using the performance bond or financial 


item 1 


plete 


maining above 20 percent. 
3. Owners of buildings with 


energy budget by more than 40 percent shall complete 
ce bond or financial security equal to 
E: 


F101.5.1 Continued energy monitoring. Upon completing the necessary 


and post a replacement performan 
the first bond or security amoun 


compliance measure (s) in Section 
another 3-year time frame to ach 
the energy budget for any contin 
ings that remain more than 
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tion equipment or to install an energy retrofit and post a new per- 
formance bond equal to the first. 


F101.5.2 Tradable certificate for energy savings. As an alternate to 
the requirements of Section F101.5 a building owner may, when this 
market-based instrument becomes available, purchase a Tradable Certif- 
icate for Energy Savings (TCES) or "white certificates" from a build- 
ing or entity with energy savings. The building owner shall purchase 
TCES's equal to 1.1 times the amount that the building's actual energy 
use exceeds the energy budget. 


F101.6 Performance bond or financial security. A building developer 
must secure and submit to the code official a performance bond or an 
irrevocable financial security letter of credit from a state of Wash- 
ington financial institution prior to certificate of occupancy issu- 
ance. The bond or security shall have a value equal to $4.00 per 
square foot of gross conditioned floor area. The bond or security 
shall be used only to install renewabl nergy on the building or for 
investment into energy conservation measures as part of an energy ret- 
rofit. The bond or security may also be held for one additional 3-year 
energy-monitoring period if green power is purchased. Upon demonstra- 
ted compliance with the energy budget, the bond or security require- 
ment shall be released. 


F101.6.1 Failure to submit energy use data. Building owners that fail 
to submit energy use data at the end of the 3-year monitoring period 
shall forfeit the full amount of the performance bond or financial se- 
curity as payment to the local jurisdiction. Building owners that fail 
to submit energy use data at the end of each continuing five-year mon- 
itoring period shall be fined an amount equal to the original bond or 
financial security by the local jurisdiction. 


F101.7 Continued energy budget certification. After achieving code 
compliance buildings shall be required every 5 years to document a 
continuous 12-month span with net energy use that is lower than the 
required energy budget. Owners of buildings with actual energy use 
that is at least 2.5 percent below their energy budget (from year per- 
mitted baseline, not voluntary year) may sell, when a future market- 
based instrument becomes available, their unused energy equivalents in 


the form of a "white certificate" or Tradable Certificate for Energy 
Savings. 


F101.8 Local amendments. Local jurisdictions may amend the current 
code cycle EUI maximum energy budget by adopting a more stringent fu- 
ture code year value stated in Table F101.3.2(1). 


Table F101.3.2(1) 
Washington State Outcome-Based Energy Budget 


( (Zone MC- 
SiteEUI | Base | Current Future 
Building Oceupaney/Use f2iyear | 2003 | 2018 | 2024 | 2024 | 2027 | 2030 
AA 
kwa | 35 | me | 99a | m9 | aos |) 94 
Pea kB | 104 | 499 | 453 | 406 | 359 | 32 
B 
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Base Current Future 
Building Oceupaney/Use 2003 2018 2024 | 2024 | 2027 | 2030 
194 85 78 72 66 59 
RET EE 673 28-9 2674 | 245 | 224 | 202 
. . ; 148 4 64 58 54 44 
E 
474 s2 44 64 59 54 
2 
cent 546 24-8 25 | 2 | 38 | 55 
M 
ETAN tsen 2274 4094 989 | ss7 | 785 | 682 
er 257 R3 2 | 409 89 zE] 
s4 
Parking 
38 23 20 47 44 44 
Encl Garages Bo 8.0 10 59 49 3.9 
23 14 F2 10 09 o7 
Open Garage 18 48 42 36 30 23 
s2 
NonRefrigerated Distribution? $6 44 37 33 3.9 26 
R-2 Multi-Family G+ stories) 
29-9 475 K3 | 4 | 19 87 
Lebby/CommenArea 99 597 522 447 372 29-7 
REAN 34520 H205 | 490768 | 10331 | 9893 | 9456 
18476 6568 6312 | 6055 | 5799 | 5543 
ence 63040 2244} | 21536 | 20661 | 49787 | 49942 
4 9852 9468 | 9083 | 8699 | 9314 
To asic 94560 | 33616 | 32304 | 30992 | 29680 | 29368 
36952 | 43136 | 42624 | 21H | H598 | H086 
ERESSE 126080 | 44821 | 43072 | 41323 | 39573 | 37824 
p 9238 3284 3156 | 3028 | 2900 | 2774 
baoa 34520 H205 | 490768 | 10331 | 9893 | 9456 
‘All Oecupaneies/Use Types 2003 2018 2024 | 2024 | 2027 | 2030 
U-Faetor 
Vertical Fenestration 
Nonmetal 9.28 027 | 025 | o24 | 023 
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AH Oceupancies/Use Fypes 2003 2018 202+ | 2024 | 2027 | 2030 
F-Value 
€FM75+42 
Air Leakage 0.25 o47 | 044 | OFF | 608 
Zene—5B- 
SiteEUI | Base | Current Future 
Building Oceupaney/Use f2/year | 2003 2018 202+ | 2024 | 2027 | 2030 
A3 
B 
kWh 204 94 83 75 68 6.0 
Senne kBea 68-6 30.9 283 | 258 | 23.2 20.6 
kWh 15.0 72 65 59 52 45 
Medical Office (nondiagnestie) DE ae a M Ml aa 
E 
kWh 183 88 8.0 74 63 55 
kiaia kBtu 62-4 30.0 272 243 | a5 | 489 
2 
M 
i atc kBtu 2264 108-5 984 | s82 | 780 | 628 
ae kWh 28-4 B6 R4 | H 98 85 
S4 
Parking 
kWh 38 23 20 47 4 Ht 
Encl eee, kBt Bo 8.0 10 59 49 3.9 
kWh 23 +4 +2 +0 09 04 
pen Gateee kBee 18 48 42 36 30 23 
s2 
NonRefrigerated-Distribution/ kWh 105 5.0 46 44 36 34 
R-2 Multi Family G+ stories} 
kWh 29-6 18.8 163° | Bs | m 87 
PPR era res kBt 99 64.2 556 | 469 | 383 | 293 
NEOA l kWh 9238 3495 3344 | 383 | 2952 | 27} 
Ea kBtu 34520 H925 | 4308 | 4069+ | 10973 | 9456 
kWh 18476 6990 6628 | 6267 | 5905 | 5543 
za eser se kBtu 63040 23854 | 22646 | 21381 | 20147 | 18912 
kWh 2774 10485 9943 | 9400 | 8857 | 9314 
eee kBea 94560 35776 | 33924 | 32072 | 30220 | 29368 
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Site EU} Base Current Future 
Building Oceupaney/Use f2/year 2003 2018 2024 2024 2027 2030 
kWh 36952 1980 43257 2533 H809 H086 
RS kB | 126080 | 47701 | 45232 | 42763 | 40293 | 37824 
Ei kWh 9238 3495 3314 343 2952 2TH 
feiss annua kBta 31520 | 925 | H308 | +0694 | 49073 | 9456 
Al Oceupaneies/Use types 2003 2018 2024 | 2024 | 2027 | 2030 
U-Faetor 
Vertical E 
Nenmetal 025 023 024+ O48 046 
Meta Fixed 63+ 0.27 0.23 0-20 0+6 
Metal—Operable 032 028 024 0-20 O46 
Reef 0.016 0.045 0.014 0.08 0.012 
Floors 0-024 0-023 0-024 0-020 0.018 
F-Value 
Slab-en-Grade 044 039. 036 934 932 
EFM 
Air Leakage 025 047 044 oH | 6.08)) 
Building Occupancy/Use Site EUI 
2021 2024 2027 2030 
4c 5b 4c Sb 4c 5b 4c Sb 
B Office - small 19.48 20.60 16.79 17.74 14.09 14.87 11.40 12.00 
Office - medium 22.22 24.47 18.91 20.81 15.61 17.16 12.30 13.50 
Office - large 21.94 23.06 18.53 19.48 15.11 15.89 11.70 12.30 
B Health out-patient 69.75 70.88 58.90 59.85 48.05 48.83 37.20 37.80 
E School - primary 25.40 27.20 22.80 24.30 18.99 21.31 14.70 16.50 
School - secondary 24.75 28.13 20.90 23.75 17.05 19.38 13.20 15.00 
Il-2 Hospital 76.60 72.00 68.70 64.50 56.19 57.10 43.50 49.70 
M Grocery 98.90 98.40 88.70 88.20 75.56 78.00 58.50 62.70 
M Retail - stand alone 30.00 34.50 26.60 30.40 23.20 26.30 19.80 22.20 
Retail - strip mall 29.14 34.76 26.53 31.28 23.91 27.79 21.30 24.30 
S-1 Garage - enclosed? 7.00 7.00 5.90 5.90 4.90 4.90 3.90 3.90 
Garage - open® 4.20 4.20 3.60 3.60 3.00 3.00 2.30 2.30 
S-2 Warehouse (nonref)? 6.49 7.61 5.63 6.58 4.76 5.54 3.90 4.50 
R-2 kWb/person/year 3,089 3,212 2,681 2,789 2,256 2,348 1,808 1,886 
R-2 Common kWh/sf/yr 15.0 15.8 11.6 12.2 8.5 8.9 ST: 5.9 
aLighting power allowance must still comply with Table C405.4.2(2). 
applicable to heated warehouses only. 
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Commercial Prototypes 


CBSA Detailed Building Type Included 


Other Criteria 


Less than 20,000 square feet 


Small Office office- admin, professional, government, 
financial; call center; city hall; retail 
banking; sales office; other office 
Medium Office office- admin, professional, government, 20,001 - 100,000 square feet 


financial; call center; city hall; retail 
banking; sales office; other office 


Large Office 


office- admin, professional, government, 


Greater than 100,000 square feet 


financial; call center; city hall; retail 


banking; sales office; other office 


Stand-alone Retail 


auto parts; auto/boat dealer/show room; 
beauty/barber; car wash; clothing; 
department store; dry cleaner; electronics/ 
appliances; florist, nursery; hardware; 
home improvement; laundromat (self- 
service); pharmacy; post office; rental 
center; repair shop; studio/gallery; vehicle 
repair; warehouse club; other specialty 
merchandise 


Single stand-alone building 


Strip Mall 


auto parts; auto/boat dealer/ show room; 
beauty/barber; car wash; clothing; 

department store; dry cleaner; electronics/ 
appliances; florist, nursery; hardware; 
home improvement; laundromat (self- 
service); pharmacy; post office; rental 

center; repair shop; studio/gallery; vehicle 
repair; warehouse club; other specialty 


Part of larger mixed-use building 


merchandise 
Supermarket grocery 


Primary School 


elementary school; middle school; pre- 
school; other k-12 school 


Secondary School 


high school 


Small Hotel 


motel; bed & breakfast; boarding/rooming 
house, apt hotel 


Large Hotel 


hotel; hotel - resort 


Hospital 


hospital 


Warehouse (non- refrigerated) 


ministorage; warehouse, distribution; 
warehouse, storage; other warehouse 


Quick Service Restaurant 


Full-Service Restaurant 


cafeteria; catering service; coffee, 
doughnut, or bagel shop; fast food 
restaurant; ice cream or frozen yogurt shop; 
take-out restaurant; truck stop 


bar, pub, lounge; sit down restaurant; other 
restaurant 


Outpatient Health care 


dental office; medical clinic/outpatient 
medical; medical office; medical urgent 
care clinic; outpatient rehab; veterinarian 
office/clinic 


Mid-rise Apartment 


Not included in CBSA. 
Should represent all high rise (up to 4 
stories) apartment buildings. 


Census Data used to estimate 
number of apartments and square 
footage. Seattle Benchmarking Data 


used to estimate high rise to mid- 
rise split in urban area. 


High-rise Apartment 


Not included in CBSA. 
Should represent all low rise (greater than 4 


Census Data used to estimate 
number of apartments and square 


story) apartment buildings. 


footage. Seattle Benchmarking Data 
used to estimate high rise to mid- 
rise split in urban area. 
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Commercial Prototypes 


CBSA Detailed Building Type Included 


Other Criteria 


Residential Care 


assisted living; in-patient rehab; nursing 
home; retirement home; other residential 
care 


FIGURE F101.3.2 


Washington State Outcome-based Energy Budget Form 


WASHINGTON STATE OUTCOME-BASED ENERGY BUDGET FORM 


Building occupancy/use 


Conditioned floor area 


Code maximum site EUI energy budget 


Predicted EUI 


Electric | 


Gas 


Propane | 


Oil | 


Other (source/ 
generation) 


Generation Potential EUI 


Building Integral | (combined must exceed 40%) 
On-site [ 

Off-site | (max 40%) 

Purchase | (max 40%) 


Percentage better than energy budget 


Percentage potential EUI above 
predicted EUI 


PROJECT SUMMARY 
Building Name 


(reserved for graphics) 


Address 


City 


Owner 
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Address 
City, State, Zip 
PROJECT CERTIFICATION 


Name 


Firm 
Date (seal) 


[Statutory Authority: RCW 19.27A.020, 19.27A.025, 19.27A.160 and chap- 
ter 19.27 RCW. WSR 19-24-040, § 51-11C-90500, filed 11/26/19, effec- 
tive 7/1/20.] 


REPEALER 

The following sections of the Washington Administrative Code are 
repealed: 

WAC 51-11C-402131 Reserved. 

WAC 51-11C-402132 Reserved. 

WAC 51-11C-402133 Reserved. 

WAC 51-11C-402134 Reserved. 

WAC 51-11C-402200 Reserved. 

WAC 51-11C-40242 Reserved. 

WAC 51-11C-403231 Table C403.3.2(1)—Minimum efficiency 


requirements—Electrically operated 
unitary air conditioners and condensing 
units. 


WAC 51-11C-403232 Table C403.3.2(2)—Minimum efficiency 
requirements—Electrically operated 
unitary and applied heat pumps. 

WAC 51-11C-403233 Table C403.3.2(3)—Minimum efficiency 
requirements—Electrically operated 
PTAC, PTHP, SPVAC, SPVHP, room air 
conditioners. 

WAC 51-11C-403234 Table C403.3.2(4)—Minimum efficiency 
requirements—Warm air furnaces and unit 


heaters. 

WAC 51-11C-403235 Table C403.3.2(5)—Minimum efficiency 
requirements—Gas- and oil-fired 
boilers. 

WAC 51-11C-403236 Table C403.3.2(6)—Reserved. 

WAC 51-11C-403237 Table C403.3.2(7)—Minimum efficiency 
requirements—Water chilling packages. 

WAC 51-11C-403238 Table C403.3.2(8)—Minimum efficiency 
requirements—Heat rejection equipment. 

WAC 51-11C-403239 Table C403.3.2(9) and Table 
C403.3.2(10)—Minimum efficiency 
requirements 
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WAC 51-11C-403241 Reserved. 
WAC 51-11C-403242 Reserved. 
WAC 51-11C-403243 Reserved. 
WAC 51-11C-403244 Reserved. 
WAC 51-11C-403245 Reserved. 
WAC 51-11C-403246 Reserved. 
WAC 51-11C-403247 Reserved. 
WAC 51-11C-403248 Reserved. 
WAC 51-11C-403249 Reserved. 
WAC 51-11C-403251 Reserved. 
WAC 51-11C-403252 Reserved. 
WAC 51-11C-403253 Reserved. 
WAC 51-11C-403254 Reserved. 
WAC 51-11C-403261 Reserved. 
WAC 51-11C-403281 Reserved. 
WAC 51-11C-403291 Reserved. 
WAC 51-11C-403292 Reserved. 
WAC 51-11C-403293 Reserved. 
WAC 51-11C-403294 Reserved. 
WAC 51-11C-403295 Reserved. 
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a person's email address as specified in the board's records. 
lectronic transmission from 
time of delivery. 
Documents received by electronic transmission to a 

be deemed filed with the board the same 
and legal holidays. 
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for documents filed with the board will be based on the date and time 
indicated on the filing document. If no specific time is indicated, 
the deadline will be 11:59 p.m. of the date indicated. The date and 


time indicated on the electronic transmission shall be evidence of the 
date and time of receipt. 


[] 
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[Filed July 6, 2022, 11:45 a.m., effective August 6, 2022] 


Effective Date of Rule: Thirty-one days af 
the Washington state 


Purpose: During the 2022 regular 
legislature passed 2SHB 1210 (chapter 


session, 


ter filing. 


16, Laws of 2022) on March 11, 
2022. In passing this bill, the legislature found that the use of the 


form Controlled Substances Act. The bi 


term "marijuana" in the United States has discriminatory origins and 
should be replaced with the more scientifically accurate term "canna- 
bis." For this reason, the bill replaced the term "marijuana" with the 


term "cannabis" throughout RCW, including chapter 69.50 RCW, the Uni- 


11 also directed the board to 


use expedited rule making to replace t 


he term "marijuana" with "canna- 
bis" throughout the rules of the liquor and cannabis board in Title 


314 WAC. 

Citation of Rules Affected by this Order: Amending WAC 
314-11-015, 314-42-110, 314-42-115, 314-55-005, 314-55-010, 
314-55-013, 314-55-017, 314-55-018, 314-55-035, 314-55-073, 
314-55-075, 314-55-077, 314-55-080, 314-55-083, 314-55-084, 
314-55-085, 314-55-086, 314-55-087, 314-55-089, 314-55-092, 
314-55-095, 314-55-096, 314-55-097, 314-55-099, 314-55-0995, 
314-55-101, 314-55-102, 314-55-1025, 314-55-103, 314-55-1035, 
314-55-104, 314-55-105, 314-55-1055, 314-55-106, 314-55-107, 
314-55-109, 314-55-115, 314-55-117, 314-55-135, 314-55-140, 
314-55-145, 314-55-147, 314-55-150, 314-55-155, 314-55-160, 
314-55-165, 314-55-185, 314-55-200, 314-55-210, 314-55-220, 
314-55-225, 314-55-230, 314-55-310, 314-55-410, 314-55-415, 
314-55-417, 314-55-430, 314-55-505, 314-55-5055, 314-55-509, 
314-55-520, 314-55-521, 314-55-522, 314-55-523, 314-55-524, 
314-55-525, 314-55-540, 314-55-550, 314-55-560, and 314-60-015. 

Statutory Authority for Adoption: RCW 69.50.342. 

Other Authority: 2SHB 1210 (section 168, chapter 16, Laws of 
2022) 

Adopted under notice filed as WSR 22-10-037 on April 27, 2022. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 


Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 


Amended 68, Repealed 0. 


Entity: New 0, Amended 0, Repealed 0 


Amended 0, Repealed 0. 


Number of Sections Adopted at the Request of a Nongovernmental 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Number of Sections Adopted in Order to Clarify, Streamline, or 


Reform Agency Procedures: New 0, Amended O, 
Number of Sections Adopted using Negotiated Rule Making: New 0, 


Repealed 0. 


Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 


0O; or Other Alternative Rule Making: New 0, 


Date Adopted: July 6, 2022. 
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OTS-3720.1 


AMENDATORY SECTION (Amending WSR 19-03-061, filed 1/10/19, effective 
8/1/19) 


WAC 314-11-015 What are my responsibilities as a liquor licen- 
see? (1) (a) Liquor licensees are responsible for the operation of 
their licensed premises in compliance with the liquor laws and rules 
of the board (Title 66 RCW and Title 314 WAC). Any violations commit- 
ted or permitted by employees will be treated by the board as viola- 
tions committed or permitted by the licensee. 

(b) The penalties for violations of liquor laws or rules are in: 
WAC 314-29-015 through 314-29-035, as now or hereafter amended, for 
licensees; and WAC 314-17-105 and 314-17-110, as now or hereafter 
amended, for employees who hold mandatory alcohol server training per- 
mits. These rules also outline aggravating and mitigating circumstan- 
ces that may affect what penalty is applied if a licensee or employee 
violates a liquor law or rule. 

(2) Licensees and their employees also have the responsibility to 
conduct the licensed premises in compliance with the following laws, 
as they now exist or may later be amended: 


e Titles 9 and 9A RCW, the criminal code laws; 

e Title 69 RCW, which outlines the laws regarding controlled sub- 
stances; and 

e Chapters 70.155, 82.24 RCW, and RCW 26.28.080 which outline 
laws regarding tobacco. 


ct ct 


(3) Licensees have the responsibility to control their conduct 
and the conduct of employees and patrons on the premises at all times. 
Except as otherwise provided by law, licensees or employees may not: 

(a) Be disorderly or apparently intoxicated on the licensed prem- 


ises; 
(b) Allow any disorderly person to remain on the licensed prem- 


ises; 


(c) Engage in or allow behavior that provokes conduct which 
presents a threat to public safety; 

(d) Consume liquor of any kind while working on the licensed 
premises; except that: 

(i) Entertainers per WAC 314-02-010 may drink while performing 
under the following conditions: 
(A) Alcohol service must be monitored by MAST servers; 
(B) Drinks must be served in unlabeled containers; 
(C) Entertainers may not advertise any alcohol brands or prod- 


(D) Entertainers may not promote drink specials; and 

(E) If any member of the entertainment group is under ((twerty— 
erne)) 21 years of age, alcohol may not be consumed by any member of 
the group while performing. 

(ii) Licensed beer manufacturers and their employees may sample 
beer of their own manufacture for manufacturing, evaluating or pricing 
product in areas where the public is not served, so long as the licen- 
see or employee does not become apparently intoxicated; 

(iii) Licensed wine manufacturers and their employees may: 

(A) Sample wine for manufacturing, evaluating, or pricing prod- 
uct, so long as the licens or employee does not become apparently 
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intoxicated; and the licensee or employee who is sampling for these 
purposes is not also engaged in serving alcohol to the public; and 
(B) Sample wine of their own manufacture for quality control or 
consumer education purposes, so long as the licens or employee does 
not become apparently intoxicated. 
(e) Engage in, or allow others to engage in, conduct on the li- 
censed premises which is prohibited by any portion of Titles 9, 9A, or 
69 RCW; 
(f£) Engage in the consumption of any type of ( (marjona, sabe 
morisuena)) cannabis, useable cannabis, or ( (Meet P}rena-infused)) can- 
nabis-infused products in a liquor licensed business, including out- 
door service areas or any part of the property owned or controlled by 
the licensee; 
(g) Allow any person to consume any type of ( (RaeiHrerna,—tsabte 
marijtere)) cannabis, useable cannabis, or ( (Heri tenac-imfused)) can- 
nabis-infused products in a liquor licensed business, including out- 
door service areas or any part of the property owned or controlled by 
the licensee; 
(h) Allow any person consuming, or who has consumed on any part 


of the licensed premises, any type of ( (meet fuena,itsable mati pene) ) 
cannabis, useable cannabis, or ( (Ma*ijeenc-infused)) cannabis-infused 
products to remain on any part of the licensed premises; or 


(i) Sell or serve liquor by means of drive-through service from 
pickup or pass-through windows. 

(4) Licensees have the responsibility to control the interaction 
between the licens or employee and their patrons. At a minimum, li- 
censees or employees may not: 

(a) Solicit any patron to purchase any beverage for the licensee 
or employee, or allow a person to remain on the premises for such pur- 
pose; 


(b) Spend time or dance with, or permit any person to spend time 
or dance with, any patron for direct or indirect compensation by a pa- 
Cron. 


See WAC 314-11-050 for further guidelines on prohibited conduct. 


[Statutory Authority: RCW 66.08.030 and 66.24.360. WSR 19-03-061, § 
314-11-015, filed 1/10/19, effective 8/1/19. Statutory Authority: RCW 


66.08.030. WSR 14-02-002, § 314-11-015, filed 12/18/13, effective 
1/18/14; WSR 11-22-035, $ 314-11-015, filed 10/26/11, effective 
11/26/11. Statutory Authority: RCW 66.08.030 and 66.28.320. WSR 
0-01-0900, § 314-11-015, filed 12/16/09, effective 1/16/10. Statutory 
Authority: RCW 66.08.030, 66.12.160, 66.44.010, 66.44.200, 66.44.240, 
66.44.270, 66.24.291 [66.44.291], 66.44.310. WSR 04-15-162, § 
314-11-015, filed 7/21/04, effective 8/21/04. Statutory Authority: RCW 
66.08.030; 66.28.100, 66.28.040, 66.28.090; 66.44.010, 66.44.070, 
66.44.200, 66.44.270, 66.44.291, 66.44.292, 66.44.310, 66.44.316, 
66.44.318, 66.44.340, and 66.44.350. WSR 02-11-054, § 314-11-015, 
filed 5/9/02, effective 6/9/02. Statutory Authority: RCW 66.08.030, 
66.28.100, 66.28.040, 66.28.090, 66.44.010, 66.44.070, 66.44.200, 
66.44.270, 66.44.291, 66.44.292, 66.44.310, 66.44.316, 66.44.318, 
66.44.340, 66.44.350, and chapter 66.44 RCW. WSR 01-06-014, § 
314-11-015, filed 2/26/01, effective 3/29/01.] 
OTS-3721.1 
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AMENDATORY SECTION (Amending WSR 16-19-002, filed 9/7/16, effective 
10/8/16) 


WAC 314-42-110 Brief adjudicative proceedings. The Administra- 
tive Procedure Act provides for brief adjudicative proceedings in RCW 
34.05.482 through 34.05.494. The board will conduct brief adjudicative 
proceedings where it does not violate any provision of law and where 
protection of the public interest does not require the board to give 
notice and an opportunity to participate to persons other than the 
parties. If an adjudicative proceeding is requested, a brief adjudica- 
tive proceeding will be conducted where the matter involves one or 
more of the following: 

(1) Liquor license suspensions due to nonpayment of spirits taxes 
per RCW 66.24.010; 
(2) Liquor license denials per WAC 314-07-065(2); 

(3) Liquor license denials per WAC 314-007-040; 

(4) Special occasion license application denials per WAC 
314-07-040; 
(5) Special occasion license application denials per WAC 
314-07-065(7); 

(6) MAST provider or trainer denials for noncompliance with a 
support order in accordance with RCW 66.20.085; 

(7) MAST provider denials or revocations per WAC 314-17-070; 

(8) Liquor license suspensions due to nonpayment of beer or wine 
taxes per WAC 314-19-015; 

(9) One-time event denials for private clubs per WAC 314-40-080; 
(10) Banquet permit denials per WAC 314-18-030; 

(11) The restrictions recommended by the local authority on a 

nightclub license are denied per WAC 314-02-039 (a local authority may 
request a BAP); 
(12) The restrictions recommended by a local authority are ap- 
proved per WAC 314-02-039 (an applicant for a nightclub license may 
request a BAP); 
(13) Liquor license suspensions due to noncompliance with a sup- 


port order per RCW 66.24.010; 

(14) Liquor license suspensions due to noncompliance with RCW 
74.08.580(2), electronic benefits cards, per RCW 66.24.013; 

(15) License suspension due to nonpayment of spirits liquor li- 
cense fees per RCW 66.24.630; 

(16) License suspension due to nonpayment of spirits distributor 
license fees per RCW 66.24.055; 

(17) Tobacco license denials per WAC 314-33-005; 

(18) ( (Meset+renea)) Cannabis license denials per WAC 
314-55-050 (2); 

(19) ( (Merere) ) Cannabis license denials per WAC 
314-55-050 (4); 

(20) ( (MaseiHrenea)) Cannabis license denials per WAC 
314-55-050 (8); 

(21) ( (Merere) ) Cannabis license denials per WAC 
314-55-050 (10); 

(22) ( (Maseirena)) Cannabis license suspensions per WAC 
314-55-050 (11); 

(23) ( (MarH merne) ) Cannabis license denials per WAC 
314-55-050 (12); 

(24) ( (Marjane) ) Cannabis license denials per WAC 
314-55-050 (13); and 
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(25) ( (Meeisuena)) Cannabis excise tax payment waiver denials per 


WAC 314-55-089. 


lst sp.s. c 36. WSR 16-19-002, 


AMENDATORY SECTION (Amending WSR 14-12-102, 


7/5/14) 


[Statutory Authority: RCW 69.50.342, 
L § 314-42- 
10/8/16. Statutory Authority: RCW 66.08.030. 
314-42-110, filed 6/4/14, effective 7/5/1 
314-42-110, filed 11/28/12, effective 12/29/12.] 


10, 


69.50.345, 69.50.535, and 2016 
filed 9/7/16, effective 


WSR 14-12-102, § 


WSR 12-24-032, § 


filed 6/4/14, effective 


WAC 314-42-115 Preliminary record in brief adjudicative proceed- 
ings. (1) The preliminary record with respect to a liquor license 
suspension due to nonpayment of spirits taxes in RCW 66.24.010 shall 


consist of: 


(a) All correspondence from department of revenue requesting 


missing taxes or reports; and 


(b) Request from department 


board requesting suspension of 


(2) The preliminary record 
tent to deny under WAC 314-07-065 (2) 
submit information or documenta 


taining to requests for informa 


with respect 


t of revenue to the liquor control 
the liquor license. 


t to a liquor license in- 


where 


the applicant has failed to 
tion shall consist of: 

(a) All correspondence between the applicant and the board per- 
tion or documentation; and 


(b) A copy of the application report prepared by licensing divi- 


sion staff. 


(3) The preliminary record with respect 
plication intent to deny where the applicant 


(a) A copy of the application report 


sion staff; 


history st 


(b) The personal/criminal 
applicant; 


applicant(s); and 


(d) Copies of any correspondence submit 


(4) The preliminary record with respec 
liquor license application (chapter 314- 
the applicant failed to meet the criminal hist 


in WAC 314-07-040 shall consist 
(a) A copy of the applicat 
Sion staff; 


Eots 
tion report 


t to a liquor license ap- 


t failed to meet the crimi- 
nal history standards outlined in WAC 314-007-040 shall consist of: 


t prepared by licensing divi- 
tatement (s) submitted by the 


(c) Any interoffice correspondence reporting criminal history of 


tted by the applicant ex- 
plaining or rebutting the criminal history findings. 


(b) The personal/criminal 
applicant (s); 


applicant(s); and 


(d) Copies of any correspondence submit 


history st 


to a special occasion 


05 WAC) intent to deny where 


tory standards outlined 


prepared by licensing divi- 


atement(s) submitted by the 
(c) Any interoffice correspondence reporting criminal history of 


tted by the applicant ex- 


plaining or rebutting the criminal history findings. 


(5) The preliminary record with respect 


t to a special occasion 


liquor license application (chapter 314-05 WAC) intent to deny where 


the application was objected to by the local 
event is scheduled (WAC 314-07-065(7)) shall 
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(a) A copy of the special occasion license application and sup- 
porting materials; 
(b) A copy of the notice sent to the local authority by licensing 
division staff; 
(c) A copy of the objection received from the local authority; 


and 
(d) A copy of any correspondence from the applicant rebutting the 
objection from the local authority. 
(6) The preliminary record with respect to suspension of mandato- 
ry alcohol server, provider or trainer, for noncompliance with a sup- 
port order in accordance with RCW 66.20.085 shall consist of: 
(a) A copy of the license suspension certification from the de- 
partment of social and health services; and 
(b) A copy of all documents received from or on behalf of the 
permit holder rebutting the identification of the server, provider, or 
trainer. 
(7) The preliminary record with respect to suspension of mandato- 
ry alcohol server, provider or trainer, for failing to meet the crimi- 
nal history standards outlined in WAC 314-07-070(1) shall consist of: 
(a) A copy of the personal/criminal history statement submitted 
by the applicant; 
(b) Any interoffice correspondence reporting criminal history of 
applicant; and 
(c) Copies of any correspondence submitted by the applicant, per- 
mit holder, provider or trainer explaining or rebutting the criminal 
history findings. 
(8) The preliminary record with respect to liquor license suspen- 
sions due to nonpayment of beer or wine taxes per WAC 314-19-015 shall 
consist of: 
(a) Copies of any correspondence requesting missing taxes, fees, 
or penalties when identified after processing reporting form monthly; 
and 


(b) Copies of backup documentation including envelopes showing 
late filing, corrections on reporting form, and audit findings. 

(9) The preliminary record with respect to one-tim vent denials 
for private clubs in WAC 314-40-080 shall consist of: 

(a) A copy of the written request for a one-time event; 

(b) A copy of the written denial including the reason(s) for the 
denial; and 

(c) Copies of all correspondence. 

(10) The preliminary record with respect to banquet permit deni- 
als in WAC 314-18-030 shall consist of: 

(a) The application for a banquet permit; 

(b) A copy of the written denial including the reason(s) for de- 
nial; and 

(c) All correspondence. 

(11) The preliminary record with respect to denial of restric- 
tions requested on a nightclub license by a local authority under the 
provisions in WAC 314-02-039 shall consist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff and the threshold decision by the licensing director or 
his/her designee; 

(b) A copy of all correspondence from the local authority re- 
questing restrictions on the nightclub premises; and 

(c) Copies of any correspondence submitted by the nightclub ap- 
plicant or license holder rebutting the request for restrictions. 
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(12) The preliminary record with respect to licensing's approval 


of a request for res 
sions of WAC 314-02- 

(a) A copy of 
sion staff and the t 
his/her designee; 

(b) A copy of a 
questing restriction 

(c) Copies of a 
plicant or license h 


trictions on a nightclub license under the provi- 
039 shall consist of: 


the application report prepared by licensing divi- 


threshold decision by the licensing director or 


ll correspondence from the local authority re- 
s on the nightclub premises; and 
ny correspondence submitted by the nightclub ap- 
older rebutting the request for restrictions. 


(13) The preliminary record with respect to a liquor license sus- 


pension due to nonco 
of social and health 
(a) The written 
services to suspend 
(b) A copy of t 


and 
(c) Copies of a 


mpliance with a support order from the department 
services under RCW 66.24.010 shall consist of: 
request from department of social and health 

the liquor license; 

he written liquor control board suspension order; 


1l correspondence. 


(14) The preliminary record with respect to a liquor license sus- 


pension due to nonco 
cards, per RCW 66.24 
(a) The written 
services to suspend 
(b) The complet 
health services to s 
(c) A copy of 


and 
(d) Copies of a 


mpliance with RCW 74.08.580, electronic benefits 
.013 shall consist of: 

request from department of social and health 
the liquor license; 
e investigation from department of social and 
upport the suspension; 


the written liquor control board suspension order; 


1l correspondence. 


(15) The preliminary records with respect to liquor license sus- 


pension due to nonpa 
66.24.630 shall cons 
(a) All corresp 
penalties when ident 
(b) All backup 
filing, corrections 


yment of spirits liquor license fees per RCW 

ist Of 

ondence relating to discrepancies in fees and/or 
ified after processing reporting forms; and 
documentation including envelopes showing late 
on reporting forms, and audit findings. 


(16) The preliminary records with respect to liquor license sus- 


pensions due to nonp 
66.24.055 shall cons 
(a) All corresp 
when identified afte 
(b) All backup 
filing, corrections 


ayment of spirits distributor license fees per RCW 
ist of: 
ondence requesting missing fees and/or penalties 
r processing reporting forms; and 
documentation including envelopes showing late 
on reporting forms, and audit findings. 


(17) The preliminary record with respect to tobacco license deni- 


als shall consist of: 


(a) The license 
(b) The personal 
plicant; 


(c) The judicial 


recommendation; 

(d) The letter 

(e) The notice 
(£) All corresp 
(18) The prelim 
nabis license intent 
formation per WAC 31 

(a) All corresp 
taining to requests 
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of denial from the liquor control board; 

of intent to deny statement to the applicant; and 
ondence. 
inary record with respect to a ( (mast }iere)) can- 
to deny due to failure or refusal to submit in- 
4-55-050(2) shall consist of: 

ondence between the applicant and the board per- 
for information or documentation; and 
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sion staff. 
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nabis 


19) 


license appl 
meet the criminal his 


The prel 


iminary record with respect to a 


icat 


ion intent to deny where the appl 
tory standards outlined in WAC 314-55-050 (4) 
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( (marhara) ) 


ican 


sing divi- 


can- 
t failed to 


shall consist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff; 

(b) The personal/criminal history statement (s) submitted by the 
applicant; 

(c) Any communication from the Washington state patrol or Federal 
Bureau of Investigation pertaining to the criminal history of the ap- 
plicant; 

(d) Any interoffice correspondence reporting criminal history of 
applicant(s); and 

(e) Copies of any correspondence submitted by the applicant ex- 
plaining or rebutting the criminal history findings. 

(20) The preliminary record with respect to a ( (Meet }ere)) can- 
nabis license intent to deny due to denial, suspension, or cancella- 
tion of a ( (ma*eijtere)) cannabis license in another jurisdiction per 
WAC 314-55-050(8) shall consist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff; and 

(b) Documentation from any other state or jurisdiction demon- 
strating the action taken against the applicant. 

(21) The preliminary record with respect to a ( (Reset }Hrena)) can- 
nabis license intent to deny due to proximity to the perimeter of en- 
tities listed in WAC 314-55-050(10) shall consist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff; 

(b) Any interoffice correspondence reporting the measurement from 
the proposed business location to the facility within ( (eRAe——eheusand) ) 
1,000 feet; 

(c) Documentation of measurement data including Geographic Posi- 
tioning System (GPS) and related calculations; and 

(d) Correspondence from the applicant illustrating alternative 
measurement data and/or rebuttal of the LCB's measurement data. 

(22) The preliminary record with respect to a ( (Reet }rena)) can- 
nabis license intent to suspension due to ee of ( (marere) ) 
cannabis excise taxes per WAC 314-55-050(11) shall consist of: 

(a) All correspondence relating to discrepancies in fees and/or 
penalties when identified after processing reporting forms; and 

(b) All backup documentation including envelopes showing late 
filing, corrections on reporting forms, and audit findings. 

(23) The preliminary record with respect to a ( (mae }eefe)) can- 
nabis license intent to deny due to failure to submit an attestation 
concerning current tax obligations per WAC 314-55-050(12) shall con- 
sist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff; and 

(b) All correspondence with the applicant related to the request 
for this information. 

(24) The preliminary record with respect to a ( (Ree }uerRa)) can- 
nabis license intent to deny due to denial, suspension, or revocation 
of a liquor license per WAC 314-55-050(13) shall consist of: 

(a) A copy of the application report prepared by licensing divi- 
sion staff; and 
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(b) Documentation from liquor control board records or any other 
state demonstrating the action taken against the applicant. 


[Statutory Authority: RCW 66.08.030. WSR 14-12-102, § 314-42-115, 
filed 6/4/14, effective 7/5/14; WSR 12-24-032, § 314-42-115, filed 
11/28/12, effective 12/29/12.] 


OTS-3719.1 


AMENDATORY SECTION (Amending WSR 13-21-104, filed 10/21/13, effective 
11/21/13) 


WAC 314-55-005 What is the purpose of this chapter? The purpose 
of this chapter is to outline the application process, qualifications 
and requirements to obtain and maintain a ( (me*ei}eere)) cannabis li- 
cense and the reporting requirements for a ( (meet }eerea)) cannabis li- 
censee. 


[Statutory Authority: RCW. 69.50.3255 09.50.331; 69500347, 69.50.3455 
WSR 13-21-104, © 314-55-005, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 21-05-075, filed 2/17/21, effective 
3/20/21) 


WAC 314-55-010 Definitions. The following definitions apply for 
the purpose of this chapter in addition to the definitions provided in 
RCW 69.50.101. 

(1) "Applicant" or "( (maseiHrere)) cannabis license applicant" 
means any person or business entity who is considered by the WSLCB as 
a true party of interest in a ( (meeijeere)) cannabis license, as out- 
lined in WAC 314-55-035. However, for purposes of determining an ap- 
plication's priority under RCW 69.50.331 (1) (a), only the person or 
business entity that is applying for the license will be considered 


the applicant. 

(2) "Batch" means a quantity of ( (meet rene-infused)) cannabis- 
infused product containing material from one or more lots of ( (mMa*i- 
sjtena)) cannabis. 

(3) "Business name" or "trade name" means the name of a licensed 
business as used by the licensee on signs and advertising. 

(4) "Characterizing flavor" means a noticeable taste, other than 


one of cannabis, resulting from an additive or combination of addi- 
tives including, but not limited to, fruit, spice, herbs, alcohol, 
candy, or menthol, or that is noticeable before or during consumption 
of the cannabis product. 

(5) "Child care center" means an entity that regularly provides 
child day care and early learning services for a group of children for 
periods of less than ( (4wenty-feus)) 24 hours licensed by the Washing- 
ton state department of early learning under chapter 170-295 WAC. 

(6) "Consultant" means an expert who provides advice or services 
in a particular field, whether a fee is charged or not. A consultant 
who is in receipt of, or has the right to receive, a percentage of the 
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(10) "Employee" means any person performing services on a li- 
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person is compensated by the licensee. 

(11) "End product" means a ( (ma*riHiere)) cannabis product that 
requires no further processing prior to retail sale. 
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(a) The flowers from one or more ( (mMe*ijtera)) cannabis plants of 
the same strain. A single lot of flowers cannot weigh more than five 
pounds; or 

(b) The trim, leaves, or other plant matter from one or more 
( (MaeipHreHe)) cannabis plants. A single lot of trim, leaves, or other 
plant matter cannot weigh more than ( (#+fteer)) 15 pounds. 

(21) “"Lozenge" means a ( (Ma¥ijtoena-ifused)) cannabis-infused 
product such as a hard candy, mint, pastille, tablet, or similar type 
of edible product that is generally swallowed whole, chewed and swal- 
lowed, or dissolved in the mouth. 

(22) "( (Maeijeena)) Cannabis strain" means a pure breed or hybrid 
variety of Cannabis reflecting similar or identical combinations of 
properties such as appearance, taste, color, smell, cannabinoid pro- 
file, and potency. 

(23) "( (Meeis+eene)) Cannabis mix" means an intermediate lot that 
contains multiple strains of useable ( (Ra*ei+ena)) cannabis and is 
chopped or ground so no particles are greater than 3 mm. 

(24) "( (Masi uere)) Cannabis mix infused" or "mix infused" means 
an end product that contains ( (me*ei}efe)) cannabis mix and may con- 
tain other intermediate products or useable ( (me*ei#rere)) cannabis. 

(25) " ( (Masi uere)) Cannabis mix packaged" or "mix packaged" 
means an end product containing only ( (ma*eijvere)) cannabis mix and no 
other product types. 

(26) "Member," except as that term is used in relation to regis- 
tered cooperatives, means a principal or governing person of a given 
entity((+7)) including, but not limited to: LLC member/manager, presi- 
dent, vice president, secretary, treasurer, CEO, director, stockhold- 
er, partner, general partner, limited partner. This includes all spou- 


ses of all principals or governing persons named in this definition 
and referenced in WAC 314-55-035. 

(27) "Paraphernalia" means items used for the storage or use of 
useable ( (maseiHrehea,_masitjena)) cannabis, cannabis concentrates, or 


( (RaKipene-irfused)) cannabis-infused products, such as, but not 
limited to, lighters, roach clips, pipes, rolling papers, bongs, and 
storage containers. Items for growing, cultivating, and processing 
( (MaeijpteHe)) cannabis, such as, but not limited to, butane, lights, 
and chemicals are not considered "paraphernalia." 
(28) "Pesticide" means, but is not limited to: (a) Any substance 
or mixture of substances intended to prevent, destroy, control, repel, 
or mitigate any insect, rodent, snail, slug, fungus, weed, and any 
other form of plant or animal life or virus, except virus on or ina 
living person or other animal which is normally considered to be a 


pest; (b) any substance or mixture of substances intended to be used 
as a plant regulator, defoliant, or desiccant; and (c) any spray adju- 
vant. Pesticides include substances commonly referred to as herbi- 
cides, fungicides, insecticides, and cloning agents. 

(29) "Perimeter" means a property line that encloses an area. 

(30) "Plant" means a ( (mMa‘rtpiera)) cannabis plant. 

(31) "Plant canopy" means the square footage dedicated to live 


plant production, such as maintaining mother plants, propagating 
plants from seed to plant tissue, clones, vegetative or flowering 
area. Plant canopy does not include areas such as space used for the 
storage of fertilizers, pesticides, or other products, quarantine, of- 
fice space, etc. 
(32) "Playground" means a public outdoor recreation area for 
children, usually equipped with swings, slides, and other playground 
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equipment, owned and/or managed by a city, county, state, federal gov- 
ernment, or metropolitan park district. 

(33) "Product (s) otherwise taken into the body" means a ( (me*si-— 
stane-infused)) cannabis-infused product for human consumption or in- 
gestion intended for uses other than inhalation, oral ingestion, or 
external application to the skin. 

(34) "Public park" means an area of land for the enjoyment of the 
public, having facilities for rest and/or recreation, such as a base- 
ball diamond or basketball court, owned and/or managed by a city, 
county, state, federal government, or metropolitan park district. Pub- 
lic park does not include trails. 

(35) "Public transit center" means a facility located outside of 
the public right of way that is owned and managed by a transit agency 
or city, county, state, or federal government for the express purpose 
of staging people and vehicles where several bus or other transit 
routes converge. They serve as efficient hubs to allow bus riders from 
various locations to assemble at a central point to take advantage of 
express trips or other route to route transfers. 

(36) "Recreation center or facility" means a supervised center 
that provides a broad range of activities and events intended primari- 
ly for use by persons under ( (4wenty-ene)) 21 years of age, owned 
and/or managed by a charitable nonprofit organization, city, county, 
state, federal government, or Meee DOr ean park district. 


(37) "Residence" means a person's address where he or she physi- 
cally resides and maintains his or her abode. 

(38) "Secondary school" means a high and/or middle school with a 
physical location: A school for students who have completed their pri- 


mary education, usually attended by children in grades seven to 
((4wetve)) 12 and recognized by the Washington state superintendent of 
public instruction. 
(39) "Selling price" means the same meaning as in RCW 82.08.010, 
except that when the product is sold under circumstances where the to- 
tal amount of consideration paid for the product is not indicative of 
its true value. Selling price means the true value of the product sold 
as determined or agreed to by the WSLCB. For purposes of this subsec- 
tion: 


(a) "Product" means ( (Reet Hrena,_mesiHene)) cannabis, cannabis 


concentrates, useable ( (RHeasei}ena)) cannabis, or ( (mMa*eijeerne-infised) ) 
cannabis-infused products; and 


(b) "True value" means market value based on sales at comparable 
locations in the state of the same or similar product of like quality 
and character sold under comparable conditions of sale to comparable 
purchasers. In the absence of such sales of the same or similar prod- 
uct, true value means the value of the product sold as determined by 
all of the seller's direct and indirect costs attributed to the prod- 
uct. 


(40) "Terpenes" means a class of compounds that impart smell, 
taste, or both occurring in the cannabis plant which consist of a car- 
bon skeleton derived from isoprene units. The word "terpene" may in- 
clude, but is not limited to, the following: 

(a) "Botanical terpenes" means constituents derived from a spice, 
fruit, vegetable or vegetable juice, edible yeast, herb, bark, bud, 
root, or leaf or similar plant material. Their significant function in 
cannabis products is flavoring. This includes: 
(i) Essential oil, which is natural oil typically obtained by 
distillation and possessing the characteristic fragrance of the plant 
or other source from which it is extracted; 
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[ 

314-55-010, filed 2/17/21, effective 3/20/21. Statutory Authority: RCW 
69.50.325, 69.50.342, 69.50.345, and 69.50.369. WSR 18-22-055, § 
314-55-010, filed 10/31/18, effective 12/1/18. Statutory Authority: 
RCW 69.50.342 and 69.50.345. WSR 16-11-110, § 314-55-010, filed 
5/18/16, effective 6/18/16; WSR 15-11-107, § 314-55-010, filed 
5/20/15, effective 6/20/15. Statutory Authority: RCW 69.50.325, 
69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 314-55-010, filed 
10/21/13, effective 11/21/13.] 

AMENDATORY SECTION (Amending WSR 20-21-056, filed 10/14/20, effective 
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to public health and safety" means, where the board can prove by a 
preponderance of the evidence: 

(i) Diversion of ( (mesifjuere)) cannabis product out of the regu- 
lated market or sales across state lines; 

(ii) Furnishing of ( (ma*eijeere)) cannabis product to persons un- 
der ( (twenty y-ene)) 21 years of age; 

(iii) Diversion of revenue to criminal enterprise, gangs, car- 
tels, or parties not qualified to hold a ( (ma¥ei+eere)) cannabis li- 
cense based on criminal history requirements; 

(iv) The commission of ( (ReRmestjeena-reteted)) noncannabis-rela- 
ted crimes; or 

(v) Knowingly making a misrepresentation of fact to the board, an 
officer of the board, or an employee of the board related to the con- 
duct or action that is, or is alleged to be, any of the violations 
identified in (a) (i) through (iv) of this subsection. 

(vi) Violations outlined in WAC 314-55-509 (1) (a), (b), and (c), 
and more fully described in WAC 314-55-520, 314-55-521, and 
31475575227 

(b) The definitions contained in chapters 314-55 WAC and 69.50 
RCW also apply to this section. 

(3) Request for consultation. 

(a) A ( (marjana) ) cannabis licensee or their design may make 
one request for advice and consultation per year by completing and 
submitting an application to request consultation through the board's 
website. Additional requests may be considered at the board's discre- 
tion. 


(b) A board representative will schedule and complete advice and 
consultation visits within ((ferty—-£i=e)) 45 calendar days of receipt 
of the request for consultation. 

(i) If the ((marhjeerae)) cannabis licensee or designee, or the 
board representative requires more than ((ferty—-f£i=e)) 45 calendar 
days to schedule and complete the consultation visit, the board repre- 
sentative may extend the completion deadline. 

(ii) If the deadline is extended, at the licens 's request, more 
than ((s#x¢¥)) 60 days after the board's receipt of the request for 
consultation, the ( (marHj}eere)) cannabis licensee must resubmit a re- 
quest for consultation consistent with this section. 

(4) Advice and consultation services. 

(a) Advice and consultation services offered in connection with a 
request for consultation do not preclude informal requests, or usual 
and customary interactions between licensees, the board, or any board 
staff. 

(b) Regulatory issues described in this chapter observed during 
the course of an advice, consultation, and education visit are not 
subject to disciplinary action unless the identified issue has a di- 
rect or immediate relationship to public health and safety. 

(c) Advice, consultation, education, and any written report or 
documentation provided under this section is limited to the matters 
specified in the request for consultation. At the request of the li- 
censee, a consultation may include: 

(i) An initial meeting to explain the licensee's rights and obli- 
gations; 

(ii) A walk-through visit to evaluate the compliance concerns 
specified in the request for consultation; 

(iii) A closing meeting to discuss conditions noted during the 
initial visit to make recommendations; 
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AMENDATORY SECTION (Amending WSR 15-11-107, filed 5/20/15, effective 
6/20/15) 


WAC 314-55-017 Conditional sales prohibited. Conditional sales 
of ( (Ra*eitjtena)) cannabis products are prohibited. 

(1) ( (Mesijeere)) Cannabis producers and processors are prohibi- 
ted from requiring the purchase of other products and/or services by 
another ( (maseijeere)) cannabis licensee as a condition of a transac- 
tion of ( (mesijeerea)) cannabis product. Products and services include, 
but are not limited to, paraphernalia, lighters, promotional items, 
unreasonable processing and/or packaging charges. 

(2) ( (Masijeerne)) Cannabis retailers are prohibited from requir- 
ing a customer to purchase other products and/or services as a condi- 
tion to purchasing a ( (meet }Heerea)) cannabis product. Products and 
services include, but are not limited to, paraphernalia, lighters, 
promotional items, memberships, and bags, boxes, or containers. 

(3) The selling price of ( (Haei+uena)) cannabis product must be 
indicative of the true value when sold without any other products or 
services. 


[Statutory Authority? RCW 69.50.342 and 69.50.345. WSR 15-11-107, $ 
314-55-017, filed 5/20/15, effective 6/20/15.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-018 Prohibited practices—Money advances—Contracts— 
Gifts—Rebates, discounts, and exceptions, etc. (1) No industry mem- 
ber or licensee shall enter into any agreement which causes undue in- 
fluence over another licensee or industry member. This rule shall not 
be construed as prohibiting the placing and accepting of orders for 
the purchase and delivery of ( (maeij}eere)) cannabis that are made in 
accordance with usual and common business practice and that are other- 
wise in compliance with chapter 69.50 RCW and this chapter. 

(2) No ( (maeijeefa)) cannabis producer or processor shall advance 
and no ( (ma¥i-Htrerne)) cannabis licensee shall receive money or moneys' 
worth under an agreement written or unwritten or by means of any other 
business practice or arrangement such as: 

a) Gifts; 

b) Discounts; 

c) Loans of money; 
d) Premiums; 
e) 
f) 


Rebates; 
Free product of any kind except as allowed by WAC 314-55-096 
and RCW 69.50.585; or 

(g) Treats or services of any nature whatsoever except such serv- 
ices as are authorized in this section and under RCW 69.50.585. 


(3) "Industry member" means a licensed ( (mMa¥ijverne)) cannabis 
producer, ( (ma*eijuere)) cannabis processor, ( (mari Puena)) cannabis re- 
tailer, ((ma*‘isjeana)) cannabis transportation licensee, ( (ma*‘i jee) ) 


cannabis research licensee, their authorized representatives, and in- 
cluding, but not limited to, any affiliates, subsidiaries, officers, 
partners, financiers, agents, employees, and representatives of any 
licensee. 
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(e) A person with an option to purchase the applied for or li- 
censed business, so long as no money has been paid to the licensee un- 
der an option contract or agreement for the purchase or sale of the 
licensed business, or a business that is applying for a license. 

(f£) Any business or individual with a contract or agreement for 
services with a licensed business, such as a branding or staffing com- 
pany, will not be considered a true party of interest, as long as the 
licensee retains the right to and controls the business. 

(g) A financial institution. 

(5) Notification. 

(a) Except as provided in this subsection (4) (a) (i), (ii), and 
(iii), after licensure the licens must continue to disclose the 
source of all funds to be invested in the licensed business, including 
all funds obtained from financiers, prior to investing the funds into 
the licensed business. 

(i) Revenues of the licensed ( (mast }iere)) cannabis business that 
are reinvested in the business do not require notification or vetting 
by the board. 
(ii) Proceeds of a revolving loan where such loan has been ap- 
proved by the board within the thr previous years do not need to be 
vetted by the board, unless the source of the funds has changed or the 
approved loan amount has increased. 

(iii) If the source of funds is an identified true party of in- 
terest on the license, or a previously approved financier associated 
with the license, or a previously approved revolving loan, the board 
will allow these funds to be used upon receipt of an application to 
use such funds. The board will then investigate the source of funds. 
If the board cannot verify the source of funds after reasonable inqui- 
ry, or the board determines that the funds were obtained in a manner 
in violation of the law, the board may take actions consistent with 
the provisions of this chapter. 

(b) Licensees must receive board approval before making any own- 
ership changes consistent with WAC 314-55-120. 

(c) Noncompliance with the requirements of this section may re- 
sult in action consistent with this chapter. 

(6) Disclosure agreements and intellectual property. 

(a) Licensed ( (ma*‘ijterne)) cannabis businesses may enter into 
agreements consistent with the provisions of RCW 69.50.395. 

(b) Notwithstanding the foregoing, no producer or processors may 
enter into an intellectual property agreement with a retailer. 

(7) Financiers. 

(a) Consistent with WAC 314-55-010(11), a financier is any person 
or entity, other than a financial institution or a government entity, 
that provides money as a gift, a grant, or loans money to an appli- 
cant, business, or both, and expects to be paid back the amount of the 
loan, with or without reasonable interest. 

(b) A financier may not receive an ownership interest, control of 
the business, a share of revenue, gross profits or net profits, a 
profit sharing interest, or a percentage of the profits in exchange 
for a loan or gift of funds, unless the financier, if directly in- 
volved in the loaning of funds, receives board approval and has quali- 
fied on the license as a true party of interest. 

(c) Washington state residency requirements do not apply to fin- 
anciers who are not also a true party of interest, but all financiers 
must reside within the United States. 

(d) The board will conduct a financial and criminal background 
investigation on all financiers. 


<~ 
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[Statutory Authority: RCW 69.50.342, 69.50.345, 69.50.395 and 2019 c 
380. WSR 20-18-099, § 314-55-035, filed 9/2/20, effective 10/3/20. 
Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, § 
314-55-035, filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 
69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-1004, -$ 
314-55-035, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-073 ((Marijuana)) Cannabis research license. A 
( (Ma‘iptere)) cannabis research license allows a holder of the license 
to produce, process, and possess ( (ma*‘iHiere)) cannabis for the limi- 
ted research purposes provided in RCW 69.50.372. The WSLCB designates 
a scientific reviewer (reviewer) to review research applications and 
make recommendations for the approval or denial of research projects 
and to assess licensed research activities. The following provisions 
are in addition to the requirements for ( (ma*eijvere)) cannabis re- 
search licensees provided in RCW 69.50.372. 

(1) Eligibility and continuing requirements for research license 
applications, prohibitions and restrictions. 

(a) Other than the restrictions listed in this subsection, any 
person, organization, agency, or business entity may apply for a 
( (RaeipreHe)) cannabis research license. 

(b) Other ( (RaseiHrena)) cannabis licensees may apply for a re- 
search license. Facilities at which the research is conducted must be 
wholly separate and distinct from the ( (Hasei+uena)) cannabis business, 
except: 

(i) Licensed producers with a research license and approved re- 
search project may grow ((marHjeere)) cannabis plants or possess 
( (marene) ) cannabis for research purposes at the producer's li- 
censed premises. However, all ((marjeera)) cannabis grown or pos- 
sessed for research purposes or purposes other than those related to 
the research project must be kept wholly separated and distinct from 
commercial operations and must not be comingled with or diverted to 
( (marHjearne)) cannabis grown for commercial purposes or purposes other 
than those related to the research project; and 
(ii) Licensed processors with a research license and approved re- 
search project may possess ( (ma¥ipHrerne)) cannabis for research purpo- 
ses at the processors licensed premises. However, all ( (Ree }erenre) ) 
cannabis possessed for research purposes must be kept wholly separated 
and distinct from all ( (me*ei+eerea)) cannabis possessed for commercial 
purposes or purposes other than those related to the research project 
and must not be comingled with or diverted to ( (mee+}eenea)) cannabis 
possessed for commercial purposes or purposes other than those related 
to the research project. Licensed processors who do not also hold a 
producer license may not grow ( (mesijuerea)) cannabis plants for the 
purposes of research under a research license at the processor's li- 
censed location. 

(c) Labs certified to perform quality assurance testing on ( (mae= 
tjterne)) cannabis and ( (HeaseiHrena)) cannabis products by the WSLCB may 
apply for a research license. Certified labs with a research license 
and approved research project must ensure that all ( (Resi }rernea)) can- 
nabis possessed for research purposes is wholly separated from and is 
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69.50.372 (1) and (2). The scientific reviewer may require the appli- 
cant to provide additional information if the scientific reviewer de- 
termines that more information is necessary to complete the review. 

(ii) When evaluating research projects, the reviewer must: 

(A) Ensure confidentiality; 

(B) Screen members of the reviewer panel for any conflicts of in- 
terest and take appropriate measures if a conflict of interest is 
identified; 

(C) Review all information, including the budget, to evaluate 
whether the scope and design of the proposed project matches the budg- 
et and resources of the applicant; and 

(D) The scientific reviewer may require the applicant to submit 
to a site inspection. The site inspection may occur after the initial 
review and before the license is issued to evaluate the adequacy of 
the location, facilities, or equipment to complete the proposed 
project. 

(iii) The reviewer will assess fees for the review of the re- 
search project proposal directly to the applicant pursuant to RCW 
69.50.372(7). The reviewer will not recommend approval of an applica- 
tion for any research license for which an unpaid balance of fees to 
the reviewer is due regardless of the recommendation of the reviewer 
regarding the sufficiency of the research project. 

(iv) If at any time during the process of review the reviewer 
finds that the additional application materials are not complete, the 
reviewer will notify the WSLCB in writing and the WSLCB will withdraw 
the application. 

(v) The reviewer will supply a written evaluation to the WSLCB in 
writing after completing review of the research project. Evaluations 
will provide the approval recommendation status; determination(s) of 
the applicable research category or categories; and, as applicable, 
the reasons for a "Not Approved" recommendation. The WSLCB will pro- 
vide written evaluations to applicants following completion of the re- 
view process by the reviewer along with the WSLCB's approval or denial 
of the research license. 

(d) WSLCB requirements and licensing process. If the reviewer in- 
dicates the application for a research license should be approved, the 
following requirements must be met prior to final approval of the li- 
cense by the WSLCB. 

(i) The WSLCB will request criminal background and financial in- 
formation from the research license applicant and evaluate the appli- 
cant(s) pursuant to the standards and requirements established in WAC 
314-55-020 except that research license applicants are not subject to 
prioritization under subsection (3) of that section; 

(ii) Funding of the proposed research must be disclosed by the 
applicant(s) in amount, timing and source(s). Funding sources may in- 
clude organizational resources and individuals and organizations that 
are not part of the person, organization, agency, or business entity 
applying for the research license. Out-of-state resources may be in- 
cluded, but must be identified; 

(iii) The applicant(s) must adhere to the notice posting require- 
ments under WAC 314-55-020; 

(iv) The applicant must demonstrate access to and proficiency 
with the traceability system; and 

(v) The applicant must meet facility security requirements as 
provided in WAC 314-55-083 prior to being granted a license. 

(3) Research license withdrawal and denials. 

(a) The WSLCB will withdraw an application if: 
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(i) The application or additional application materials are de- 
termined incomplete or incorrect by the WSLCB or its designated re- 
viewer; 

(ii) The additional application materials are not timely received 
by the reviewer as provided in this section; or 
(iii) The applicant(s) request withdrawal of a research license 
application at any time in the application process. The applicant must 
request the withdrawal in writing and is responsible for any review 
costs due to the reviewer. The voluntary withdrawal of a research li- 
cense application does not result in a hearing right. 

(b) The WSLCB will deny a research license if: 

(i) The scientific reviewer does not recommend approval of the 
license after reviewing the research proposal for compliance with this 
section or RCW 69.50.372; 

(ii) The applicant does not meet the requirements for a license 
under this section or RCW 69.50.372; or 

(iii) The applicant provides false or misleading information in 
any of the materials it submits to the WSLCB or the reviewer. 

(c) If the WSLCB denies a research application for the reasons 
provided in (b) (iii) of this subsection or for failing to meet crimi- 
nal history or administrative violations requirements under this sec- 
tion, the applicant(s) is prohibited from reapplying for a research 
license for one calendar year from the date of the WSLCB's denial of 
the license. 

(d) A person or entity that has outstanding unpaid review fees 
owing to the scientific reviewer is prohibited from reapplying for a 
research license until all review fees are paid to the scientific re- 
viewer. 

(4) Reporting required. 

(a) The WSLCB or the WSLCB's designated reviewer may require re- 
porting by or auditing of research licensees as necessary. 

(b) The WSLCB's designated reviewer must submit an annual status 
report of all completed and ongoing research projects for the previous 
year to the WSLCB by December 31st of each calendar year. 

(c) The licensee must adhere to the reporting requirements in the 
traceability system under WAC 314-55-083. 
(d) The reviewer must immediately notify the WSLCB if it receives 
information indicating that a research licensee is operating outside 
the scope of the projects approved under a research license. 

(5) Adding an additional research project or changing existing 
approved research project process (after licensure). 

(a) A research licensee is restricted to only those research ac- 
tivities under a research project that has been reviewed and approved 
by reviewer. 

(b) Applications to add a new project or change an existing ap- 
proved project is the same as what is required for initial application 
except that a new license application through BLS is not required. To 
apply to add a new research project or change an existing approved 
project, a research licensee must submit all materials to the reviewer 
as required under subsection (2) (b) of this section. Incomplete 
project applications will not be considered. 

(c) The reviewer will review the application for a new research 
project or change to an existing approved research project pursuant to 
subsection (2) (c) of this section. The reviewer will supply a written 
evaluation to the WSLCB and the licensee in writing after completing 
review of the application for a new research project or a change to an 
existing approved research project. Evaluations will provide the ap- 
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proval recommendation status; determination(s) of the applicable re- 
search category or categories; and, as applicable, the reasons for a 
"Not Approved" recommendation. 

(6) Research license renewals. 

(a) Research license renewals operate on an annual basis, based 
on the license issuance date. A licensee must have an ongoing approved 
research project or an application for a new research project to be 
eligible for license renewal. The WSLCB will notify the licensee and 
reviewer ((#imRety)) 90 days prior to the license renewal date. The li- 
censee must provide a status report to the reviewer or an application 
for a new research project if the licensee's ongoing approved research 
project will end within ( (€h+e+ty)) 30 days prior to or after the re- 
newal date. The status report or application must be received by the 
reviewer within ( (#hi*ty)) 30 days of the ((mhaeety-dey)) 90-day renew- 
al notice from the WSLCB or the license will not be renewed. 

(b) The reviewer will notify the WSLCB in writing if the licensee 
meets the requirements for renewal not later than ( (£+£teen)) 15 days 
prior to the licensee's renewal date. 
(c) If the reviewer determines that the research project does not 
meet requirements for renewal due to lack of an ongoing project or for 
failure to meet the requirements of RCW 69.50.372 or this section for 
a proposed new project, the reviewer will recommend the WSLCB not re- 
new the licens 

(d) The WSLCB will review the licens 's violation history and 
criminal background check prior to renewal. If the violation history 
or criminal records disqualifies the licensee from eligibility for a 
research license under WAC 314-55-050, the WSLCB will not renew the 
license. 

(7) License revocation. 

(a) The WSLCB may revoke an application for the following rea- 


sons: 


(i) The WSLCB has reason to believe that ((marj}eere)) cannabis 
is being diverted from the research licensee; 

(ii) The research licens operates outside the scope of the re- 
search project(s) approved under the license issued to the licensee; 

(iii) The applicant makes a misrepresentation of fact, or fails 
to disclose a material fact to the WSLCB during the application proc- 
ess or any subsequent investigation after a license has been issued; 

(iv) The WSLCB finds that the licensee possesses ((marhHjera)) 
cannabis plants, ( (Reset }rerna)) cannabis, or ((marhHjeere)) cannabis 
products that are not accounted for in the traceability system; 

(v) The research licensee makes changes to their operating plan, 
entity structure, or location without prior approval from the WSLCB; 

(vi) The research licensee fails to maintain security require- 
ments for the licensed research facility; or 

(vii) The licensee violates any provision of chapter 69.50 RCW or 
this chapter. 
(b) A licensee may request voluntary cancellation of a license at 
any time. The licens must request cancellation of a research license 
to the WSLCB in writing. The voluntary cancellation of a research li- 
cense does not result in a hearing right. 

(8) ((Marasjuana)) Cannabis disposal requirements. 

(a) Licensees must dispose of ( (Reset }rena)) cannabis as provided 
in WAC 314-55-097. 

(b) Licensees must dispose of ((marHj}eere)) cannabis if the re- 
search license is discontinued for any reason. A licensee may transfer 
plants to another ( (maseiHrena)) cannabis research licensee. A licensee 
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E 


may work with the WSLCB to dispose of ( (Hae }rena—ofmatijtere)) can- 
nabis or cannabis plants. 


(9) An applicant or licensee may request an administrative hear- 
ing to contest the withdrawal, denial, nonrenewal, or revocation of a 
research license pursuant to chapter 34.05 RCW. A request for a hear- 
ing must be made in writing and received by the WSLCB no later than 
( (4wenty)) 20 days after the date the notification of withdrawal, de- 
nial, nonrenewal, or revocation was mailed to the applicant or licen- 
see. Appeal requests submitted in paper form may be delivered to the 
WSLCB in person during normal business hours at 3000 Pacific Avenue 
S.E., Olympia, WA 98501, or mailed to the WSLCB. Mailed appeal re- 
quests must be addressed to: WSLCB, ATTN: Adjudicative Proceedings Co- 
ordinator, P.O. Box 43076, Olympia, WA 98504-3076 or, for certified 
mail, WSLCB, ATTN: Adjudicative Proceedings Coordinator, 3000 Pacific 
Avenue S.E., Olympia, WA 98501. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, § 314-55-073, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342, 69.50.345, and 69.50.372. 
WSR 17-04-038, § 314-55-073, filed 1/25/17, effective 2/25/17.] 


AMENDATORY SECTION (Amending WSR 21-14-113, filed 7/7/21, effective 
8/7/21) 


WAC 314-55-075 ((Marijuana)) Cannabis producer license—Privi- 
leges, requirements, and fees. (1) (a) A ( (Ra¥i}ene)) cannabis pro- 
ducer license allows the licensee to produce, harvest, trim, dry, 
cure, and package ( (me*ei}eera)) cannabis into lots for sale at whole- 
sale to ( (HaseiHena)) cannabis processor licensees and to other ( (mes= 
tjterne)) cannabis producer licensees. A ( (Ma*‘ijtere)) cannabis produc- 
er may also produce and sell: 

(i) ( (Mesi}eerne)) Cannabis plants, seed, and plant tissue culture 
to other ( (mesijevere)) cannabis producer licensees; 

(ii) Immature ( (mesiHrere)) cannabis plants or clones and ( (marie 
suene)) cannabis seeds to members of a registered cooperative, quali- 
fying patients, or designated providers under the conditions provided 
in this chapter; and 

(iii) Immature ((marHj}ere)) cannabis plants or clones and ( (fe*— 
ijterne)) cannabis seeds to a licensed ( (me*eijiera)) cannabis research- 
er under the conditions provided in this chapter. 

(b) ( (Mast jeerne)) Cannabis production must take place within a 
fully enclosed secure indoor facility or greenhouse with rigid walls, 
a roof, and doors. Outdoor production may take place in nonrigid 
greenhouses, other structures, or an expanse of open or cleared ground 
ful y encl osed by a physical barrier. To obscure public view of the 
premises, outdoor production must be enclosed by a sight obscure wall 
or fence at least eight feet high. Outdoor producers must meet securi- 
ty requirements described in WAC 314-55-083. An outdoor grow must be 
physically separated at least ( (wenty)) 20 feet from another licensed 
outdoor grow. In addition, outdoor grows cannot share common walls or 
fences. 

(2) The application fee for a ( (mMa‘i}eerc)) cannabis producer li- 


cense is ( (#we—hundred $+4+;deHtess)) $250. The applicant is also re- 
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(11) A ( (Raset}eere)) cannabis producer must make quality assur- 
ance test results available to any processor purchasing product. A 
( (MaeijpeHe)) cannabis producer must label each lot of ( (marhara) ) 
cannabis with the following information: 

(a) Lot number; 

(o) UBI number of the producer; and 

(c) Weight of the product. 
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[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 21-14-113, § 
314-55-075, filed: 7/7/21, effective 8/7/21. Statutory Authority: RCW 
69.50.325, 69.50.342, 69.50.345, and 69.50.369. WSR 18-22-055, § 
314-55-075, filed 10/31/18, effective 12/1/18. Statutory Authority: 
RCW 69.50.342, 69.50.345, 2016 c 170, 2016 c 171, and 2016 c 17. WSR 
16-19-102, § 314-55-075, filed 9/21/16, effective 10/22/16. Statutory 
Buenri: RCW 69.50.342 and 69.50.345. WSR 16-11-110; $ 314-595-075; 
filed 5/18/16, effective 6/18/16; WSR 15-11-107, § 314-55-075, filed 
5/20/15, effective 6/20/15; WSR 14-10-044, § 314-55-075, filed 
4/30/14, effective 5/31/14. Statutory Authority: RCW 69.50.325, 
69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 314-55-075, filed 
10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 21-15-124, filed 7/21/21, effective 
8/21/21) 


WAC 314-55-077 ((Marijuana)) Cannabis processor license—Privi- 


leges, requirements, and fees. (1) A ( (Resi}¢efe)) cannabis processor 
license allows the licensee to process, dry, cure, package, and label 
useable ( (Mavi eena;_maritanrne)) cannabis, cannabis concentrates, and 


( (Maeiprene-irfused)) cannabis-infused products for sale at wholesale 
to ( (meseitjeena)) cannabis processors and ( (me*ei+rere)) cannabis re- 
tailers. 

(2) Application and license fees. 

(a) The application fee for a ( (Rae +rerna)) cannabis processor 
license is ( (#we—Bundred #i+++;deHtess)) $250. The applicant is also 
responsible for paying the fees required by the approved vendor for 
fingerprint evaluation. 

(b) The annual fee for issuance and renewal of a ( (Me*ei Here) ) 
cannabis processor license is ( (eRe—-—Reusand three hundred eighty-one 
deoHtess)) $1,381. The board will conduct random criminal history 
checks at the time of renewal that will require the licens to submit 
fingerprints for evaluation from the approved vendor. The licensee is 
responsible for all fees required for the criminal history checks. 

(c) The application window for ( (me*eijuera)) cannabis processor 
licenses is closed. The board may reopen the ( (mesi+H}rere)) cannabis 
processor application window at subsequent times when the board deems 
necessary. 

(3) Any entity and/or principals within any entity are limited to 
no more than three ( (ma*ei}eerne)) cannabis processor licenses. 

(4) (a) A ( (Rae Here)) cannabis processor that makes ( (marhara 
infused)) cannabis-infused solid or liquid product meant to be inges- 
ted orally (( (mesi+rere)) cannabis edibles) must obtain a ( (Me*si}rena- 
infused)) cannabis-infused edibl ndorsement from the department of 
agriculture as required under chapter 15.125 RCW and rules adopted by 
the department to implement that chapter (chapter 16-131 WAC). A li- 
censee must allow the board or their design to conduct physical vis- 
its and inspect the processing facility, recipes, and records required 
under WAC 314-55-087 during normal business hours or at any time of 
apparent operation without advance notice. 

(b) A ( (meet qeena)) cannabis processor licensed by the board must 
ensure ( (mari jiarnea-infused)) cannabis-infused edible processing fa- 
cilities are constructed, kept, and maintained in a clean and sanitary 
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it safe for human consumption may not be infused with ( (mee eee) ) 
cannabis. 

(11) Other food items that may not be infused with ( (meri tenc) ) 
cannabis to be sold in a retail store include: 

(a) Any food that has to be acidified to make it shelf stable; 

(b) Food items made shelf stable by canning or retorting; 

(c) Fruit or vegetable juices (this does not include shelf stable 
concentrates); 

(d) Fruit or vegetable butters; 

(e) Pumpkin pies, custard pies, or any pies that contain egg; 

(f£) Dairy products of any kind such as butter, cheese, ice cream, 
or milk; and 

(g) Dried or cured meats. 

(h) Vinegars and oils derived from natural sources may be infused 
with dried ( (marijterne)) cannabis if all plant material is subsequent- 
ly removed from the final product. Vinegars and oils may not be in- 
fused with any other substance, including herbs and garlic. 

(i) ( (Masetifeana-infused)) Cannabis-infused jams and jellies made 
from scratch must utilize a standardized recipe in accordance with 21 
C.F.R. Part 150, revised as of April 1, 2013. 

(12) Consistent with WAC 314-55-104, a ( (marhj}are)) cannabis 
processor may infuse dairy butter or fats derived from natural sour- 
ces, and use that extraction to prepare allowable ( (mae }iere-in- 
fused)) cannabis-infused solid or liquid products meant to be ingested 
orally, but the dairy butter or fats derived from natural sources may 
not be sold as stand-alone products. 

The board may designate other food items that may not be infused 
with ( (mast }ere)) cannabis. 

(13) ( (Meseirena)) Cannabis processor licensees are allowed to 
have a maximum of six months of their average useabl ( (marhara) ) 
cannabis and six months average of their total production on their li- 
censed premises at any time. 

(14) Processing service arrangements. A processing service ar- 
rangement is when one processor (processor B) processes useable ( (meas- 
tprefe)) cannabis or an altered form of useable ( (marhjrone marija- 
#a)) cannabis (cannabis product) for another licensed processor (pro- 
cessor A) for a fee. 

(a) Processor A is the product owner. However, processor B may 
handle the product under its license as provided in chapter 69.50 RCW 
and this chapter. Processor B is not allowed to transfer the product 
to a retailer and may only possess ( (ma*ijtere)) cannabis or ( (mar 
sjtena)) cannabis products received from processor A for the limited 
purposes of processing it for ultimate transfer back to processor A. 
(b) Processing service arrangements must be made on a cash basis 
only as provided in WAC 314-55-115 and payment for the service and re- 
turn of the processed product must be made within ( (4#+*+¥)) 30 calen- 
dar days of delivery to processor B. Failure to do so as provided by 
the preceding sentence is a violation of this section and any ( (fe*i- 
sjtena)) cannabis or ((marhj}eere)) cannabis product involved in the 
transaction will be subject to seizure and destruction. Payment with 
any ( (maseijtere)) cannabis products, barter, trade, or compensation in 
any form other than cash for processing service arrangements is pro- 
hibited under processing service arrangements. 

(c) Each processor that enters into a processing service arrange- 
ment must include records for each service arrangement in recordkeep- 
ing documents which must be maintained consistent with this chapter. 
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the premises of a retail outlet holding a medical ( (Me*e+}erefe)) canna- 
bis endorsement and may purchase products for their personal medical 
use. Qualifying patients who are under the age of ((e+eRtEee|n)) 18 with 
a recognition card and who accompany their designated providers may 
enter and remain on the premises of a retail outlet holding a medical 
( (MaeiHreHe)) cannabis endorsement, but may not purchase products for 
their personal medical use. Only a designated provider may purchase 
products for a qualifying patient under the age of ((e+e@Rteen)) 18 who 
holds a valid recognition card. 

(3) To maintain a medical ((marijuana)) cannabis endorsement in 
good standing, a ((marijuana)) cannabis retailer must: 

(a) Follow all rules adopted by the department of health regard- 
ing retail sales of medical ( (Raei+uena)) cannabis; 

(b) Have a consultant on staff in accordance with department of 
health rules; 

(c) Prohibit the medical use of ( (Mavi Hiere)) cannabis by anyone 
at the retail outlet at all times, including medical use by qualifying 
patients; 


(d) Maintain at all times, a representative assortment of ( (ma*rie 
suane)) cannabis products necessary to meet the needs of qualified pa- 
tients and designated providers; 

(e) Not market ( (mae Here)) cannabis concentrates, useable 


( (marene) ) cannabis, or ( (me*eijiere-iffused)) cannabis-infused 


products in a way that make them especially attractive to minors; 
(£) Demonstrate the ability to enter qualifying patients and des- 
ignated providers in the medical ( (Masi Hrerne)) cannabis authorization 
database established by the department of health; 
(g) Issue recognition cards and agree to enter qualifying pa- 
tients and designated providers into the database in compliance with 
the department of health standards; 
(h) Keep records to document the validity of tax exempt sales as 
prescribed by the department of revenue for a minimum of five years. 
For the documentation requirements in RCW 69.50.375 (3) (e), licensees 
are not required to separately keep copies of the qualifying patient's 
or designated provider's recognition card because this information is 
stored in the medical ( (mes+}eere)) cannabis authorization database; 
(i) Train employees on the following: 
(i) Procedures regarding the recognition of valid authorizations 
and the use of equipment to enter qualifying patients and designated 
providers into the medical ( (ma¥ei}verne)) cannabis authorization data- 
base; 


(ii) Recognition of valid recognition cards; and 

(iii) Recognition of strains, varieties, THC concentration, CBD 
concentration, and THC to CBD ratios of ( (Ha*ei}erna)) cannabis concen- 
trates, useable ( (ma*rtHiere)) cannabis, and ( (Me*eiPHrene-ifused)) can- 
nabis-infused products available for sale when assisting qualifying 
patients and designated providers at the retail outlet. 

(4) A ((marijuana)) cannabis retailer holding a medical ((mari- 
juana)) cannabis endorsement may sell products with a THC concentra- 
tion of 0.3 percent or less. The licensee may also provide these prod- 
ucts at no charge to qualifying patients or designated providers. 

(5) Unlicensed practice of medicine. No owner, employee, or vol- 
unteer of a retail outlet and holding a medical ( (Mavi vere)) cannabis 
endorsement may: 

(a) Offer or undertake to diagnose or cure any human or animal 
disease, ailment, injury, infirmity, deformity, pain, or other condi- 
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tion, physical or mental, real or imaginary, by use of ( (ma*ei} ere) ) 
cannabis products or any other means or instrumentality; or 

(b) Recommend or suggest modification or elimination of any 
course of treatment that does not involve the medical use of ( (me*i- 
sjtena)) cannabis products. 

(6) Failure to comply with subsections (3) and (5) of this sec- 
tion may result in suspension or revocation of the medical ( (ma*eHe- 
Ha)) cannabis endorsement. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, $ 314-55-080, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-080, filed 5/18/16, effective 6/18/16.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-083 Security and traceability requirements for ((mar- 
ajuana)) cannabis licensees. The security requirements for a ( (ma*ei-— 
sjteana)) cannabis licensee are as follows: 

(1) Display of identification badge. All licensees and employees 
on the licensed premises shall be required to hold and properly dis- 
play an identification badge issued by the licensed employer at all 
times while on the licensed premises and engaged in the transportation 
of ( (ma*eitjevena)) cannabis. The identification badge must list the li- 
censee's trade name and include the person's full and legal name and 
photograph. All licensees and employees must have their state issued 
identification available to verify the information on their badge is 
Correct. 

(a) All nonemployee visitors to the licensed premises, other than 
retail store customers, shall be required to hold and properly display 
an identification badge issued by the licensee at all times while on 
the licensed premises. 

(b) A log must be kept and maintained showing the full name of 
each visitor entering the licensed premises, badge number issued, the 
time of arrival, time of departure, and the purpose of the visit. 

(c) All log records must be maintained on the licensed premises 
for a period of three years and are subject to inspection by any WSLCB 
employee or law enforcement officer, and must be copied and provided 
to the WSLCB or law enforcement officer upon request. 
(d) Employees, visitors, and other persons at a ( (meri } tend) ) 
cannabis licensed premises, including persons engaged in the transpor- 
tation of ( (mae Here)) cannabis, must provide identification to a 
WSLCB enforcement officer upon request. 

(2) Alarm systems. At a minimum, each licensed premises must have 
a security alarm system on all perimeter entry points and perimeter 
windows. Motion detectors, pressure switches, duress, panic, and hold- 
up alarms may also be used. 

(3) Surveillance system. At a minimum, a licensed premises must 
have a complete video surveillance system with minimum camera resolu- 
tion of 640 x 470 pixels or pixel equivalent for analog. The surveil- 
lance system storage device and/or the cameras must be internet proto- 
col (IP) compatible. All cameras must be fixed and placement must al- 
low for the clear and certain identification of any person and activi- 
ties in controlled areas of the licensed premises. All entrances and 
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exits to an indoor facility must be recorded from both indoor and out- 
door, or ingress and egress vantage points. All cameras must record 
continuously ( (4wenty;-feus)) 24 hours per day and at a minimum of 
((€en)) 10 frames per second. The surveillance system storage device 
must be secured on the licensed premises in a lockbox, cabinet, clos- 
et, or secured in another manner to protect from employee tampering or 
criminal theft. All surveillance recordings must be kept for a minimum 
of ( (fee5;-fve)) 45 days on the licensee's recording device. All vid- 
eos are subject to inspection by any WSLCB employee or law enforcement 
officer, and must be copied and provided to the WSLCB or law enforce- 
ment officer upon request. All recorded images must clearly and accu- 
rately display the time and date. Time is to be measured in accordance 
with the U.S. National Institute Standards and Technology standards. 
Controlled areas include: 

(a) Any area within an indoor, greenhouse or outdoor room or area 
where ( (ma*‘ijeere)) cannabis is grown, or ( (ma*eijtere)) cannabis or 
( (MaK‘ipHreHe)) cannabis waste is being moved within, processed, stored, 
or destroyed. Rooms or areas where ( (ma¥‘ijtere)) cannabis or ( (mar 
sane) ) cannabis waste is never present are not considered control 
areas and do not require camera coverage. 

(b) All point-of-sale (POS) areas. 

(c) Twenty feet of the exterior of the perimeter of all required 
fencing and gates enclosing an outdoor grow operation. Any gate or 
other entry point that is part of the required enclosure for an out- 
door growing operation must be lighted in low-light conditions. A mo- 
tion detection lighting system may be employed to light the gate area 
in low-light conditions. 

(d) Any room or area storing a surveillance system storage de- 


vice. 
(4) Traceability: To prevent diversion and to promote public 
safety, ( (mari Hiere)) cannabis licensees must track ( (Mari feere)) can- 
nabis from seed to sale. Licensees must provide the required informa- 
tion on a system specified by the WSLCB. All costs related to the re- 
porting requirements are borne by the licensee. ( (Mavi verne)) Cannabis 
seedlings, clones, plants, lots of useable ( (Mavi jearea)) cannabis or 
trim, leaves, and other plant matter, batches of extracts, ( (ma*eiHie- 
Ra-infused)) cannabis-infused products, samples, and ( (marhara) ) 
cannabis waste must be traceable from production through processing, 
and finally into the retail environment including being able to iden- 
tify which lot was used as base material to create each batch of ex- 
tracts or infused products. The following information is required and 
must be kept completely up-to-date in a system specified by the WSLCB: 
(a) Key notification of "events," such as when a plant enters the 
system (moved from the seedling or clone area to the vegetation pro- 
duction area at a young age); 


(b) When plants are to be partially or fully harvested or de- 
stroyed; 
(c) When a lot or batch of ( (Ma*e+ jeerna;maritiane)) cannabis, 


cannabis extract, ( (me*eiHere)) cannabis concentrates, ( (mesijrena-in- 
fused)) cannabis-infused product, or ( (ma*‘i}eena)) cannabis waste is 
to be destroyed; 

(d) When useable ( (marhara, mMarijeane)) cannabis, cannabis con- 
centrates, or ( (marjana —infesed)) cannabis-infused products are 


transported; 


(e) Any theft of useable ( (Mae Hrena,;_mestHena)) cannabis, can- 
nabis seedlings, clones, plants, trim or other plant material, ex- 
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(p) Other information specified by the board. 
[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, § 314-55-083, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-083, filed 5/18/16, effective 6/18/16; WSR 
15-11-107, § 314-55-083, filed 5/20/15, effective 6/20/15; WSR 
14-07-116, § 314-55-083, filed 3/19/14, effective 4/19/14. Statutory 
Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
3-21-104, § 314-55-083, filed 16/2173. effective 11/21/13.] 
AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


production aids, and pesticides may be used in 
( (RMaeifuere)) cannabis: 
(a) Pesticides registered by WSDA under chapter 


lowed for use in the production, 
Pesticides must be used consistent with 


jaane) ) 


WAC 314-55-084 


cannabis. 


requirements. 


(b) 
RCW. 
(c) 


be used in 


Potting soil, 
er growing media available commercially in the s 


( (marane) 


Certified on 7/13/2022 


F 


processing, 


crop production aids, 


) cannabis production. 


[ 634 ] 


WSR Issue 22-14 


( (Marijuana) ) Cannabis plant production. 
ly the following specified soil amendments, 


ertilizers, 


and handl 


(1) On- 


other crop 
the production of 


15.58 RCW as al- 
ing of 


( (Rast 


soil amendments, 
tate of Washington may 


the label 


Commercial fertilizers registered by WSDA under chapter 15.54 


and oth- 


Producers growing out- 


- Permanent 


Washington State Register, Issue 22-14 WSR 22-14-111 


doors are not required to meet land eligibility requirements outlined 
in 7 C.F.R. Part 205.202. 

(2) Examples of prohibited products: 

(a) The use of products containing plant growth regulators not 
allowed for use on food crops including, but not limited to, any of 
the following ingredients, is prohibited: 


(i) Ancymidol; 

(ii ) Chlormequat chloride; 
(iii) Clofencet; 

(iv) Colchicine; 

(v) Colloidal silver; 
(vi 

(vi 

(v 

(ix 

(x 


) Daminozide; 
i) Dikegulac-sodium; 
iii) Flumetralin; 
) Flurprimidol; and 
) Paclobutrazol. 


(b) The use of vitamin-hormone products not intended for use on 
food crops is prohibited. 

(c) The use of products containing the insecticide DDVP 
(Dichlorvos) is prohibited in all areas where ( (me*ei}eene)) cannabis 
is being grown or processed. 

(3) Soil amendments, fertilizers, growing media, other crop pro- 
duction aids, and pesticides that do not conform to subsections (1) 
and (2) of this section cannot be used, kept, or stored on the li- 
censed premises. 

(4) The following ( (ma*etHere)) cannabis and ( (me*eitjeera)) canna- 
bis products are subject to seizure and destruction: 

(a) ( (Mast jeerne)) Cannabis exposed to unauthorized soil amend- 
ments or fertilizers; and 

(b) ( (Masetjearne)) Cannabis with levels of unauthorized pesticides 
or plant growth regulators as provided in WAC 314-55-108. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 

69. 50.369. WSR 18-22-055, § 314-55-084, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, S 314-55-084, filed 5/18/16, effective 6/18/16; WSR 
14-10-044, § 314-55-084, filed 4/30/14, effective 5/31/14. Statutory 
Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
3-21-104, § 314-55-084, filed 10/21/13, effective 11/21/13.) 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-085 What are the transportation requirements for a 
( (marijuana) ) cannabis licensee? (1) Notification of shipment. Upon 
transporting any ((marHjeeare)) cannabis or ((marhHjeere)) cannabis 
product, a producer, processor, retailer, or certified third-party 
testing lab shall notify the WSLCB of the type and amount and/or 
weight of ( (maeiierne)) cannabis and/or ( (mea*ijtvere)) cannabis prod- 
ucts being transported, the name of transporter, information about the 
transporting vehicle, times of departure and expected delivery. This 
information must be reported in the traceability system described in 
WAC 314-55-083 (4). 
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(2) Receipt of shipment. Upon receiving the shipment, the licen- 
see or certified third-party lab receiving the product shall report 
the amount and/or weight of ( (maeijueRe)) cannabis and/or ((marijee— 
#a)) cannabis products received in the traceability system. 

(3) Transportation manifest. A complete printed transport mani- 
fest on a form provided by the WSLCB containing all information re- 
quired by the WSLCB must be kept with the product at all times. 

(4) Records of transportation. Records of all transportation must 
be kept for a minimum of three years at the licensee's location and 
are subject to inspection. 

(5) Transportation of product. ( (Maxijverne)) Cannabis or ( (masi 
sjtena)) cannabis products that are being transported must meet the 
following requirements: 

(a) Only the ( (maseijeere)) cannabis licensee, an employee of the 
licensee, a transportation licensee, or a certified testing lab may 
transport product and/or occupy a transporting vehicle; 

(b) Drivers and/or occupants of a transporting vehicle must be 
( (Ewernty-ene)) 21 years of age or older; 


(c) ( (Masetjearnea)) Cannabis or ((marhHj}eere)) cannabis products 
must be in a sealed package or container approved by the WSLCB pur- 


suant to WAC 314-55-105; 
(d) Sealed packages or containers cannot be opened during trans- 


port; 
(e) ( (Masetjearna)) Cannabis or ((marhHj}eere)) cannabis products 
must be in a locked, safe and secure storage compartment that is se- 
cured to the inside body/compartment of the vehicle transporting the 

( (marene) ) cannabis or ( (me*eij+eera)) cannabis products; 

(f£) Any vehicle transporting ( (mMa*i}eere)) cannabis or ( (Re*eiHe- 
fHe)) cannabis products must travel directly from the shipping licensee 
to the receiving licensee and must not make any unnecessary stops in 
between except to other facilities receiving product; 

(g) Live plants may be transported in a fully enclosed, window- 
less locked trailer, or in a secured area within the inside body/ 
compartment of a van or box truck. A secured area is defined as an 
area where solid or locking metal petitions, cages, or high strength 
shatterproof acrylic can be used to create a secure compartment in the 
fully enclosed van or box truck. The secure compartment in the fully 
enclosed van or box truck must be free of windows. Live plants may not 
be transported in the bed of a pickup truck, a sports utility vehicle, 
or passenger car. 

(6) For purposes of this chapter, any vehicle assigned for the 
purposes of transporting ( (mesi}eere)) cannabis, usable ( (mMa*‘ij tera; 
mar‘ijerne)) cannabis, cannabis concentrates, or ( (ma*‘iHere-itused) ) 
cannabis-infused products shall be considered an extension of the li- 


censed premises. Transport vehicles are subject to inspection by en- 
forcement officers of the WSLCB. Vehicles assigned for transportation 
may be stopped and inspected by a WSLCB enforcement officer at any li- 
censed location, or while en route during transportation. 

(7) All ( (Re*si+eerae)) cannabis plants, clones, seeds, lots, 
batches, intermediate products, end products, vendor samples, and sam- 
ple jars must remain physically tagged during transport. 


Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 
14-55-085, filed 5/18/16, effective 6/18/16; WSR 15-11-107, § 
14-55-085, filed 5/20/15, effective 6/20/15; WSR 14-10-044, $ 
14-55-085, filed 4/30/14, effective 5/31/14. Statutory Authority: RCW 


WW Wa 
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69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 
314-55-085, filed 10/21/13, effective W/21/ 13] 


AMENDATORY SECTION (Amending WSR 19-10-076, filed 5/1/19, effective 
6/1/19) 


WAC 314-55-086 Mandatory signage. (1) All licensed ( (mesi}ee- 
nHa)) cannabis processors, producers, and retailers, with the exception 
of licensed retailers with a medical ( (Masi }era)) cannabis endorse- 
ment, must conspicuously post a notice provided by the board about 
persons under ( (wenty-ere)) 21 years of age at each entry to all li- 
censed premises. The notice must contain all of the following lan- 
guage: "Persons under ( (wernt y-ere)) 21 years of age not permitted on 
these premises." 

(2) All licensed retailers with a medical ( (Meet }eena)) cannabis 
endorsement must conspicuously post a notice provided by the board re- 
garding persons under ( (#wernty-ere)) 21 years of age at each entry to 
all licensed medical ( (Raei}rena)) cannabis premises. The notice must 
contain all of the following language: "Persons under ( (€wernty;-ene) ) 
21 years of age not permitted on these premises without a valid quali- 
fying patient card. Qualifying patients under the age of ((e+eRteeR) ) 
18 must be accompanied by their designated provider at all times." 

(3) All licensed ( (Me*siHrere)) cannabis retailers must conspicu- 
ously post a sign provided by the board regarding the use of ( (me*e®i- 
sjtena)) cannabis during pregnancy and breastfeeding as follows: 

(a) At each point of sale; and 

(b) In a location easily visible to employees. 

(4) All licensed ( (mesijuefe)) cannabis retailers must conspicu- 
ously post a notice provided by the board prohibiting the opening of a 
package of ( (marijuana) ) cannabis or ( (Hae Hrena-ifused)) cannabis- 
infused product in public or consumption of ( (marijana) ) cannabis or 
( (Ha‘ipHrena-infeused)) cannabis-infused products in public. The notice 
must be posted in plain view at the main entrance of the ( (marhara) ) 
cannabis retail establishment. 
(5) All licensed ( (Me*siHrere)) cannabis processors, producers, 
and retailers must conspicuously post on the premises and make availa- 
ble their current and valid master license or licenses with appropri- 
ate endorsements for inspection by board enforcement officers. 

(6) Firearms prohibited signs provided by the board must be pos- 
ted at the entrance of each producer, processor, and retailer licensed 
location. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 19-10-076, $ 
314-55-086, filed 5/1/19, effective 6/1/19; WSR 16-11-110, § 
314-55-086, filed 5/18/16, effective 6/18/16; WSR 15-11-107, § 
314=55-086, filed 5/20/15, effective 6/20/15; Statutory Authority: RCW 
6 

3 


9.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, S 
14-55-086, filed 10/21/13, effective 11/21/13.] 
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AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-087 Recordkeeping requirements for ((marijuana)) can- 
nabis licensees. (1) ( (Mesi+eere)) Cannabis licensees are responsible 
to keep records that clearly reflect all financial transactions and 
the financial condition of the business. The following records must be 
kept and maintained on the licensed premises for a five-year period 
and must be made available for inspection if requested by an employee 
of the WSLCB: 

(a) Purchase invoices and supporting documents, to include the 
items and/or services purchased, from whom the items were purchased, 
and the date of purchase; 

(b) Bank statements and canceled checks for any accounts relating 
to the licensed business; 

(c) Accounting and tax records related to the licensed business 
and each true party of interest; 

(d) Records of all financial transactions related to the licensed 
business, including contracts and/or agreements for services performed 
or received that relate to the licensed business; 
(e) All employee records to include, but not limited to, train- 
ing, payroll, and date of hire; 

(f£) Records of each daily application of pesticides applied to 
the ( (mast Fuere)) cannabis plants or growing medium. For each applica- 
tion, the producer shall record the following information on the same 
day the application is made: 

(i) Full name of each employee who applied the pesticide; 

(ii) The date the pesticide was applied; 

(iii) The name of the pesticide or product name listed on the 
registration label which was applied; 

(iv) The concentration and total amount of pesticide per plant; 


and 


(v) For outdoor production, the concentration of pesticide that 
was applied to the field. Liquid applications may be recorded as, but 
are not limited to, amount of product per ( (eRe—hHendeed)) 100 gallons 
of liquid spray, gallons per acre of output volume, ppm, percent prod- 
uct in tank mix (e.g., one percent). For chemigation applications, re- 
cord "inches of water applied" or other appropriate measure. 

(g) Soil amendment, fertilizers, or other crop production aids 
applied to the growing medium or used in the process of growing ( (mae= 
tpreAe)) cannabis; 

(h) Production and processing records, including harvest and cur- 
ing, weighing, destruction of ( (ma*ei}eere)) cannabis, creating batches 
of ( (maeijuena-infused)) cannabis-infused products and packaging into 
lots and units; 

(i) Records of each batch of extracts or infused ( (ma*i ere) ) 
cannabis products made, including at a minimum, the lots of useable 
( (MaeipeHe)) cannabis or trim, leaves, and other plant matter used 
(including the total weight of the base product used), any solvents or 
other compounds utilized, and the product type and the total weight of 
the end product produced, such as hash oil, shatter, tincture, infused 
dairy butter, etc.; 

(j) Transportation records as described in WAC 314-55-085; 

(k) Inventory records; 

(1) All samples sent to an independent testing lab and the quali- 
ty assurance test results; 
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(7) The WSLCB may waive the means of payment requirements as pro- 
vided in subsection (5) of this section for any licensee for good 
cause shown. For the purposes of this section, "good cause" means the 
inability of a licensee to comply with the payment requirements of 
this section because: 

(a) The licens demonstrates it does not have and cannot obtain 
a bank or credit union account or another means by which to comply 
with the requirements of subsection (5) of this section and cannot ob- 
tain a cashier's check or money order; or 

(b) Some other circumstance or condition exists that, in the 
WSLCB's judgment, prevents the licensee from complying with the re- 
quirements of subsection (5) of this section. 

(8) If a licens tenders payment of the ( (meet +eerea)) cannabis 
excise tax in cash without applying for and receiving a waiver or af- 
ter denial of a waiver, the licensee may be assessed a ((#e8)) 10 per- 
cent penalty. 

(9) If a licensee is denied a waiver and requests an adjudicative 
proceeding to contest the denial, a brief adjudicative proceeding will 
be conducted as provided under RCW 34.05.482 through 34.05.494. 

(10) For the purposes of this section, "electronic payment" or 
"electronic funds transfer" means any transfer of funds, other than a 
transaction originated or accomplished by conventional check, drafts, 
or similar paper instrument, which is initiated through an electronic 
terminal, telephonic instrument, or computer or magnetic tape so as to 
order, instruct, or authorize a financial institution to debit or 
credit a checking or other deposit account. "Electronic funds trans- 
fer" includes payments made by electronic check (e-check). 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, § 314-55-089, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342, 69.50.345, 69.50.535, and 
2016 1st sp.s. c 36. WSR 16-19-002, § 314=55=-089, filed 9/7/16, effec- 
tive 10/8/16. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-089, filed 5/18/16, effective 6/18/16; WSR 
15-11-107, $ 314-55-089, filed 5/20/15, effective 6/20/15; WSR 
14-10-044, § 314-55-089, filed 4/30/14, effective 5/31/14. Statutory 
Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
13-21-104, § 314-55-089, filed 10/21/13, effective 11/21/13.] 


> 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-092 Failure to pay excise taxes and late payment of 
excise taxes. (1) If a ((marhjeane)) cannabis licensee does not sub- 
mit its payment(s) to the WSLCB as required in WAC 314-55-089: The li- 
censee is subject to penalties. 

Penalties: A penalty of two percent per month will be assessed on 
the outstanding balance for any payments postmarked after the ( (4wen- 
€ie+tR)) 20th day of the month following the month of sale. When th 
( ($wentteth)) 20th day of the month falls on a Saturday, Sunday, or a 
legal holiday, the filing must be postmarked by the U.S. Postal Serv- 
ice no later than the next postal business day. Absent a postmark, the 
date received at the WSLCB or authorized designee, will be used to as- 
sess the penalty of two percent per month on the outstanding balance 
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after the ( (4wentiecth)) 20th day of the month following the month of 


sale. 


(2) Failure to make a report and/or pay the license taxes and/or 


penalties in the manner and dates out 


hap 


ned in WAC 314-55-089 will be 


sufficient grounds for the WSLCB to suspend or revoke a ( (Masi Here) ) 


cannabis license. 
[Statutory Authority: RCW 69.50.325, 


12/1/18. Statutory Authority: RCW 69. 
16-11-110, § 314-55-092, filed 5/18/ 


Authority: RCW 69.50.325, 69.50.331, 


69. 
69. 50.369. WSR 18-22-055, § 314-55-092, 


50.342, 69.50.345, and 
filed 10/31/18, effective 


50. 
16, 
14-10-044, § 314-55-092, filed 4/30/1 


4, 


69. 
3-21-104, § 314-55-092, filed 10/21/13, 


342 and 69.50.345. WSR 
effective 6/18/16; WSR 
effective 5/31/14. Statutory 
50.342, 69.50.345. WSR 
effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 


12/1/18) 


WAC 314-55-095 ((Marijuarna)) Cannabis servings and transaction 
limitations. Personal possession limits and transaction limits are 
detailed in RCW 69.50.360 and 69.50.4013. 


(1) For persons age ((twerty—ere)) 


21 and older and qualifying 


patients or designated providers who are not entered into the medical 
( (marHjearne)) cannabis authorization database, ( (marhj}eere)) cannabis 
serving and transaction limitations are as follows: 


(a) Single serving. A single serving of a ((marhjhrnra—ihfeseg)) 


cannabis-infused product must not exceed ((#e"n)) 10 milligrams active 


tetrahydrocannabinol (THC), or Delta 
(b) Maximum number of servings. 


9: 


The maximum number of servings in 
any one single unit of ( (Mest Hrene-infused)) cannabis-infused product 


meant to be eaten or swallowed or otherwise taken into the body is 


((€en)) 10 servings or ((eorce—hurdred) 


) 


100 milligrams of active THC, 


or Delta 9. A single unit of ((marHere)) cannabis concentrate cannot 


exceed one gram. 
(c) Transaction limits. 


(i 


(B 


) A single transaction is limited to: 
(A) One ounce of useable ((marhjeere)) cannabis; 
) Sixteen ounces of ( (Maki jvena-tntused) ) cannabis-infused 


product meant to be eaten or swallowed in solid form; 


(C) Seven grams of ( (Ha*‘i}tena-ipfused)) cannabis-infused extract 


or ( (me*eijeena)) cannabis concentrate for inhalation; and 


(D) Seventy-two ounces of ( (me*eijiena-infused)) cannabis-infused 


product in liquid form for oral ingestion or applied topically to the 


skin; and 


(E) Ten units of a ( (ma¥eijvenc-imfused)) cannabis-infused product 


otherwise taken into the body. 


(ii) A licensee or employee of a licensee is prohibited from con- 
ducting a transaction that facilitates an individual in obtaining more 


than the personal possession amount. 


tered into the medical ( (Heri } tena) ) 


(2) For qualifying patients and designated providers who are en- 
Cannabis authorization database, 


serving and transaction limits are as follows: 
(a) Single serving. Except as provided in chapter 246-70 WAC, a 
Single serving of a ( (meet Hene-infused)) cannabis-infused product 
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must not exceed ((tesn)) 10 milligrams active tetrahydrocannabinol 
(THC), or Delta 9. 

(b) Maximum number of servings. Except as provided in chapter 
246-70 WAC, the maximum number of servings in any one single unit of 
( (MaKijpoene-irfused)) cannabis-infused product meant to be eaten, 
swallowed or applied is ((#e8)) 10 servings or ((ene—Herndeed)) 100 
milligrams of active THC, or Delta 9. A single unit of ( (Hert }eene) ) 
cannabis concentrate cannot exceed one gram. 

(c) Transaction limitation. A single transaction by a retail 
store with a medical ( (meeijeere)) cannabis endorsement to a qualify- 
ing patient or designated provider who is entered into the medical 
( (marene) ) cannabis database is limited to three ounces of useable 
( (Rae ena,_forty-etght)) cannabis, 48 ounces of ( (Ma*‘i jp bend-in- 
fused)) cannabis-infused product meant to be eaten or swallowed in 
solid form, ((#wenty-ene)) 21 grams of ( (MeeiHrene-tfused)) cannabis- 
infused extract or ( (meet }eere)) cannabis concentrate for inhalation, 
and ( (4we—hundred sixteen) ) 216 ounces of ( (Hari }trenac-ipfused)) canna- 
bis-infused product in liquid form meant to be eaten or swallowed. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, 5 314-55-095, filed 10/31/18, effective 


12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, S 314-55-095, filed 5/18/16, effective 6/18/16; WSR 
15-11-107, § 314-55-095, filed 5/20/15, effective 6/20/15. Statutory 


Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
3-21-104, § 314-55-095, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-096 Vendor, educational, and internal quality control 
samples. (1) Vendor samples: Producers or processors may provide free 
samples of useable ( (marhara, Marijana —infeseg)) cannabis, canna- 
bis-infused products, and ( (ma*eifeerea)) cannabis concentrates to nego- 
tiate a sale on product the retail licensee does not currently carry. 
All vendor sample limits are based on calendar months. The producer or 
processor must record the amount of each vendor sample and the pro- 
cessor or retailer receiving the sample in the traceability system. 
The outgoing sample must be clearly labeled as a "vendor sample" to 
negotiate a sale and recorded on a transport manifest. The receiving 
licensee must receive the vendor sample in the traceability system 
prior to sampling. 

(a) Vendor samples may only be given to and used by licensees or 
employees of licensees who have product ordering authority or employ- 
ees who provide input on product to licensees or employees of licen- 
sees who have purchasing authority to inform purchasing decisions as 
detailed in a written business policy. 

(b) Producers may not provide any one licensed processor more 
than eight grams of ( (ma*ei}erena)) cannabis flower per month free of 
charge for the purpose of negotiating a sale. 
(c) Processors may not provide any one licensed retailer more 
than eight grams of useable ( (Mavi jeere)) cannabis per month free of 
charge for the purpose of negotiating a sale. 
(d) Processors may not provide any one licensed retailer more 
than eight units of ( (Me*eijvena-imfused)) cannabis-infused products in 
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solid form meant to be ingested orally or otherwise taken into the 
body per month free of charge for the purpose of negotiating a sale. 
No single unit may exceed 10 mg of THC. 

(e) Processors may not provide any one licensed retailer more 
than eight units of ( (Masi perne-ifused)) cannabis-infused product in 
liquid form meant to be eaten, swallowed, or otherwise taken into the 
body per month free of charge for the purpose of negotiating a sale. 
No single unit may exceed 10 mg of THC. 

(f£) Processors may not provide any one licensed retailer more 
than eight units of ( (Ma*eijperne-isfised)) cannabis-infused products 
meant to be applied topically per month free of charge for the purpose 
of negotiating a sale. 

(g) Processors may not provide any one licensed retailer more 
than two units of ( (me*eijuena-infused)) cannabis-infused extract meant 
for inhalation or infused ( (mMa*eijtere)) cannabis mix per month free of 
charge for the purpose of negotiating a sale. No single unit may ex- 
ceed 0.5 g. 

(h) A ( (Reet qeene)) cannabis producer must make quality assurance 
test results available to any processor receiving samples to negotiate 
a sale. The producer must also provide a statement that discloses all 
pesticides applied to the ( (mae iera)) cannabis plants and growing 
medium during production. 

(i) A ( (Reeifeene)) cannabis processor must make quality assur- 
ance test results available to any retailer receiving samples to nego- 
tiate a sale. If a ( (Mart piere)) cannabis extract was added to the 
product, the processors must disclose the type of extraction process 
and any solvent, gas, or other chemical used in the extraction proc- 
ess, or any other compound added to the extract. 

(J) Vendor sample labeling: All vendor samples must be clearly 
labeled as a vendor sample and meet all labeling requirements of the 
product to be sampled. 

(i) The unique identifier number generated by the traceability 
system; 

(ii) The UBI number of the licensed entity providing the sample; 


and 

(iii) Weight of the product in ounces and grams or volume as ap- 
plicable. 

(2) Education sampling. Processors may provide free samples of 


useable ( (masei Hea, mesitena-ipfused)) cannabis, cannabis-infused 
products, and ( (maseijverne)) cannabis concentrates to retail licensees 
to give to the licensee's employees for educational purposes. Products 


being sampled must be carried by the licensed retailer. The processor 
must record the amount of each sample and the retailer receiving the 
sample in the traceability system. The outgoing sample must be clearly 
labeled as "education sample" and recorded on a transport manifest. 
Once the retailer receives the sample, the retailer must accept the 
sample in the traceability system prior to distributing samples to the 
retailer's employees. All employees at a licensed retail location who 
receive educational samples must be entered into the traceability sys- 
tem for the purpose of distributing education samples. 
(a) Retailers are restricted to receiving a maximum of ( (ereere 
deed)) 100 sample units per calendar month. No more than ((#e8)) 10 
sample units may be provided to any one employee per calendar month. 

(b) The maximum size of education samples are: 

(i) Useable ( (mae Fiera; mariqteare)) cannabis, cannabis mix, and 
infused ( (masi}ere)) cannabis mix - One unit not to exceed 0.5 g. 
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(ii) ( (Merh ere)) Cannabis infused solid or liquid product meant 
to be ingested orally or otherwise taken into the body - One unit not 
to exceed 10 mg THC. 

(iii) ( (Mes+ere-imfused)) Cannabis-infused extract for inhala- 
tion -— One unit not to exceed 0.25 g. 

(iv) ( (Maseirena-infused)) Cannabis-infused products for topical 
application - One unit not to exceed ( (Stseteen)) 16 ounces. 

(c) Distribution and consumption of all educational samples is 
limited to retail employees who directly sell product to retail cus- 
tomers. Retail employees who are not involved in direct sales to cus- 
tomers are not eligible for education samples. 

(d) ( (Maveijearne)) Cannabis retail licensees are prohibited from 
providing educational samples to their employees as a form of compen- 
sation. 

(e) A ( (Reeiqeena)) cannabis processor must make quality assur- 
ance test results available to any retailer receiving education sam- 
ples. If a ( (Ma*eijeere)) cannabis extract was added to the product, 
the processors must disclose the type of extraction process and any 
solvent, gas, or other chemical used in the extraction process, or any 
other compound added to the extract. 

(f) Education sample labeling: All education samples must be 
clearly labeled TEPIC sample" and include the following informa- 
tion on the label 

(i) The unique identifier number generated by the traceability 
system; 

(ii) The UBI number and trade name of the licensed entity provid- 
ing the sample; 

(iii) Product name or strain name for useable ((mar+jeere)) can- 
nabis; 

(iv) Weight of the product in ounces and grams or volume as ap- 
plicable; and 

(v) Potency labeled as required under WAC 314-55-105. 

(3) A ((marjeeare)) cannabis processor is not required to provide 
free samples to negotiate a sale or educational samples to a ( (ma*i- 
sjtena)) cannabis retail licensee, and a ( (Mavi }ererna)) cannabis retail 
licensee may not require a ( (ma¥ijere)) cannabis processor to provide 
free sample to negotiate a sale or educational samples as a condition 
for purchasing the ( (meet +eere)) cannabis processor's products. 

(4) Internal quality control sampling: Producers and processors 
may conduct limited self-sampling for quality control. All sample lim- 
its are based on calendar months. Consuming samples for quality con- 
trol may not take place at a licensed premises. Only the producer, 
processor, or employees of the licensee may sample the ( (mast Here) ) 


cannabis flower, useable ( (marhara, mariqHione-infused)) cannabis, 
cannabis-infused products, ( (mast Here)) cannabis concentrates, and 


edible ( (mari juarna-infused)) cannabis-infused product. The producer or 
processor must record the amount of each sample and the employee(s) 
conducting the sampling in the traceability system. 

(a) Producers may sample two grams of ( (ma*riHere)) cannabis 
flower per strain, per month for quality sampling. 

(b) Processors may sample one unit per batch of a new ( (marhj}ea— 
RHa-infused)) cannabis-infused product meant to be ingested orally or 
otherwise taken into the body to be offered for sale on the market. 

(c) Processors may sample up to one unit per batch of a new 
( (RMaKijtene-ifused)) cannabis-infused extract for inhalation to be 
offered for sale on the market. No single sample may exceed 0.5 g. 


Certified on 7/13/2022 [ 645 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-111 


(d) Processors may sample one unit per batch of a new ( (Ra*eiie- 
Ha)) cannabis mix packaged to be offered for sale on the market. No 
Single sample may exceed 1 g. 
(e) Processors may sample one unit per batch of a new infused 
( (Ma‘ijtere)) cannabis mix to be offered for sale on the market. No 
sample may exceed 0.5 g. 

(f) Processors may sample one unit per batch of a new ( (marhj}ea— 
Ro-infused)) cannabis-infused product for topical application to be 
offered for sale on the market. No sample may exceed ( (Ss#xteen)) 16 
ounces. 

(5) Retailers may not provide free samples to customers. 

(6) Sample Jars: 

(a) A processor may provide a retailer fr samples of useable 
( (marene) ) cannabis packaged in a sample jar protected by a plastic 
or metal mesh screen to allow customers to smell the product before 
purchase. The sample jar may not contain more than three and one-half 
grams of useable ( (me*eijiuere)) cannabis. The plastic or metal mesh 
screen must be sealed onto the container, and must be free of rips, 
tears, or holes greater than 2 mm in diameter. The sample jar and the 
useable ( (masiHrere)) cannabis within may not be sold to a customer 
and must be returned to the licensed processor who provided the usea- 
ble ((masitene)) cannabis and sample jar. 

(b) Sample jar labeling: All sample jars must be labeled with the 
following: 

(i) The unique identifier number generated by the traceability 
system; 

(ii) Information identifying whether it is a vendor sample or 
sample jar; 

(iii) The UBI number of the licensed entity providing the sample; 


and 

(iv) Weight of the product in ounces and grams or volume as ap- 
plicable. 

(c) A ( (Reeiqeenea)) cannabis processor must make quality assur- 
ance test results available to any retailer receiving sample jars. The 
processor must also provide a statement that discloses all pesticides 
applied to the ( (mast Hiere)) cannabis plants and growing medium during 
production. 

(da) If a ( (ma¥i+eerne)) cannabis extract was added to the product, 
the processor must disclose to the retailer the type of extraction 
process and any solvent, gas, or other chemical used in the extraction 
process, or any other compound added to the extract. 

(7) Transportation. Outgoing and return vendor samples and sample 
jars must adhere to the transportation requirements in WAC 314-55-085. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, § 314-55-096, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-096, filed 5/18/16, effective 6/18/16.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-097 ((Marijuana)) Cannabis waste disposal—Liquids 
and solids. (1) Solid and liquid wastes generated during ( (Resi He- 
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Ha)) cannabis production and processing must be stored, managed, and 
disposed of in accordance with applicable state and local laws and 
regulations. 
(2) Wastewater generated during ( (measei}eere)) cannabis production 
and processing must be disposed of in compliance with applicable state 
and local laws and regulations. 
(3) Wastes from the production and processing of ( (mest Hee) ) 
cannabis plants must be evaluated against the state's dangerous waste 
regulations (chapter 173-303 WAC) to determine if those wastes desig- 
nate as dangerous waste. It is the responsibility of each waste gener- 
ator to properly evaluate their waste to determine if it is designated 
as a dangerous waste. If a generator's waste does designate as a dan- 
gerous waste, then that waste(s) is subject to the applicable manage- 
ment standards found in chapter 173-303 WAC. 
(a) Wastes that must be evaluated against the dangerous waste 
regulations include, but are not limited to, the following: 

(i) Waste from ( (ma*etHere)) cannabis flowers, trim and solid 
plant material used to create an extract (per WAC 314-55-104). 

(ii) Waste solvents used in the ( (mae }Hiere)) cannabis process 
(per WAC 314-55-104). 

(iii) Discarded plant waste, spent solvents and laboratory wastes 
from any ( (me*eijeera)) cannabis processing or quality assurance test- 
ing. 


(iv) ( (Mesei+Hrenea)) Cannabis extract that fails to meet quality 
testing. 
(b) ( (Masijverne)) Cannabis wastes that do not designate as dan- 
gerous shall be managed in accordance with subsection (4) of this sec- 
ELON: 


(c) A ( (marh }eere)) cannabis plant, useable ((marHjeare)) canna- 
bis, trim and other plant material in itself is not considered danger- 
ous waste as defined under chapter 173-303 WAC unless it has been 
treated or contaminated with a solvent. 
(4) ( (Marere) ) Cannabis waste that does not designate as dan- 
gerous waste (per subsection (3) of this section) must be rendered un- 
useable following the methods in subsection (5) of this section prior 
to leaving a licensed producer, processor, or laboratory. Disposal of 
the ((marhHjeere)) cannabis waste rendered unuseable must follow the 
methods under subsection (6) of this section. 
Wastes that must be rendered unuseable prior to disposal include, 
but are not limited to, the following: 

(a) Waste evaluated per subsection (3) of this section and deter- 
mined to not designate as "Dangerous Waste." 

(b) ( (Mavtjearne)) Cannabis plant waste, including roots, stalks, 
leaves, and stems that have not been processed with solvent. 

(c) Solid ( (ma*eijeare)) cannabis sample plant waste possessed by 
third-party laboratories accredited by the WSLCB to test for quality 
assurance that must be disposed of. 
(d) Other wastes as determined by the WSLCB. 
(5) The allowable method to render ( (Ha*ei}uena)) cannabis plant 
waste unuseable is by grinding and incorporating the ( (Ree }enre) ) 
cannabis plant waste with other ground materials so the resulting mix- 
ture is at least ((#++¥)) 50 percent ( (ReEAmeasiHere)) noncannabis 
waste by volume. Other methods to render ( (marijuana) ) cannabis waste 
unuseable must be approved by the WSLCB before implementation. 
Material used to grind with the ( (ma*eijeere)) cannabis falls into 
two categories: Compostable waste and noncompostable waste. 
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(a) Compostable mixed waste: ( (Mart }iere)) Cannabis waste to be 
disposed as compost feedstock or in another organic waste method (for 
example, anaerobic digester) may be mixed with the following types of 
waste materials: 

(i ) Food waste; 

(ii) Yard waste; 

(iii) Vegetable based grease or oils; or 

(iv) Other wastes as approved by the WSLCB. 

(b) Noncompostable mixed waste: ( (Masi+}rere)) Cannabis waste to 
be disposed in a landfill or another disposal method (for example, in- 
cinerator) may be mixed with the following types of waste materials: 

(i) Paper waste; 

ii) Cardboard waste; 

iii) Plastic waste; 

IW) “God Le sor 

v) Other wastes as approved by the WSLCB. 

(6) ( (Masi verne)) Cannabis wastes rendered unuseable following 
the method described in subsection (4) of this section can be dis- 
posed. 

(a) Disposal of the ( (me*ei+}rere)) cannabis waste rendered unusea- 
ble may be delivered to a permitted solid waste facility for final 
disposition. Examples of acceptable permitted solid waste facilities 
include: 

(i) Compostable mixed waste: Compost, anaerobic digester, or oth- 
er facility with approval of the jurisdictional health department. 

(ii) Noncompostable mixed waste: Landfill, incinerator, or other 
facility with approval of the jurisdictional health department. 

(b) Disposal of the ( (mMaei+uena)) cannabis waste rendered unusea- 
ble may be managed on-site by the generator in accordance with the 
standards of chapter 173-350 WAC. 

(c) A record of the final destination of ( (meet }eere)) cannabis 
waste rendered unuseable. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, § 314-55-097, filed 10/31/18, effective 


12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-097, filed 5/18/16, effective 6/18/16; WSR 
15-11-107, & 314-55-097, filed 5/20/15, effective 6/20/15. Statutory 


Authority: RCW 69.50.325, 69550.3317; 69.50.342, 69.50.345. WSR 
3-21-104, § 314-55-097, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-099 Standardized scales. (1) ( (Masetjeerne)) Cannabis 
producer and processor licensees must have at least one scale on the 
licensed premises for the traceability and inventory of products. 

(2) The scales and other measuring devices are subject to chapter 
19.94 RCW, and must meet the requirements of the most current version 
of chapter 16-662 WAC. 

(3) Licensees must register scales on a business license applica- 
tion with business license services through the department of revenue 
as required under chapter 19.94 RCW. 
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WSR 16-11-110, § 
6. Statutory Authority: RCW 


WSR 13-21-104, § 


[ 

314-55-099, filed 5/18/16, effective 6/18/17 
69.50.325, 69.50.331, 69.50.342, 69.50.345. 
314-55-099,, filed 10/21/13, effective 11/21/13) 


(Amending WSR 17-12-032, 


filed 5/31/17, 


effective 


WAC 314-55-0995 Laboratory certification and accreditation re- 


quirements. 


The following requirements apply to third-party labs 


seeking certification by the WSLCB or its designee to do quality as- 


surance testing on ( (mesei Hee) ) 
products in Washington state, 
ries (certified labs) to remain 
ments provided in this 


fied. The WSLCB may summarily suspend a lab's certification 
is found out of compliance with 


tified lab 
chapter. 
(1) 


ments prior to conducting quality assurance 
chapter. 
letter received by the WSLCB upon cer 


in 
in 


a conspicuous location where 
plain sight. 
(2) A person with financial 


A third-party laboratory must 
their vendor as meeting the WSLCB's accreditation and other require- 
tests required under this 
the certification 
the lab's premises 


Cannabis and 


Certified labs must conspicuously display 
tification at 


t be cert 


( (marhe) ) 
and for certified third-party 


certified by the WSLCB. 
section are continuing requirements, 
be adhered to and maintained for a 


cannabis 
laborato- 
The require- 
and must 


third-party lab to remain certi- 


if a cer- 


th 


requirem 


tified by 


nts of this 


the WSLCB or 


a customer may observe it unobstructed 


have direct or indirect financial int 
cannabis producer or processor for whom 
A person wit 
interest in a certified lab must disclose 
financial interest 


quality assurance tests. 


any direct or indirect 
cannabis producer or processor. 
(3) 
third-party testing labs. 
may result 


(a) Each lab must employ a 


interest in a certified lab may not 
terest in a licensed 


( (marhara) ) 


they are conducting required 
th direct or indirect financial 
to the WSLCB by affidavit 
in a licensed 


( (Rae pee) ) 


The following provisions are conditions of certification for 
Failure to adhere to the below requirements 
in the suspension or revocation of cer 


tification. 


scientific director responsible to en- 


sure the achievement and maintenance of quality standards of practice. 


The scientific director must possess 


tions: 


(i) 


the fol 


A doctorate in the chemical or microbiological 


lowing minimum qualifica- 


sciences from 


a college or university accredited by a national or regional certify- 


ing authority with a minimum of 
perience; 
(ii) 


A master's degree in 


two years' 


post-degree 


the chemical or microbiol 


laboratory ex- 


scien- 


ogical 


ces from a college or university accredited by a national or regional 


certifying authority with a minimum of four years' 


oratory experience; 
(iii) 


or 


ences from a college or university accredited by a national 


A bachelor's degree in the chemical or microbiological 


of post-degree lab- 


sci- 


or region- 


al certifying authority with a minimum of six years of post-education 


laboratory experience. 
(b) 
current 
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lished by the American Herbal Pharmacopoeia or notify the WSLCB or its 
designee what alternative scientifically valid testing methodology the 
lab is following for each quality assurance test. Third-party valida- 
tion by the WSLCB or its designee is required for any monograph or an- 
alytical method followed by a certified lab to ensure the methodology 
produces scientifically accurate results prior to use of alternative 
testing methods to conduct required quality assurance tests. 
(c) The WSLCB may require third-party validation and ongoing mon- 
itoring of a certified lab's basic proficiency to correctly execute 
the analytical methodologies employed by the certified lab. The WSLCB 
may contract with a vendor to conduct the validation and ongoing moni- 
toring described in this subsection. The certified lab must pay all 
vendor fees for validation and ongoing monitoring directly to the 
WSLCB's vendor. 
(4) Certified labs must allow the WSLCB or the WSLCB's vendor to 
conduct physical visits and inspect related laboratory equipment, 
testing and other related records during normal business hours without 
advance notice. 
(5) As a condition of certification, labs must adopt and follow 
minimum good lab practices (GLPs) as provided in WAC 314-55-103, and 
maintain internal standard operating procedures (SOPs), and a quality 
control/quality assurance (QC/QA) program as specified by the WSLCB. 
The WSLCB or authorized third-party organization (WSLCB's designee) 
may conduct audits of a lab's GLPs, SOPs, QC/QA, and inspect all other 
related records. 
(6) The WSLCB or its designee will take immediate disciplinary 
action against any certified lab that fails to comply with the provi- 
sions of this chapter or falsifies records related to this section in- 
cluding, without limitation, revoking the certification of the certi- 
fied lab. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 17-12-032, $ 
314-55-0995, filed 5/31/17, effective 8/31/17.] 


AMENDATORY SECTION (Amending WSR 22-06-097, filed 3/2/22, effective 
4/2/22) 


WAC 314-55-101 Quality control sampling. (1) All licensed 
( (Ma‘iptere)) cannabis processors, producers, certified labs, and cer- 
tified lab employees must comply with the sampling procedures descri- 
bed in this section, consistent with RCW 69.50.348. Noncompliance may 
result in disciplinary action as described in this chapter and appli- 
cable law. 

(2) Sample collection. All samples of ( (Meei}¢ene)) Cannabis, 
useable ( (maseiHrere)) cannabis, or ( (Mari pene-infused)) cannabis-in- 
fused products must be submitted to a certified lab for testing con- 
sistent with this chapter. 

(a) All samples must be deducted, stored, and transported ina 
way that prevents contamination and degradation. 

(b) To maximize sample integrity, samples must be placed in a 
Sanitary container and stored in a location that prevents contamina- 
tion and degradation. 

(c) Each quality control sample container must be clearly marked 
"quality control sample" and labeled with the following information: 
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(ii) The license number and registered trade 
sending the sample; 

(iii) The date the sample was collected; and 

(iv) The weight of the ( (MakijpPtreHe)) cannabis 
Ha)) cannabis, or (( j )) cannabis-i 
sample was collected from. 


(d) Sampl 


The certificate number and name of 
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rtified lab receiv- 


name of the licensee 


, useable ((marhjee-— 
nfused product the 


ing and analysis requirements apply to all 


cannabis products regulated by the board. 
(3) Additional sampling protocols for quantities of ( (marijuana) ) 


cannabis flower: 


( (marhara) ) 


(a) Samples must be of roughly equal weight not less than one 
gram each. Each sample must be deducted from a harvest as defined in 
WAC 314-55-010(14). 

(b) For ( (Resitjevera)) cannabis flower weighing up to 10 pounds, a 
minimum of eight samples must be taken. 

(c) For ( (maseijeere)) cannabis flower weighing 10 pounds or more 
but less than 20 pounds, a minimum of 12 samples must be taken. 

(d) For ( (maseijeere)) cannabis flower weighing 20 pounds or more 
but less than 30 pounds, a minimum of 15 samples must be taken. 

(e) For ( (maseijeere)) cannabis flower weighing 30 pounds or more 
but less than 40 pounds, a minimum of 18 samples must be taken. 

(f£) For ( (mesijteere)) cannabis flower weighing 40 pounds or more 
but not more than 50 pounds, a minimum of 19 samples must be taken. 

(4) Sample retrieval and transportation. Certified labs may re- 
trieve samples from a ( (Ha*ei}Hrena)) cannabis licensee's licensed prem- 
ises and transport the samples directly to the lab. 

(5) Certified labs must reject or fail a sample if the lab has 
reason to believe the sample was not collected in the manner required 
by this section, adulterated in any way, contaminated with known or 
unknown solvents, or manipulated in a manner that violates the sam- 
pling protocols, limit tests, or action levels. 


[ 
31 


4-55-101, 


effective 8/31/17; 
tive 6/18/16.] 
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(v) Mycotoxin screening; 

(vi) Pesticide screening; and 

(vii) Residual solvent screening. 

(b) Certified labs may be certified for heavy metal testing. Cer- 
tified labs must comply with the guidelines for each quality control 
field of testing described in this chapter if they offer that testing 
service. 

(c) Certified labs may reference samples for mycotoxin, heavy 
metal, or pesticide testing by subcontracting for those fields of 
testing. 

(2) General quality control testing requirements for certified 


labs. 

(a) Certified labs must record an acknowledgment of the receipt 
of samples from producers or processors. Certified labs must also ver- 
ify if any unused portion of the sample is destroyed after the comple- 
tion of required testing. 

(b) Certified labs must report quality control test results di- 
rectly to the board in the required format. 

(c) Product must not be converted, transferred, or sold by the 
licensee until the required tests are reported to the board and the 
licensee. 


(d) Certified labs must fail a sample if the results for any lim- 
it test are above allowable levels regardless of whether the limit 
test is required in the testing tables in this chapter. 

(e) Certified labs must test samples on an "as is" or "as re- 


ceived" basis. 

(f£) For the purposes of this section, limits have been written to 
the number of significant digits that laboratories ar xpected to use 
when reporting to the board and on associated certificates of analy- 
sis. 


(3) Quality control analysis and screening. The following analy- 
sis and screening are only required for samples that have not been 
previously tested, or that have failed quality control testing. 

(a) Potency analysis. 

(i) Certified labs must test and report the following cannabi- 


noids to the board when testing for potency: 
(A) 
Lower Limit of 
Quantitation 
Cannabinoid (mg/g) CAS # 
CBD 1.0 13956-29-1 
CBDA 1.0 1244-58-2 
A2-THC 1.0 1972-08-3 
A9-THCA 1.0 23978-85-0 
(B) Total THC; 
(C) Total CBD. 
(ii) Calculating total THC and total CBD. 
(A) Total THC must be calculated as follows, where M is the mass 
or mass fraction of delta-9 THC or delta-9 THCA: M total delta-9 THC = 


M delta-9 THC + (0.877 x M delta-9 THCA). 

(B) Total CBD must be calculated as follows, where M is the mass 
or mass fraction of CBD and CBDA: M total CBD = M CBD + (0.877 x M 
CBDA). 
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certi- 
(THCA and 


( (mari— 


than 0.85 aw for solid edible 


ty control 
Low- 


or 
or 


the related popula- 
L testing for microbiological 


screening if 


lowing limits: 


Unprocessed Plant 


Colony Forming Unit per 


Material Gram (CFU/g) 
Bile Tolerant Gram 1.0 * 104 
Negative bacteria (BTGN) 
Shiga toxin-producing <1 
Escherichia coli (STEC) 
Salmonella spp. <1 


Colony Forming Unit per 


Processed Plant Material Gram (CFU/g) 
Bile Tolerant Gram 1.0 * 103 
Negative bacteria (BTGN) 

Shiga toxin-producing <1 
Escherichia coli (STEC) 

Salmonella spp. <1 


screening. The sample and the related population 


fails quality control testing if the results exceed the following lim- 


its: 


(£) 
this subsect 
control tes 
provided in the t 


ion, 


2 ppm for any cla 


a sample and the related populat 
ting for residual solvents if the results exceed the limits 
solvent results of more than 
50 ppm for class two solvents, 
vents as defined 


able below. 


ss one sol 


Residual 
5,000 ppm for class three solvents, 


Mycotoxin pg/kg CAS # 
Aflatoxins (Sum of 20. 
Isomers) 
¢ Aflatoxin B1 1162-65-8 
e Aflatoxin B2 7220-81-7 
¢ Aflatoxin G1 1165-39-5 
¢ Aflatoxin G2 7241-98-7 
Ochratoxin A 20. 303-47-9 


Residual solvent screening. Except as otherwise provided in 


ion fails quality 


and 


in United States Pharmaco- 


poeia USP 30 Chemical Tests / <467> - Residual Solvents (USP <467>) 
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Sidual solvent screening is required, certified labs must test for the 
solvents listed in the table below at a minimum. 


Solvent ug/g ppm (simplified) CAS # 

Acetone 5.0 * 103 5000 67-64-1 
Benzene 2.0 2 71-43-2 
Butanes (Sum of Isomers) 5.0 * 103 5000 

e n-butane 106-97-8 

e 2-methylpropane (isobutane) 75-28-5 
Cyclohexane 3.9 * 103 3880 110-82-7 
Chloroform 2.0 2 67-66-3 
Dichloromethane 6.0 * 102 600 75-09-2 
Ethanol 5.0 * 108 5000 64-17-5 
Ethyl acetate 5.0 * 103 5000 141-78-6 
Heptanes (Single Isomer) 5.0 * 103 5000 

e n-heptane 142-82-5 
Hexanes (Sum of Isomers) 2.9 * 102 290 

e n-hexane 110-54-3 

e 2-methylpentane 107-83-5 

e 3-methylpentane 96-14-0 

e 2,2-dimethylbutane 75-83-2 

e 2,3-dimethylbutane 79-29-8 
Isopropanol (2-propanol) 5.0 * 108 5000 67-63-0 
Methanol 3.0 * 103 3000 67-56-1 
Pentanes (Sum of Isomers) 5.0 * 103 5000 

* n-pentane 109-66-0 

e methylbutane (isopentane) 78-78-4 

e dimethylpropane (neopentane) 463-82-1 
Propane 5.0 * 108 5000 74-98-6 
Toluene 8.9 * 102 890 108-88-3 
Xylenes (Sum of Isomers) 2.2 * 103 2170 

e 1,2-dimethylbenzene (ortho-) 95-47-6 

e 1,3-dimethylbenzene (meta-) 108-38-3 

e 1,4-dimethylbenzene (para-) 106-42-3 


(g) Heavy metal screening. Heavy metal screening is required for 
all DOH compliant product as described in chapter 246-70 WAC. Heavy 
metal screening is optional for non-DOH compliant product; however, 
heavy metal limits provided below apply to all products. Any product 
exceeding the provided limits is subject to recall and destruction. 
The board may conduct random or investigation driven heavy metal 
screening for compliance. A sample and related quantity of product 
fail quality control testing for heavy metals if the results exceed 
the limits provided in the table below. 


Metal ug/g 
Arsenic 2.0 
Cadmium 0.82 
Lead 1.2 
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(h) Pesticide screening. For purposes of pesticide screening, a 
(marijeane)) cannabis is consid- 


sample and the related quantity of 


( 


ered to have passed if it meets the 


314-55-108 and applicable departmen 


(4) Required quality control tests. 


tests are required for each of the 


( 


standards described in WAC 


t of agriculture rules. 
The following quality control 


(marere) ) cannabis products de- 


requires the following quality control tests: 


Product 


Test(s) Required 


( (Marhara) ) 


((Mariuana)) Cannabis 


flower 


1. Water activity testing 

2. Potency analysis 

3. Foreign matter inspection 
4. Microbiological screening 
5. Mycotoxin screening 


6 


. Pesticide screening 


(o) If ( (Haeijeernac)) cannabis 


following requirements related to quality control testing: 
(i) All intermediate products must 


ty assurance testing; 


scribed below. Licensees and certified labs may opt to perform addi- 
tional quality control tests on the same sample. 


(a) ((Marasjuana)) Cannabis flower. 


Cannabis flower 


flower will be sold as useable 
flower, no further testing is required. 
(c) Intermediate products. Intermediate products must meet the 


t be homogenized prior to quali- 


(ii) For the purposes of this section, a batch is defined as a 


Single run through the extraction or infusion process; 


(iii) ( (Meeisuena)) Cannabis mix must be chopped or ground so no 


particles are greater than 3 mm; an 


d 


(iv) Intermediate products require the following quality assur- 


ance tests: 


Intermediate Product 
Type 


Tests Required 


((Marijuana)) Cannabis 


mix 


Water activity testing 
Potency analysis 

Foreign matter inspection 
Microbiological screening 
Mycotoxin screening 
Pesticide screening 


Concentrate or extract 
made with hydrocarbons 
(solvent based made 
using n-butane, 
isobutane, propane, 
heptane, or other 
solvents or gases 
approved by the board of 
at least 99% purity) 


Bee ONY Fe So a 


Potency analysis 
Mycotoxin screening 
Residual solvent test 
Pesticide screening 


Concentrate or extract 
made with a CO) 
extractor like hash oil 


Potency analysis 
Mycotoxin screening 
Residual solvent test 
Pesticide screening 


Concentrate or extract 
made with ethanol 


ee er G 


Potency analysis 
Mycotoxin screening 
Residual solvent test 
Pesticide screening 
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(b) 


trol testing. 
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Concentrate or extract 1. Potency analysis 
made with approved food | 2. Microbiological screening 
grade solvent 3. Mycotoxin screening 
4. Residual solvent test 
5. Pesticide screening 
Concentrate or extract 1. Potency analysis 
(nonsolvent) such as 2. Microbiological screening 
kief, hash, rosin, or 3. Mycotoxin screening 
bubble hash 4. Pesticide screening 
Infused cooking oil or fat | 1. Potency analysis 
in solid form 2. Microbiological screening 
3. Mycotoxin screening 
4. Pesticide screening 
( (marena mest jprana-intused) ) 
( (marane) ) cannabis concentrates, 


and 


( (marhara) ) 


th 
End Product Type Tests Required 
Infused solid edible 1. Potency analysis 
2. Water activity testing 
Infused liquid (like a 1. Potency analysis 


soda or tonic) 


Infused topical 


= 


. Potency analysis 


((Mariuana)) Cannabis 


mix packaged (loose or 
rolled) 


ak 


. Potency analysis 


((Mariuana)) Cannabis 


mix infused (loose or 
rolled) 


mi 


. Potency analysis 


Concentrate or 


cannabis-infused product 
for inhalation 


— 


. Potency analysis 


f 


of 


trol testing, 
Licensees may whol 
can 


End products consisting of only on 
has not been chan 
Useable 
or a batch 


intermediat 


esal 


letion and successf 
except: 
e and 
nabis flower and other material 
Hjang) ) 
er ext 


Cannabis mix and nonsolvent 
traction prior 


tiple locations 


transfer 


th 


( (marmane) ) 


to qualit 


product 
ged in any way are not subject to potency analysis. 
lower, a batch of ( (marijeane) ) 
( (Raeisfteane-imtused) ) 
ntil the comp] 


cannabis concen- 
cannabis-infused product 
ul passage of re- 


for 


lower to be extracted pursuant 


cannabis 


( (Rae 


Cannabis mix infused 
following quality as- 


that 


transfer batches or quantities of 
that will be extrac- 

extracts, 
to completing required quality 


the 


licensed under the 
cannabis products bet 
same UBI number prior 


ween 
y con- 


less failed for tests that require 


(c) Licensees may wholesale and transfer failed batches or 
tities of ((marijeeare)) cannabis f] 
subsection (6) of this section, unl 
immediate destruction. 
(6) Failed test samples. 
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this section before it may be sol 
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The board may au 
a case-by-case basis. 


struction. 
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failed quantities of ( (ma*eijee- 
tches may be used to create extracts. After pro- 


l quality control tests required in 
d, unless failed for tests that re- 


test must pay for the cost of all retesting. 
on. Remediation is a process or technique applied to 


(c) 


quantitie 


may not b 
(i) 


cannabis 


does not impart any toxic or harmful subs 


Remediati 


s of ( (marhara) ) 
diation may occur after the first failure, 


or if a retest process resul 


remedia 


ted. 


cannabis flower, 


thorize the retest to validate a failed test result on 
The producer or the processor requesting the re- 


lots, or batches. Reme- 


depending on the failure, 
ts in a second failure. Pesticide failures 


Producers and processors may remediate failed ( (Heri eenc) ) 
ots, or batches so long as 


flower, 1 


saa, ra Fare) ) 


fused)) cannabis-infused product. 


the remediation method 


tance to the useable ( (ma*si- 


cannabis, cannabis concentrates, or ( (ma*eiHiere-in- 


on the ( (mast Here) ) 


(C) 
derived f 
batch; or 

(D) 

(ii) 
failed sa 

(iii 
sold or t 
requireme 

(iv) 


cannot be 
without r 


certifica 
(7) 
toxins, h 
by subcon 
referenci 


cludes, but is not limited to, 


certification number, 


livery pe 


A licensed processor; 
The producer or producer/processor who transfers the ( (ma¥i- 
sane) ) cannabis products; 


A licensed r 


rom the r 


The consumer 


The enti 


mple(s) were deducted must b 
) No remediated quanti 


tailer carrying 


Remedia 
cannabis product mus 


mediated ( (mari }tenea) ) 


re quantity of 


ty of 


upon request. 


tion solvents or methods used 
t be disclosed to: 


( (marene) ) cannabis products 


cannabis flower, lot, or 


( (MaeipHreHe)) cannabis from which the 


remediated. 


( (marene) ) cannabis may be 


ransported until quality control testing consistent with the 


nts of this section is comple 


ted. 


If a failed quantity of remediated 
not remediated or reprocessed in any way after a first failure, it 


retested. Any subsequent cer 


( (marane) ) cannabis is 


tificates of analysis produced 


emediation or reprocessing of the failed quantity of ( (ma*‘i- 
sane) ) cannabis will not supersede the original compliance testing 


rsonnel, 


personnel. 


(8) 


( (marhara) ) 


Certified labs are not limi 
Cannabis and 


te of anal 
Referencing. Certified labs may reference samples for myco- 


ysis. 


transfer date, 
sample ID numbers, 


( (marhara) ) 


have on their premises at any given time, 


have records proving all 


( (marere) ) 


fused)) cannabis-infused products in the 


but 


cer 


eavy metals, and pesticides testing to other certified labs 
tracting for those fields of testing. Labs must record all 
ng to other labs on a chain-of-custody manifest that in- 


the following information: Lab name, 
address, contact information, de- 
field of testing, and receiving 


ted in the amount of useable 
cannabis products they may 


t a certified lab must 


cannabis and ( (ma*eiHiere-in- 


tified lab's possession 


are held only for the testing purposes described in this chapter. 
A certificate of analysis issued by a certified lab for any 


(9) 


( (marhara) ) 


cannabis product subjec 


EE. 60> th 


requirements of this 


chapter that has not already been transferred to a retail location ex- 
pires 12 calendar months after issuance. 
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or its designee, 


may request 


certified lab provide an employee of the board or 


ples of 


duction aids, 


ance checks. Samples 


( (marhe) ) 
samples of the growing medium, 


pesticides, 


Cannabis or 
soil 
or water 


( (marhara) ) 
amendments, 


for random or in 
may be randomly screened and u 
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that a licensee or a 
their design sam- 
or 
crop pro- 
vestigatory compli- 
sed for other qual- 


ity control tests deemed necessary by the board. 

(11) All ( (mareen) ) cannabis products produced, processed, 
distributed, or sold after th ffective date of these rules, must 
comply with these rules and this chapter; however, postharvest prod- 
ucts in the possession of or being processed by a licensee that do not 
comply with these rules as of their effective date may be sold, dis- 
tributed, or both within a reasonable period of time, determined by 
the board. 


[Statutory Authority: RCW 69.50.345 and 69.50.348. 


WSR 22-06-097, § 


314-55-102, filed 3/2/22, effective 4/2/22. Statutory Authority: RCW 
69.50.342 and 69.50.345. WSR 17-12-032, § 314-55-102, filed 5/31/17, 
effective 8/31/17; WSR 16-11-110, § 314-55-102, filed 5/18/16, effec- 
tive 6/18/16; WSR 15-11-107, § 314-55-102, filed 5/20/15, effective 
6/20/15; WSR 14-07-116, § 314-55-102, filed 3/19/14, effective 
4/19/14. Statutory Authority: RCW 69.50.325, 69.50.331, 69.50.342, 
69.50.345. WSR 13-21-104, § 314-55-102, filed 10/21/13, effective 
1172173] 

AMENDATORY SECTION (Amending WSR 22-06-097, filed 3/2/22, effective 


4/2/22) 


WAC 314-55-1025 Proficiency testing. (1) 
the following definit 


this chapter, 

(a) 
laboratory tests, 
vent, heavy metal, 
tection. 
(b) 


"Field of testing" means 
such as pesticide, 
mycotoxin, 


"Proficiency testing 


tions apply: 


the ca 


microbial, 


foreign ma 


(PT) " 


laboratory obtained from providers where 


is unkn 
of 
to 


(c) 


(d) "Provider" 


(e) 
certify laboratories 
programs, 


(2) 


testing (PT) 


d of testing. 
ans a 


testing. 


for ((marhHjeera)) 


means 


third-party company, 
th certified laboratories or a laboratory seek- 
operates an approved PT program and provides 


tion (s) 
cannabis 
and perform on-site assessments of laboratories. 


The board or its vendor determines th 


ter, 


the anal 
the composition of the sample 
own to the laboratory performing the analysis and the results 

the analysis are used in part to evaluate the 1 
produce precise and accurate results. 
"Proficiency 
by a provider to detec 
sults for a given fiel 
me 
tity not associated wi 
ing certification that 
samples for use in PT 
"Vendor" means an organiza 


organization, 


For the purposes of 


tegories of subject matter the 
l, potency, 
and moisture content de- 


residual sol- 


ysis of samples by a 


aboratory's ability 


program" means an operation offered 
a laboratory's ability to produce valid re- 


OT: 'Cns 


approved by the board to 


maintains a list of approved PT programs. 


to conducting PT. 
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(3) As a condition of certification, laboratories must partici- 
pate in PT and achieve a passing score for each field of testing for 
which the lab will be or is certified. 

(4) A laboratory must successfully complete a minimum of one 
round of PT for each field of testing the lab seeks to be certified 
for and provide proof of the successful PT results prior to initial 
certification. 
(5) (a) A certified laboratory must participate in a minimum of 
two rounds of PT per year for each field of testing to maintain its 
certification. 

(b) To maintain certification, the laboratory must achieve a 
passing score, on an ongoing basis, in a minimum of two out of three 
successive rounds of PT. At least one of the scores must be from a 
round of PT that occurs within six months prior to the laboratory's 
certification renewal date. 

(6) If the laboratory fails to achieve a passing score on at 
least 80 percent of the analytes in any proficiency test, the test is 
considered a failure. If the PT provider provides a pass/fail on a per 
analyte basis but not on the overall round of PT the lab participates 
in, the pass/fail evaluation for each analyte will be used to evaluate 
whether the lab passed 80 percent of the analytes. If the PT provider 
does not provide individual acceptance criteria for each analyte, the 


following criteria will be applied to determine whether the lab ach- 
ieves a passing score for the round of PT: 

(a) +/- 30% recovery from the reference value for residual sol- 
vent testing; or 

(b) +/- 3 z or 3 standard deviations from the reference value for 
all other fields of testing. 

(7) If a laboratory fails a round of PT or reports a false nega- 
tive on a micro PT, the laboratory must investigate the root cause of 


the laboratory's performance and establish a corrective action report 
for each unsatisfactory analytical result. The corrective action re- 
port must be kept and maintained by the laboratory for a period of 
three years, available for review during an on-site assessment or in- 
spection, and provided to the board or the board's vendor upon re- 
quest. 

(8) Laboratories are responsible for obtaining PT samples from 
vendors approved by the board or the board's vendor. Laboratories are 
responsible for all costs associated with obtaining PT samples and 
rounds of PT. 

(9) The laboratory must manage, analyze and report all PT samples 
in the same manner as customer samples including, but not limited to, 
adhering to the same sample tracking, sample preparation, analysis 
methods, standard operating procedures, calibrations, quality control 
and acceptance criteria used in testing customer samples. 
(10) The laboratory must authorize the PT provider to release all 
results at the same time, whether pass or fail, to the laboratory and 
the board, or the board's vendor. 
(11) The board may require the laboratory to submit raw data and 
all photographs of plated materials along with the report of analysis 
of PT samples. The laboratory must keep and maintain all raw data and 
all photographs of plated materials from PT for a period of three 
years. 

(12) The board may waive proficiency tests for certain fields of 
testing if PT samples or PT programs are not readily available or for 
other valid reasons as determined by the board. 


` 
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(13) (a) The board will suspend a laboratory's certification if 
the laboratory fails to maintain a passing score on an ongoing basis 


in two out of three successive PT studies 


analysis date of another PT study. 


laboratory fails two consecutive rounds of PT. 


The board may reinstate a 
laboratory's suspended certification if the laboratory successfully 
analyzes PT samples from the board or the board's vendor approved PT 
provider, so long as the supplemental PT studies are performed at 
least 15 days apart from the analysis date of one PT study to the 


(b) The board will suspend a laboratory's certification if the 


The board may reinstate 


a laboratory's suspended certification once the laboratory conducts an 
investigation, provides the board a deficiency report identifying the 
root cause of the failed PT, and successfully analyzes PT samples from 


a board or board's vendor approved PT provider. 


The supplement 


tal PT 


studies must be performed at least 15 days apart from the analysis 


date of one PT study to the analysis date 


of another PT study. 


(14) If a laboratory fails to remediate and have its cer 
tion reinstated under subsection (13) (a) or (b) of this section within 
six months of the suspension, the laboratory must reapply for 


cation as if the laboratory was never cer 


tified previously. 


tifica- 


certifi- 


(15) A laboratory that has its certification suspended or revoked 


under this section may request an administ 


the suspension as provided in chapter 34.05 RCW. 


[Statutory Authority: RCW 69.50.345 and 69.50.348. 
314-55-1025, filed 3/2/22, effective 4/2/22. 


69.50.342 and 69.50.345. WSR 17-12-032, § 
effective 8/31/17.] 


trative hearing to contest 


WSR 22-06-097, $ 
Statutory Authority: RCW 


314-55-1025, filed 5/31/17, 


AMENDATORY SECTION (Amending WSR 17-12-032, filed 5/31/17, effective 


8/31/17) 


WAC 314-55-103 Good laboratory practice checklist. 
ty testing lab must be certified by the WSLCB or il 
the WSLCB's accreditation and other requirements prior 


required quality assurance tests. The following checklist 
by the WSLCB or its vendor to certify third-party testing labs: 


A third-par- 
ts vendor as meeting 
to conducting 

will be used 


ORGANIZATION 
Completed by: 
Reviewed by: 


Document 


Reference Y ININA 


Comments 


1. The laboratory or the organization of which it is a part of 
shall be an entity that can be held legally responsible. 


2. The laboratory conducting third-party testing shall have no 
financial interest in a licensed producer or processor for 
which testing is being conducted. 


If the laboratory is part of an organization performing 
activities other than testing, the responsibilities of key 
personnel in the organization that have an involvement or 
influence on the testing activities of the laboratory shall be 
defined in order to identify potential conflicts of interest. 


3. The laboratory shall have policies and procedures to ensure 
the protection of its client's confidential information and 
proprietary rights, including procedures for protecting the 
electronic storage and transmission of results. 
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ORGANIZATION 
Completed by: Document 
Reviewed by: Reference Y IN| NA | Comments 


4. In every instance where the lab references certification status - - - - - 
they shall clearly indicate which tests they are currently 
certified for. 


5. The laboratory is responsible for all costs of initial 
certification and ongoing site assessments. 


6. The laboratory must agree to site assessments every year for 
the first three years to maintain certification. Beginning year 
four of certification, on-site assessments will occur every 
two years to maintain certification. 


7. The laboratory must allow WSLCB staff or their 
representative to conduct physical visits and check I-502 
related laboratory activities at any time. 


8. The laboratory must report all test results directly into 
WSLCB's traceability system within twenty-four hours of 
completion. Labs must also record in the traceability system 
an acknowledgment of the receipt of samples from producers 
or processors and verify if any unused portion of the sample 
was destroyed or returned to the customer. 


HUMAN RESOURCES 
Completed by: Document 
Reviewed by: Reference YINI NA | Comments 


9a. Job descriptions for owners and all employees. A written and - - | - - - 
documented system detailing the qualifications of each 
member of the staff including any specific training 
requirements applicable to analytical methods. 


b. Specialized training such as by vendors, classes granting - - | - - - 
CEUs, etc., shall be documented in each training file. 


10. Qualifications of owners and staff: CVs for staff on file. - - | - - - 


a. Have technical management which has overall responsibility - - |- - - 
for the technical operations and the provision of the resources 
needed to ensure the required quality of laboratory operations. 


b. Documentation that the scientific director meets the - - - - - 
requirements of WSLCB rules. 


c. Chain of command, personnel organization/flow chart, dated - - |- - - 
and signed by the laboratory director. 


d. Written documentation of delegation of responsibilities in the - - | - - - 
absence of the scientific director and management staff 
(assigned under chapter 314-55 WAC as related to quality 
assurance testing). 


e. Documentation of employee competency (DOC): Prior to - - |- - - 
independently analyzing samples, and on an annual, ongoing 
basis, testing personnel must demonstrate acceptable 
performance on precision, accuracy, specificity, reportable 
ranges, blanks, and unknown challenge samples (proficiency 
samples or internally generated quality controls). Dated and 
signed by the laboratory director. 


f. The laboratory management shall ensure the competence of - - | - - - 
all who operate specific equipment, perform tests and/or 
calibrations, evaluate results, and sign test reports and 
calibration certificates. 


g. When using staff who are undergoing training, appropriate - - |- - - 
supervision shall be provided. 


h. Personnel performing specific tasks shall be qualified on the - - |- - - 
basis of appropriate education, training, experience and/or 
demonstrated skills, as necessary. 
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HUMAN RESOURCES 
Completed by: Document 


Reviewed by: Reference YINI NA | Comments 


i. The management shall authorize specific personnel to perform - - |- - - 
particular types of sampling, test and/or calibration, to issue 
test reports and calibration certificates, to give opinions and 
interpretations and to operate particular types of equipment. 


j. The laboratory shall maintain records of the relevant - - | - - - 
authorization(s), competence, educational and professional 
qualifications, training, skills and experience of all technical 
personnel, including contracted personnel. 


k. Successful training (in-house courses are acceptable) in - - | - - - 
specific methodologies used in the laboratory shall be 
documented. 


l. Designate a quality manager (however named) who, - - | - - - 
irrespective of other duties and responsibilities, shall have 
defined responsibility and authority for ensuring that the 
quality system is implemented and followed; the quality 
manager shall have direct access to the highest level of 
management at which decisions are made on laboratory policy 
or resources. 


m. The laboratory shall delegate responsibilities for key - - |- - - 
managerial personnel to be acted upon in cases of absence or 
unavailability. 


n. The laboratory shall provide adequate supervision of testing - - | - - - 
staff, including trainees, by persons familiar with methods and 
procedures, purpose of each test and/or calibration, and with 
the assessment of the test or calibration results. 


11. Standard operating procedure for the following: - - |- - - 


a. Instructions on regulatory inspection and preparedness. - - |- - - 


Instruction on law enforcement interactions. - 5 = = : 


Information on U.S. federal laws, regulations, and policies - - |- - - 
relating to individuals employed in these operations, and the 
implications of these for such employees. 


d. Written and documented system of employee training on - - | - - - 
hazards (physical and health) of chemicals in the workplace, 
including prominent location of MSDS or SDS sheets and the 
use of appropriate PPE. 


e. Written and documented system on the competency of - - |- - - 
personnel on how to handle chemical spills and appropriate 
action; spill kit on-site and well-labeled, all personnel know 
the location and procedure. 


f. Information on how employees can access medical attention - - |- - - 
for chemical or other exposures, including follow-up 
examinations without cost or loss of pay. 


g. Biosafety at a minimum covering sterilization and disinfection - - |- - - 
procedures and sterile technique training. 


Document 
STANDARD OPERATING PROCEDURES Reference Y|N | NA | Comments 


12. As appropriate, laboratory operations covered by procedures - - | - - - 
shall include, but not be limited to, the following: 


Environmental, safety and health activities; = za Te = z 


Sample shipping and receipt; - a z z 


Laboratory sample chain of custody and material control; - - | - - - 
Notebooks/logbooks; - Se | 2 : - 
Sample storage; - silia : z 


wole 


Sample preparation; - raas : “ 
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STANDARD OPERATING PROCEDURES 


Document 
Reference YIN 


NA 


Comments 


= | 


Sample analysis; 


Standard preparation and handling; 


pas 


Postanalysis sample handling; 


Control of standards, reagents and water quality; 


Cleaning of glassware; 


Waste minimization and disposition. 


The following information is required for procedures as 
appropriate to the scope and complexity of the procedures or 
work requested: 


Scope (e.g., parameters measured, range, matrix, expected 
precision, and accuracy); 


Unique terminology used; 


Summary of method; 


Interferences/limitations; 


Approaches to address background corrections; 


Apparatus and instrumentation; 


Reagents and materials; 


=n jelo lele 


Hazards and precautions; 


ee 


Sample preparation; 


Apparatus and instrumentation setup; 


Data acquisition system operation; 


Calibration and standardization; 


Procedural steps; 


QC parameters and criteria; 


Statistical methods used; 


Calculations; 


Assignment of uncertainty; 


a 


nfjelsjole|3)-jrile. 


Forms used in the context of the procedure. 


Document control with master list identifying the current 
revision status of documents. 


14. 


FACILITIES AND EQUIPMENT 


Allocation of space: Adequate for number of personnel and 
appropriate separation of work areas. 


Document 
Reference YIN 


Comments 


Arrangement of space. 


Allows for appropriate work flow, sampling, lab space 
separate from office and break areas. 


Employee bathroom is separate from any laboratory area. 
Adequate eyewash/safety showers/sink. 


Procurement controls. 


The laboratory shall have procedure(s) for the selection and 
purchasing of services and supplies it uses that affect the 
quality of the tests and/or calibrations. Procedures covering 
reagents and laboratory consumables shall exist for the 
purchase, receipt, storage, and disposition of expired 


materials. 


Certified on 7/13/2022 [ 663 ] 


WSR Issue 22-14 


Permanent 


Washington State Register, 


Issue 22-14 


WSR 22-14-111 


FACILITIES AND EQUIPMENT 


Document 
Reference YIN 


NA 


Comments 


The laboratory shall ensure that purchased supplies and 
reagents and consumable materials that affect the quality of 
tests and/or calibrations are inspected or otherwise verified 
as complying with standard specifications or requirements 
defined in the methods for the tests and/or calibrations 
concerned. 


Reagents and standards shall be inspected, dated and 
initialed upon receipt, and upon opening. 


Calibration standards and analytical reagents shall have an 
expiration or reevaluation date assigned. 


iii. 


Solutions shall be adequately identified to trace back to 
preparation documentation. 


Prospective suppliers shall be evaluated and selected on the 
basis of specified criteria. 


Processes to ensure that approved suppliers continue to 
provide acceptable items and services shall be established 
and implemented. 


Subcontracting. 


The laboratory shall advise the customer of the subcontract 
arrangement in writing, including the subcontractors' 
accreditation credentials under chapters 69.50 RCW and 
314-55 WAC. 


The laboratory shall maintain a register of all subcontractors 
that it uses for tests and/or calibrations and a record of the 
evidence of compliance with chapter 314-55 WAC for the 
work in question. 


When there are indications that subcontractors knowingly 
supplied items or services of substandard quality, this 
information shall be forwarded to appropriate management 
for action. 


Utilities (items verified upon on-site inspection). 


Electrical: 


Outlets: Adequate, unobstructed, single-use, multiplug 
adaptors with surge control; 


Single-use extension cords; 


Ground fault circuit interrupters near wet areas. 


Plumbing: 


Appropriateness of sink usage: Separate sinks for work/ 
personal use; 


Adequate drainage from sinks or floor drains; 


Hot and cold running water. 


Ventilation: 


Areas around solvent use or storage of solvents or waste 
solvents; 


Vented hood for any microbiological analysis - Class II Type 
A biosafety cabinet as applicable. 


Fume hood with appropriate ventilation. 


Vacuum: Appropriate utilities/traps for prevention of 
contamination (as applicable). 


Shut-off controls: Located outside of the laboratory. 


Waste disposal: Appropriate for the type of waste and 
compliant with WAC 314-55-097 ((Marijuana)) Cannabis 
waste disposal—Liquids and solids. 
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21. 


Equipment. Equipment and/or systems requiring periodic 
maintenance shall be identified and records of major 
equipment shall include: 


Name; 


Serial number or unique identification from name plate; 


Date received and placed in service; 


Current location; 


Condition at receipt; 


Manufacturer's instructions; 


Date of calibration or date of next calibration; 


5n jaoje 


Maintenance; 


History of malfunction. 


22: 


Maintenance. 


Documented evidence of routine preventive maintenance and 
calibration of equipment including, but not limited to: 
Thermometer, pipette, analytical balances, and additional 
analytical equipment. 


Calibration programs shall be established for key quantities 
or values of the instruments where these properties have a 
significant effect on the results. 


Before being placed into service, equipment, including 
equipment used for sampling, shall be calibrated or checked 
to establish that it meets the laboratory's specification 
requirements and complies with the relevant standard 
specifications. 


iii. 


Equipment that has been subjected to overloading or 
mishandling, gives suspect results, or has been shown to be 
defective or outside of specified limits, shall be taken out of 
service. Such equipment shall be isolated to prevent its use 
or clearly labeled or marked as being out-of-service until it 
has been repaired and shown by calibration or test to perform 
correctly. 


Documentation of a maintenance schedule and reviewed by 
the laboratory director. 


Calibration procedures shall specify frequency of calibration 
checks. 


Instruments that are routinely calibrated shall be verified 
daily or prior to analyzing samples (as applicable). 


iii. 


Acceptance criteria shall be determined, documented and 
used. 


iv. 


When possible, any external calibration service (metrological 
laboratory) used shall be a calibration laboratory accredited 
to ISO/IEC 17025:2005 by a recognized accreditation body. 


Laboratories shall demonstrate, when possible, that 
calibrations of critical equipment and hence the measurement 
results generated by that equipment, relevant to their scope 
of accreditation, are traceable to the SI through an unbroken 
chain of calibrations. 
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Vi. 


vii. 


External calibration services shall, wherever possible, be 
obtained from providers accredited to one of the following: 
ISO/IEC 17025, ISO Guide 34, an ILAC recognized 
signatory, a CIPM recognized National Metrology Institute 
(NMI), or a state weights and measures facility that is part of 
the NIST laboratory metrology program. Calibration 
certificates shall be endorsed by a recognized accreditation 
body symbol or otherwise make reference to accredited 
status by a specific, recognized accreditation body, or 
contain endorsement by the NMI. Certificates shall indicate 
traceability to the SI or reference standard and include the 
measurement result with the associated uncertainty of 
measurement. 


Where traceability to the SI is not technically possible or 
reasonable, the laboratory shall use certified reference 
materials provided by a competent supplier. 


Calibrations performed in-house shall be documented in a 
manner that demonstrates traceability via an unbroken chain 
of calibrations regarding the reference standard/material 
used, allowing for an overall uncertainty to be estimated for 
the in-house calibration. 


Calibrations shall be repeated at appropriate intervals, the 
length of which can be dependent on the uncertainty 
required, the frequency of use and verification, the manner of 
use, stability of the equipment, and risk of failure 
considerations. 


Periodic verifications shall be performed to demonstrate the 
continued validity of the calibration at specified intervals 
between calibrations. The frequency of verifications can be 
dependent on the uncertainty required, the frequency of use, 
the manner of use, stability of the equipment, and risk of 
failure considerations. 


Documentation of curative maintenance in logbook, signed 
and dated by laboratory director. 


Evidence of temperature monitoring for equipment requiring 
specific temperature ranges. 


Test and calibration equipment, including both hardware and 
software, shall be safeguarded from adjustments which 
would invalidate the test and/or calibration results. 


Decontamination and cleaning procedures for: 


Instruments; 


Bench space; and 


Ventilation hood/microbial hood. 


Documentation of adequacy of training of personnel and 
responsibility for each maintenance task. 


The organization shall describe or reference how periodic 
preventive and corrective maintenance of measurement or 
test equipment shall be performed to ensure availability and 
satisfactory performance of the systems. 


23. 


Computer systems (items verified upon on-site inspection). 


Adequate for sample tracking. 


Adequate for analytical equipment software. 


Software control requirements applicable to both commercial 
and laboratory developed software shall be developed, 
documented, and implemented. 


In addition, procedures for software control shall address the 
security systems for the protection of applicable software. 
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e. For laboratory-developed software, a copy of the original - - | - - - 
program code shall be: 


i. Maintained; z = |e = a 


ii. All changes shall include a description of the change, - - - - - 
authorization for the change; 


iii. Test data that validates the change. - - | - = -= 


f. Software shall be acceptance tested when installed, after - - | - - - 
changes, and periodically during use, as appropriate. 


g. Software testing shall include performing manual - - |- - - 
calculations or checking against another software product 
that has been previously tested, or by analysis of standards. 


h. The version and manufacturer of the software shall be - - - - - 
documented. 


i. Commercially available software may be accepted as - - |- - - 
supplied by the vendor. For vendor supplied instrument 
control/data analysis software, acceptance testing may be 
performed by the laboratory. 


24. Security. - - |- - - 


a. Written facility security procedures during operating and - - |- - - 
nonworking hours. 


b. Roles of personnel in security. : afs : z 


SOP for controlled access areas and personnel who can - - | - - - 
access. 


25. Control of records. = - = 2 = 


a. The laboratory shall establish and maintain procedures for - - |- - - 
identification, collection, indexing, access, filing, storage, 
maintenance and disposal of quality and technical records. 


b. All records shall be legible and shall be stored and retained - - | - - - 
in such a way that they are readily retrievable in facilities 
that provide a suitable environment to prevent damage or 
deterioration and to prevent loss. 


c. Records must be retained for a period of three years. - - |- - - 


d. All records shall be held secure and in confidence. - - - - - 


e. The laboratory shall have procedures to protect and back-up - - | - - - 
records stored electronically and to prevent unauthorized 
access to or amendment of these records. 


f. The laboratory shall retain records of original observations, - - |- - - 
derived data and sufficient information to establish an audit 
trail, calibration records, staff records and a copy of each test 
report or calibration certificate issued, for a defined period. 


g. The records for each test or calibration shall contain - - | - - - 
sufficient information to facilitate, if possible, identification 
of factors affecting the uncertainty and to enable the test or 
calibration to be repeated under conditions as close as 
possible to the original. 


h. The records shall include the identity of personnel - - |- - - 
responsible for the sampling, performance of each test and/or 
calibration and checking of results. 


i. Observations, data and calculations shall be recorded at the - - - - - 
time they are made and shall be identifiable to the specific 
task. 


j. When mistakes occur in records, each mistake shall be lined - - | - - - 
out, not erased or made illegible or deleted, and the correct 
value entered alongside. 
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All such alterations or corrections to records shall be signed 
or initialed and dated by the person making the correction. 


In the case of records stored electronically, equivalent 
measures shall be taken to avoid loss or change of original 
data. 


All entries to hard copy laboratory records shall be made 
using indelible ink. No correction fluid may be used on 
original laboratory data records. 


Laboratories shall establish and maintain a data review 
process beginning at sample receipt and extending through 
the report process. The data review process shall be an 
independent review, conducted by a qualified individual 
other than the analyst. 


The review process shall be documented before data are 
reported. 


26. 


Storage. 


Appropriate and adequate for sample storage over time. The 
laboratory shall monitor, control and record environmental 
conditions as required by the relevant specifications, 
methods and procedures or where they influence the quality 
of the results. Due attention shall be paid, for example, to 
biological sterility, dust, electromagnetic disturbances, 
humidity, electrical supply, temperature, and sound and 
vibration levels, as appropriate to the technical activities 
concerned. 


Adequate storage of chemical reference standards. 


Appropriate storage of any reagents: Fireproof cabinet, 
separate cabinet for storage of any acids. 


Appropriate safe and secure storage of documents etc., 
archiving, retrieval of, maintenance of and security of data 
for a period of three years. 


QA PROGRAM AND TESTING 


Document 
Reference YIN 


NA 


Comments 


27. 


Sampling/sample protocols must be consistent with chapter 
314-55 WAC, written and approved by the laboratory 
director, and must include documented training. 


Demonstrate adequacy of the chain-of-custody, including: 
Tracking upon receipt of sample including all personnel 
handling the sample and documenting condition of the 
sample through a macroscopic and foreign matter inspection. 


Macroscopic and foreign matter inspection - Fit for purpose 
test. Scientifically valid testing methodology: Either AHP 
monograph compliant or other third-party validation. 


Failed inspection of product: Tracking and reporting. 
Return of failed product documentation and tracking. 


Disposal of used/unused samples documentation. 


Sample preparation, extraction and dilution SOP. 


Demonstration of recovery for samples in various matrices 
(SOPs): 


Plant material - Flower; 


Edibles (solid and liquid meant to be consumed orally); 


Topical; 


Concentrates. 


Data protocols. 
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Calculations for quantification of cannabinoid content in 
various matrices - SOPs. 


Determination of the range for reporting the quantity (LOD/ 
LOQ) data review or generation. 


Reporting of data: Certificates of analysis (CA) - Clear and 
standardized format for consumer reporting. 


Each test report shall include at least the following 
information, unless the laboratory has valid reasons for not 
doing so: 


A title (e.g., "Test Report" or "Certificate of Analysis"); 


The name and address of the laboratory, and the location 
where the tests were carried out, if different from the address 
of the laboratory; 


iii. 


Unique identification of the test report certificate (such as the 
serial number), and on each page an identification in order to 
ensure that the page is recognized as a part of the test report 
or calibration certificate, and a clear identification of the end 
of the test report or calibration certificate; 


iv. 


The name and address of the customer; 


Identification of the method used; 


A description of, the condition of, and unambiguous 
identification of the item(s) tested; 


vii. 


The date of receipt of the test item(s) where this is critical to 
the validity and application of the results, and the date(s) of 
performance of the test or calibration; 


viii. 


Reference to the sampling plan and procedures used by the 
laboratory or other bodies where these are relevant to the 
validity or application of the results; 


ix. 


The test results with, where appropriate, the units of 
measurement; 


The name(s), function(s) and signature(s) or equivalent 
identification of person(s) authorizing the test report or 
certificate; and 


xi. 


Where relevant, a statement to the effect that the results 
relate only to the items tested or calibrated. 


Material amendments to a test report or calibration certificate 
after issue shall be made only in the form of a further 
document, or data transfer, which includes the statement: 
"Supplement to Test Report (or Calibration Certificate), 
serial number... (or as otherwise identified)," or an equivalent 
form of wording. 


When it is necessary to issue a complete new test report or 
calibration certificate, this shall be uniquely identified and 
shall contain a reference to the original that it replaces. 


If the laboratory chooses to include a reference to their I-502 
certification on their test report, any test results not covered 
under I-502 certification shall be clearly identified on the 
report. 


Documentation that the value reported in the CA is within 
the range and limitations of the analytical method. 


Documentation that qualitative results (those below the LOQ 
but above the LOD) are reported as "trace," or with a 
nonspecific (numerical) designation. 


Documentation that the methodology has the specificity for 
the degree of quantitation reported. Final reports are not 
quantitative to any tenths or hundredths of a percent. 
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k. Use of appropriate "controls": Documentation of daily use of - - | - - - 
positive and negative controls that challenge the linearity of 
the curve; and/or an appropriate "matrix blank" and control 
with documentation of the performance for each calibration 
run. 


29. Chemical assay procedure/methodology. - - |- - - 


30. Quality Control (QC): - Eailegd g F 


a. Documentation of use of an appropriate internal standard for - - |- - - 
any quantitative measurements as applicable to the method. 


b. Appropriate reference standards for quantification of - - |- - - 
analytes, performing and documenting a calibration curve 
with each analysis. 


i. Reference materials shall, where possible, be traceable to SI - - | - - - 
units of measurement, or to certified reference materials. 
Internal reference materials shall be checked for accuracy as 
far as is technically and economically practicable. 


ii. The laboratory shall create and follow procedures for safe - - | - - - 
handling, transport, storage and use of reference standards 
and reference materials in order to prevent contamination or 
deterioration and in order to protect their integrity. 


iii. Reference materials shall have a certificate of analysis that - - |- - - 
documents traceability to a primary standard or certified 
reference material and associated uncertainty, when possible. 
When applicable, the certificate must document the specific 
NIST SRM® or NMI certified reference material used for 
traceability. 


c. Demonstration of calibration curve r? value of no less than > = ies = = 
0.995 with a minimum of four points which bracket the 
expected sample concentration range. 


i. The calibration curve shall be verified by preparing an - - | - - - 
independently prepared calibration standard (from neat 
materials) or with a standard from an independent source. 
Acceptance criteria for the standard calibration curve and the 
independent calibration verification standard shall be 
documented. 


ii. Instrument calibration/standardization shall be verified each - - |- - - 
24-hour period of use, or at each instrument start-up if the 
instrument is restarted during the 24-hour period, by analysis 
of a continuing calibration verification standard. Acceptance 
criteria shall be documented. 


iii. Calibration or working quantification ranges shall - - |- - - 
encompass the concentrations reported by the laboratory. 
Continuing calibration verification standards and continuing 
calibration blanks shall be analyzed in accordance with the 
specified test methods. Acceptance criteria shall be 
documented. 


d. Assuring the quality of test results. - - |- - - 


i. The laboratory shall have quality control procedures for - - | - - - 
monitoring the validity of tests and calibrations undertaken. 


ii. The resulting data shall be recorded in such a way that trends - - |- - - 
are detectable and, where practicable, statistical techniques 
shall be applied to the reviewing of the results. 


iii. This monitoring shall be planned and reviewed and may - - | - - - 
include, but not be limited to, the following: 


A. Regular use of certified reference materials and/or internal - - | - - - 
quality control using secondary reference materials; 


Certified on 7/13/2022 [ 670 ] WSR Issue 22-14 - Permanent 


Washington State Register, 


Issue 22-14 


WSR 22-14-111 


QA PROGRAM AND TESTING 


Document 
Reference YIN 


NA 


Comments 


Participation in interlaboratory comparison or proficiency- 
testing programs; 


Replicate tests or calibrations using the same or different 
methods; 


Retesting or recalibration of retained items; 


Correlation of results for different characteristics of an item. 


Quality control data shall be analyzed and, where they are 
found to be outside predefined criteria, planned actions shall 
be taken to correct the problem and to prevent incorrect 
results from occurring. 


The laboratory shall determine, where feasible, the accuracy 
and precision of all analyses performed. 


Vi. 


Acceptance limits for each method shall be established based 
on statistical evaluation of the data generated by the analysis 
of quality control check samples, unless specific acceptance 
limits are established by the method. 


vii. 


Control charts or quality control data bases shall be used to 
record quality control data and compare them with 
acceptance limits. 


Procedures shall be used to monitor trends and the validity of 
test results. 


Proficiency. 


Participation in approved PT programs for each field of 
testing. 


Passing PT results for two consecutive PTs. 


Documentation of investigation for all failed PTs. 


Method validation: Scientifically valid testing methodology: 
AHP monograph compliant, other third-party validation or 
the current version of a standard method. The following 
requirements are applied to other third-party validation: 


The laboratory shall validate nonstandard methods, 
laboratory-designed/developed methods, standard methods 
used outside their intended scope, and amplifications and 
modifications of standard methods to confirm that the 
methods are fit for the intended use. 


The validation shall be as extensive as is necessary to meet 
the needs of a given application or field of application. 


The laboratory shall record the results obtained, the 
procedure used for the validation, and a statement as to 
whether the method is fit for the intended use. 


The customer shall be informed as to the method chosen. 


The laboratory shall confirm that it can properly operate 
standard methods before introducing the tests or calibrations. 
If the standard method changes, the confirmation shall be 
repeated. 


Deviation from test and calibration methods shall occur only 
if the deviation has been documented, technically justified, 
authorized, and accepted by the customer. 


Validation shall be documented and include the following 
elements as applicable: 


Minimum acceptance criteria; 


Analyte specificity; 


Linearity; 


Range; 
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v. Accuracy; - A) oe s £ 


vi. Precision; Ş oie i F 


vii. Detection limit; z ee z 


viii. Quantification limit; z ZIRE J : 


ix. Stability of samples and reagents interlaboratory precision; - - | - - - 


x. Analysis robustness; : = ihe 3 7 


xi. Presence of QC samples; = Ees = z 


xii. Use of appropriate internal reference standard; - - | - - - 


xiii. Daily monitoring of the response of the instrument; - Sn] te - - 


h. Validation shall be performed for matrix extensions for each - - |- - - 
type of product tested, including data review of recovery for: 


i. Solvent-based extract; - ca [es z z 


ii. CO7 extraction or other "hash oil"; : ee z : 


iii. Extract made with food grade ethanol; Š is E z 


iv. Extract made with food grade glycerin or propylene glycol; - - | - - - 


v. Infused liquids; $ = : 2 
vi. Infused solids; a anor 5 E 


vii. Infused topical preparations; - =|) p 


viii. Other oils, butter or fats. $ : x f ` 


33. Estimation of uncertainty of measurement. - - |- - E 


a. Testing laboratories shall have and shall apply procedures for - - | - - - 
estimating uncertainty of measurement. The laboratory shall 
at least attempt to identify all the components of uncertainty 
and make a reasonable estimation, and shall ensure that the 
form of reporting of the result does not give a wrong 
impression of the uncertainty. Reasonable estimation shall be 
based on knowledge of the performance of the method and 
on the measurement scope and shall make use of, for 
example, previous experience and validation data. 


b. In those cases where a well-recognized test method specifies - - |- - - 
limits to the values of the major sources of uncertainty of 
measurement and specifies the form of presentation of 
calculated results, the laboratory is considered to have 
satisfied this clause by following the test method and 
reporting instructions. 


c. When estimating the uncertainty of measurement, all - - |- - - 
uncertainty components which are of importance in the given 
situation shall be taken into account using appropriate 
methods of analysis. 


d. Sources contributing to the uncertainty include, but are not - - | - - - 
necessarily limited to, the reference standards and reference 
materials used, methods and equipment used, environmental 
conditions, properties and condition of the item being tested 
or calibrated, and the operator. 


e. Test methods are classified as either qualitative or - - | - - - 
quantitative. Qualitative tests are defined as having 
nonnumerical results. Although estimation of measurement 
uncertainty is not needed for these tests, laboratories are 
expected to have an understanding of the contributors to 
variability of the results. For quantitative tests, laboratories 
shall determine measurement uncertainty using appropriate 
statistical techniques. 
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f. Laboratories shall make independent estimations of - - |- - - 
uncertainty for tests performed on samples with significantly 
different matrices. 


g. Laboratories are required to re-estimate measurement - - | - - - 
uncertainty when changes to their operations are made that 
may affect sources of uncertainty. 


h. When reporting measurement uncertainty, the test report - - |- - - 
shall include the coverage factor and confidence level used 
in the estimations (typically k = approximately 2 at the 95% 
confidence level). 


34. Other methods. t T 2 » a 


a. Validated microbiological methods fit for purpose. - - |- - - 


Microbial contaminants within limits as directed by - - |- - - 
WSLCB. 


c. Moisture content testing fit for purpose. Scientifically valid - - |- - - 
testing methodology: AHP monograph compliant, or other 
third-party validation. 


d. Solvent residuals testing fit for purpose; solvent extracted - - | - - - 
products made with class 3 or other solvents used are not to 
exceed 500 parts per million (PPM) per one gram of solvent 
based product and are to be tested. 


e. Any other QA/QC methods is proven to be fit for purpose. - - |- - - 
35. Laboratory records. - sits - - 


Legible and in ink (or computerized system). - - | - - - 


Signed and dated. = a = 3 


Changes initialed and dated. - Sl 5 2 


ejos 


Evidence of periodic review and signed by a management - - | - - - 
representative. 


36. Preventive/corrective action. - z : : j 


The laboratory shall establish a policy and procedure and - - | - - - 
shall designate appropriate authorities for implementing 
corrective action when nonconforming work or departures 
from the policies and procedures in the management system 
or technical operations are identified. 


a. The procedure for corrective action shall start with an - - | - - - 
investigation to determine the root cause(s) of the problem. 


b. Where corrective action is needed, the laboratory shall - - | - - - 
identify potential corrective actions. It shall select and 
implement the action(s) most likely to eliminate the problem 
and to prevent recurrence. 


c. The laboratory shall document and implement any required - - |- - - 
changes resulting from corrective action investigations. 


d. Any PT round that leads to the nonproficient status of a - - |- - - 
laboratory shall be addressed by the corrective action 
process. 


e. The laboratory shall monitor the results to ensure that the - - |- - - 
corrective actions taken have been effective. 


f. When improvement opportunities are identified or if - - | - - - 
preventive action is required, action plans shall be 
developed, implemented and monitored to reduce the 
likelihood of the occurrence of such nonconformities and to 
take advantage of the opportunities for improvement. 


37. Complaints. - - | - : 2 
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The laboratory shall have a policy and procedure for the 
resolution of complaints received from customers or other 
parties. 


Records shall be maintained of all complaints and of the 
investigations and corrective actions taken by the laboratory. 


Test reports. 


Each test report or calibration certificate shall include at least 
the following information, unless otherwise justified: 


A title (e.g., "Test Report" or "Calibration Certificate"); 


The name and address of the laboratory, and the location 
where the tests and/or calibrations were carried out, if 
different from the address of the laboratory; 


iii. 


Unique identification of the test report or calibration 
certificate (such as the serial number), and on each page an 
identification in order to ensure that the page is recognized 
as a part of the test report or calibration certificate, and a 
clear identification of the end of the test report or calibration 
certificate; 


The name and address of the customer; 


Identification of the method used; 


A description of, the condition of, and unambiguous 
identification of the item(s) tested or calibrated; 


vii. 


The date of receipt of the test or calibration item(s) where 
this is critical to the validity and application of the results, 
and the date(s) of performance of the test or calibration; 


Reference to the sampling plan and procedures used by the 
laboratory or other bodies where these are relevant to the 
validity or application of the results; 


The test or calibration results with, where appropriate, the 
units of measurement; 


The name(s), function(s) and signature(s) or equivalent 
identification of person(s) authorizing the test report or 
calibration certificate; and 


xi. 


Where relevant, a statement to the effect that the results 
relate only to the items tested or calibrated. 


38. 


Periodic management review and internal audit. 


Laboratory management shall annually review its quality 
system and associated procedures to evaluate continued 
adequacy. This review shall be documented. 


Periodically and in accordance with a predetermined 
schedule perform an internal audit of laboratory operations 


to verify compliance to the GLP checklist. 


[ 
3] 
3] 
31 
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WAC 314-55-1035 Laboratory certification—Suspension and revoca- 
tion. (1) The board may summarily suspend or revoke the certification 
of any lab certified under WAC 314-55-0995 for any of the following 
reasons: 

(a) The laboratory owner or science director violates any of the 
requirements of chapter 314-55 WAC relating to the operations of the 
laboratory. 

(b) The laboratory owner or science director aids, abets, or per- 
mits the violation of any provision of chapters 314-55 WAC, 69.50 RCW, 
69.51A RCW, or Title 9 or 9A RCW related to the operations of the lab- 
oratory, or the laboratory owner or science director permits laborato- 
ry staff to do so. 
(c) Evidence the certificate holder or owner made false state- 
ments in any material regard: 

(i) On the application for certification; 

(ii) In submissions to the board relating to receiving or main- 
taining certification; or 
(iii) Regarding any testing performed or results provided to 
WSLCB or the ( (Hae Hrenea)) cannabis licensee by the certificate holder 
or owner pursuant to WAC 314-55-102. 

(d) The laboratory owner or science director is convicted of any 
crime substantially related to the qualifications or duties of that 
owner and related to the functions of the laboratory, including a con- 
viction for falsifying any report of or that relates to a laboratory 
analysis. For purposes of this subsection, a "conviction" means a plea 
or finding of guilt regardless of whether the imposition of sentence 
is deferred or the penalty is suspended. 

(e) The laboratory submits proficiency test sample results gener- 
ated by another laboratory as its own. 
(£) The laboratory staff denies entry to any employee of the 

WSLCB or WSLCB's vendor during normal business hours for an on-site 
assessment or inspection, as required by WAC 314-55-0995, 314-55-102, 
314-55-1025, or 314-55-103. 

(2) (a) The following violations are subject to the penalties as 
provided in (b) of this subsection: 

(i) The laboratory fails to submit an acceptable corrective ac- 
tion report in response to a deficiency report, and failure to imple- 
ment corrective action related to any deficiencies found during a lab- 
oratory assessment. 

(ii) The laboratory fails to report proficiency testing results 
pursuant to WAC 314-55-1025. 

(iii) The laboratory fails to remit certification fees within the 
time limit established by a certifying authority. 

(iv) The laboratory fails to meet recordkeeping requirements as 
required by chapter 314-55 WAC unless the failure to maintain records 
is substantial enough to warrant a suspension or revocation under sub- 
section (1) of this section. 

(b) The penalties for the violations in (a) of this subsection 
are as follows: 

(i) First violation: Ten-day suspension of the lab's certifica- 
tion or until the lab corrects the violation leading to the suspen- 
sion, whichever is longer. 
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(ii) Second violation within a three-year period: Thirty-day sus- 
pension of laboratory certification or until the laboratory corrects 
the violation leading to the suspension, whichever is longer. 

(iii) Third violation within a three-year period: Revocation of 
the lab's certification. 
(3) A certified lab may also be subject to a suspension of cer- 
tification related to proficiency testing requirements under WAC 
314-55-1025. 

(4) A laboratory that has its certification suspended or revoked 
under this section may request an administrative hearing to contest 
the suspension or revocation as provided in chapter 34.05 RCW. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 17-12-032, S$ 
314-55-1035, filed 5/31/17, effective 8/31/17.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-104 ((Marijuarna)) Cannabis processor license extrac- 
tion requirements. (1) Processors are limited to the methods, equip- 
ment, solvents, gases, and mediums detailed in this section when cre- 
ating ( (mar Hena)) cannabis extracts. 

(2) Processors may use the hydrocarbons N-butane, isobutane, pro- 
pane, or heptane. These solvents must be of at least ((mhrety-riee)) 
99 percent purity and a processor must use them in a professional 
grade closed loop extraction system designed to recover the solvents, 
work in an environment with proper ventilation, controlling all sour- 
ces of ignition where a flammable atmosphere is or may be present. 

(3) Processors may use a professional grade closed loop CO» gas 
extraction system wher very vessel is rated to a minimum of ( (s+ 
Rhundeed)) 600 pounds per square inch. The CO» must be of at least 
( (RiRetEY-Aime)) 99 percent purity. 

(4) Closed loop systems for hydrocarbon or CO extraction systems 
must be commercially manufactured and bear a permanently affixed and 
visible serial number. 

(5) Certification from a licensed engineer must be provided to 
the WSLCB for professional grade closed loop systems used by process- 
ors to certify that the system was commercially manufactured, safe for 
its intended use, and built to codes of recognized and generally ac- 
pP 
C 


cepted good engineering practices, such as: 

(a) The American Society of Mechanical Engineers (ASME); 

(b) American National Standards Institute (ANSI); 

(c) Underwriters Laboratories (UL); or 

(d) The American Society for Testing and Materials (ASTM). 

(6) The certification document must contain the signature and 
stamp of a professional engineer and the serial number of the ex-trac- 
tion unit being certified. 

(7) Professional grade closed loop systems, and other equipment 
used must be approved for specific use or the technical report must be 
approved by the state building code officials prior to use per WAC 
51-54A-3800. 

(8) Professional closed loop systems, other equipment used, the 
extraction operation, and facilities must be approved for their use by 


m 
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the local fire code official and meet any required fire, safety, and 
building code requirements specified in: 

(a) Title 296 WAC; 
b) Chapters 51-51 and 51-54A WAC; 


( 

(c) National Fire Protection Association (NFPA) standards; 

(d) International Building Code (IBC); 

(e) International Fire Code (IFC); and 

(£) Other applicable standards including following all applicable 
fire, safety, and building codes in processing and the handling and 


storage of the solvent or gas. 

(9) Processors may use heat, screens, presses, steam distilla- 
tion, ice water, and other methods without employing solvents or gases 
to create kief, hashish, bubble hash, or infused dairy butter, or oils 
or fats derived from natural sources, and other extracts. 
10) Under WAC 314-55-077, infused dairy butter and oils or fats 
derived from natural sources may be used to prepare infused edible 
products, but they may not be prepared as stand-alone edible products 
for sale. 
(11) Processors may use food grade glycerin, ethanol, and propy- 
lene glycol solvents to create extracts. All ethanol must be removed 
from the extract in a manner to recapture the solvent and ensure that 
it is not vented into the atmosphere. 
(12) Processors creating ( (Re*eijvera)) cannabis extracts must de- 
velop standard operating procedures, good manufacturing practices, and 
a training plan prior to producing extracts for the marketplace. Any 
person using solvents or gases in a closed looped system to create 
( (marene) ) cannabis extracts must be fully trained on how to use 
the system, have direct access to applicable material safety data 
sheets and handle and store the solvents and gases safely. 

(13) Parts per million for one gram of finished extract cannot 
exceed residual solvent or gas levels provided in WAC 314-55-102. 


~ 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 

69. 50.369. WSR 18-22-055, § 314-55-104, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, S 314-55-104, filed 5/18/16, effective 6/18/16; WSR 
15-11-107, © 314-55-104, filed 5/20/15, effective 6/20/15; WSR 
14-10-044, § 314-55-104, filed 4/30/14, effective 5/31/14. Statutory 
Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
3-21-104, $ 314-55-104, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 20-01-172, filed 12/18/19, effective 
1/1/20) 


WAC 314-55-105 ( (Marijuana)) Cannabis product packaging and la- 
beling. (1) The following definitions apply to this section, unless 
the context clearly indicates otherwise: 

(a) "Cartoon" means any drawing or other depiction of an object, 
person, animal, creature, or any similar caricature that meets any of 
the following criteria: 

(i) The use of comically exaggerated features; 

(ii) The attribution of human characteristics to animals, plants, 
or other objects; 

(iii) The attribution of animal, plant, or other object charac- 
teristics to humans; 
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(iv) The attribution of unnatural or extra-human abilities. 
(b) "Child resistant packaging" means packaging that is used to 


reduce the 


risk of poisoning in persons under the age of ( (wernt; 


ene)) 21 through the ingestion of potentially hazardous items includ- 


ing, but no 


t limited to, ( (masei}eere)) cannabis concentrates, useable 


( (marene) ) cannabis, and ( (Ma*eijterne-ifused)) cannabis-infused 


specially appealing to persons under the age of ((twerty— 


ene)) 21" means a product or label that includes, but is not limited 


(i) The use of cartoons; 
(ii) Bubble-type or other cartoon-like font; 


products. 

(c) "E 
EO: 

(iii) 
sumer produ 
ene)) 21; 

(iv) S 


products to 


(v) Images of persons under the age of ( (4wenty-erne)) 21; or 


(vi) S 


A design, brand, or name that resembles a noncannabis con- 


ct that is marketed to persons under the age of ((twerty— 


ymbols or celebrities that are commonly used to market 
persons under the age of ((twerty—efe)) 21; 


imilarities to products or words that refer to products 


that are commonly associated or marketed to persons under the age of 


( (tmrenrty—ere)) 21. 


(a) "( 
ing wholly 


(Masijverne)) Cannabis concentrates" means products consist- 
or in part of the resin extracted from any part of the 


plant Cannabis and having a THC concentration greater than ((#e")) 10 


percent, co 
(e) "( 


nsistent with RCW 69.50.101 (z). 
(Marijane) ) Cannabis edible" means a ((marbhjranae—ihfesed)) 


cannabis-infused product as defined in RCW 69.50.101(ff). 


(£) "( 


(Marijane) ) Cannabis topical" or "topical" means any prod- 


uct containing parts of the cannabis plant that is intended for appli- 
cation to the body's surface including, but not limited to, lotions, 


ointments, 
inhalation, 


salves, gels, or cream that are not intended for ingestion, 
or insertion by humans or animals. 


(g9) "Structure and function claims" mean a description of the 


role of a ( 


(mMa‘ijverne)) cannabis product intended to affect normal 


structure and function in humans, characterized by the means by which 
a ( (ma*etij+tena)) cannabis product acts to maintain such structure or 
function, or describe the general well-being from consumption of a 
( (marene) ) cannabis product, consistent with the guidance provided 
in -21-UvS eC. Sees .243:(6)-s 

(h) "Useable ( (ma*eijvere)) cannabis" means dried ( (ma*‘i ere) ) 


cannabis fl 


owers consistent with RCW 69.50.101(ww). The term "useable 


( (MaK‘ijpteAe)) cannabis" does not include either ( (Ma*ei jp renc-imfused) ) 
cannabis-infused products or ( (masei}eere)) cannabis concentrates. 


(2) ((Marasjuana)) Cannabis concentrates. The following standards 
apply to all packaging and labeling of ( (Ma*ei+}eere)) cannabis concen- 


trates: 


(a) Containers or packaging containing ( (mMa*ei}eere)) cannabis 


concentrates must protect the product from contamination. Containers 


or packagin 


( (marmre) ) cannabis concentrate. 


g must not impart any toxic or harmful substance to the 


(b) ( (Masetjeearne)) Cannabis concentrates must be packaged: 


(i) In 


1700, Poison Prevention Packaging Act; or 


(ii) I 


child resistant packaging consistent with 16 C.F.R. Part 


n plastic that is two mil or greater in thickness, heat 


sealed with 


out an easy-open tab, dimple, corner, or flap that will 


protect persons under the age of ( (#wenty-ene)) 21 from accidental ex- 


posure to ( 


(HaKijtena)) cannabis concentrates. 
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(c) ( (Masetijtena)) Cannabis concentrates must not be labeled as 
organic unless permitted by the U.S. Department of Agriculture consis- 
tent with the Organic Foods Production Act. 

(d) ( (Mavetjeearne)) Cannabis concentrate labels must comply with 
the version of NIST Handbook 130, Uniform Packaging and Labeling regu- 
lation adopted in chapter 16-662 WAC. 

(e) ( (Maseijearne)) Cannabis concentrate labels must clearly and 
visibly provide all of the following information: 

(i) The business or trade name and the nine digit Washington 
state unified business identifier (UBI) number of the ( (mariana) ) 
cannabis producer and processor; 

(ii) The lot number of the product (the unique identifier number 
generated by the board's traceability system). This must be the same 
number that appears on the transport manifest; 

(iii) The net weight in ounces and grams or volume as applicable; 

(iv) Total THC (delta-9-tetrahydrocannabinol) meaning the concen- 
tration of THC and THCA, total CBD (cannabidiol) meaning the concen- 
tration of CBDA and CBD, using the formulas referenced in WAC 
314-55-102; 

(v) Medically and scientifically accurate and reliable informa- 
tion about the health and safety risks posed by ( (mest }eera)) cannabis 
use; 


(vi) If solvents were used to create concentrate or extract, a 
statement that discloses the type of extraction method, including in 
solvents or gases used to create the concentrate; and 

(vii) A complete list of any other chemicals, compounds, addi- 
tives, thickening agents, terpenes, or other substances used to pro- 
duce or added to the concentrate or extract at any point during pro- 
duction. A copy of the complete list of chemicals, compounds, addi- 
tives, thickening agents, terpenes, or other substances must be kept 


and maintained at the facility in which the ( (meeijeerna)) cannabis 
concentrates are processed. 

(£) ( (Masetjearne)) Cannabis concentrate labels may not contain any 
statement, depiction, or illustration that: 


(i) Is false or misleading, consistent with guidance provided in 
21 C.F.R. Sec. 101.18(a); 

(ii) Promotes over consumption; 

(iii) Represents that the use of ( (Ma*eijeere)) cannabis has cura- 
tive or therapeutic effects; 


(iv) Depicts a person under the age of ( (4wernty-erne)) 21 consum- 
ing ( (meseifeena)) cannabis; or 

(v) Is especially appealing to persons under ( (4wenty-ene)) 21 
years of age as defined in subsection (1) (c) of this section. 


(g) The following statements must be included on all ( (mea*e#He- 
Re)) cannabis concentrate labels: 

(i) "Warning - May be habit forming;" 

(ii) “Unlawful outside Washington State;" 

(iii) "It is illegal to operate a motor vehicle while under th 
influence of ( (Masi }rere)) cannabis;" 

(iv) The ( (mast }ere)) cannabis universal symbol as provided in 
WAC 314-55-106; and 

(v) "Smoking is hazardous to your health." 

(h) Product labeling for ( (Hae Hrene)) cannabis concentrates 
identified as compliant ( (me*ei+eerea)) cannabis product under RCW 
69.50.375(4) and chapter 246-70 WAC may include: 

(i) A structure or function claim describing the intended role of 
the product to maintain the structure or any function of the body; or 
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( (Raetjtrana)) cannabis 


Containers or packaging must not impart any toxic or harmful substance 


to the ( (maseiHena)) cannabis edibles in solid form. 

(b) ( (MasiHrerne)) Cannabis edibles in solid form must be pack- 
aged: 

(i) In child resistant packaging consistent with 16 C.F.R. Part 
1700, Poison Prevention Packaging Act; or 

(ii) In plastic that is two mil or greater in thickness, heat 


posure to 


sealed without an easy-open tab, dimple, corner, or flap that will 
protect persons under the age of ( (#wernty-erne)) 21 from accidental ex- 
( (RMaeipere)) cannabis edibles in solid form. 
(c) ( (Mavetjrarna-infused)) Cannabis-infused edibles in solid form, 


such as capsules, 
on a case-by-case basis may be packaged loose] 


lozenges, 


and similar p 


roducts approved by the board 
y within a resealing 


outer package that is child resistant in accordance with Title 16 


Ce Bois 
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(v) Total THC (delta-9-tetrahydrocannabinol) meaning the concen- 
tration of THC and THCA, total CBD (cannabidiol) meaning the concen- 
tration of CBDA and CBD, using the formulas referenced in WAC 
314-55-102; 

(vi) Medically and scientifically accurate and reliable informa- 
tion about the health and safety risks posed by ( (mae }iere)) cannabis 
use; 


(vii) A list of ingredients in descending order of predominance 
by weight or volume as applicable and a list of major food allergens 
as defined in the Food Allergen Labeling and Consumer Protection Act 
of 2004; 

(viii) If solvents were used, a statement that discloses the typ 
of extraction method, including any solvents, gases, or other chemi- 
cals or compounds used to produce or that were added to the extract. 

(g) Labels for ( (Rae Hrena)) cannabis edibles in solid form may 
not contain any statement, depiction, or illustration that: 

(i) Is false or misleading, consistent with guidance provided in 
21 C.F.R. Sec. 101.18(a); 

(ii) Promotes over consumption; 

(iii) Represents that the use of ( (mMa*eijeere)) cannabis has cura- 
tive or therapeutic effects; 

(iv) Depicts a person under the age of ( (4wernty-erne)) 21 consum- 
ing ((measi+rere)) cannabis, or is especially appealing to persons un- 
der ((#wenty-ene)) 21 years of age as defined in subsection (1) (c) of 
this section. 

(h) The following warning statements must be included on all la- 
bels for all ( (me*eiHrere)) cannabis edibles in solid form. The follow- 
ing warning statements must be legible, unobscured, and visible to the 
consumer: 

(i) "Warning - May be habit forming;" 

(ii) “Unlawful outside Washington State;" 

(iii) "It is illegal to operate a motor vehicle under the influ- 
ence of ( (Ra*eijtera)) cannabis;" 

(iv) The ( (mast }ese)) cannabis universal symbol as provided in 
WAC 314-55-106; and 

(v) "Caution: Intoxicating effects may be delayed by 2+ hours." 

(i) Product labeling for ( (Reset Hera)) cannabis edibles in solid 
form identified as compliant ( (me*eijuerea)) cannabis product under RCW 
69.50.375(4) and chapter 246-70 WAC may include: 

(i) A structure or function claim describing the intended role of 
the product to maintain the structure or any function of the body; or 

(ii) Characterization of the documented mechanism by which the 
product acts to maintain such structure or function, provided that the 
claim is truthful and not misleading. 

(iii) Any statement made under this subsection may not claim to 
diagnose, mitigate, treat, cure, or prevent any disease. 

(Jj) Where there is one statement made under (i) of this subsec- 
tion, or there is a warning describing the psychoactive effects of the 
( (Ma‘iptere)) cannabis product, provided it is not false or mislead- 
ing, the disclaimer must state, "This statement has not been evaluated 
by the State of Washington. This product is not intended to diagnose, 
treat, cure, or prevent any disease." 

(k) Where there is more than one statement made under (h) of this 
subsection, or there is a warning describing the psychoactive effects 
of the ( (mHasei+Hrena)) cannabis product, provided they are not false or 
misleading, the disclaimer must state, "These statements have not been 
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evaluated by the State of Washington. This product is not intended to 
diagnose, treat, cure, or prevent any disease." 

(4) ((Marasjuana)) Cannabis edibles in liquid form. The following 
standards apply to all packaging and labeling of ( (Meeijuerea)) canna- 
bis edibles in liquid form: 

(a) Containers or packaging containing ( (marhHj}eare)) cannabis 
edibles in liquid form must protect the product from contamination. 
Containers or packaging must not impart any toxic or harmful substance 
to the ( (maseiuerne)) cannabis edibles in liquid form. 

(b) ( (Masisieane)) Cannabis edibles in liquid form must be pack- 


aged: 


(i) In child resistant packaging consistent with 16 C.F.R. Part 
1700, Poison Prevention Packaging Act; or 

(ii) In plastic that is two mil or greater in thickness, heat 
sealed without an easy-open tab, dimple, corner, or flap that will 
protect persons under the age of ( (4wenty-ene)) 21 from accidental ex- 
posure to ( (masi}eeare)) cannabis edibles in liquid form. 

(iii) ( (Meeijeuera)) Cannabis edibles in liquid form that include 
more than one serving must be packaged with a resealable closure or 
cap. ((Merijvere)) Cannabis edibles in liquid form must include a 
measuring device such as a measuring cup or dropper. Hash marks on the 
bottle or package qualify as a measuring device. 

(c) ( (Mesijeerne)) Cannabis edibles in liquid form must not be la- 
beled as organic unless permitted by the U.S. Department of Agricul- 
ture consistent with the Organic Foods Production Act. 

(da) Labels for ( (Hae }Hrena)) cannabis edibles in liquid form must 
comply with the version of NIST Handbook 130, Uniform Packaging and 
Labeling regulation adopted in chapter 16-662 WAC. 

(e) Labels for ( (Rasei}rena)) cannabis edibles in liquid form must 
clearly and visibly provide all of the following information: 

(i) The business or trade name and the nine digit Washington 
state unified business identifier (UBI) number of the licensees that 
produced and processed the ( (mesijere)) cannabis or ( (marhara) ) 
cannabis products; 

(ii) The lot number of the product (the unique identifier number 
generated by the board's traceability system). This must be the same 
number that appears on the transport manifest; 

(iii) The serving size and the number of servings contained with- 
in the unit. If more than one serving is in a package, the label must 
prominently display the serving size, the number of servings in the 
package and the amount of product per serving; 

(iv) Net weight in ounces and grams or volume as applicable; 

(v) Total THC (delta-9-tetrahydrocannabinol) meaning the concen- 
tration of THC and THCA, total CBD (cannabidiol) meaning the concen- 
tration of CBDA and CBD, using the formulas referenced in WAC 
314-55-102; 

(vi) Medically and scientifically accurate and reliable informa- 
tion about the health and safety risks posed by ( (mest }eerea)) cannabis 
use; 


(vil) A list of all ingredients in descending order of predomi- 
nance by weight or volume as applicable and a list of major food al- 
lergens as defined in the Food Allergen Labeling and Protections Act 
of 2004; 

(viii) If solvents were used, a statement that discloses the typ 
of extraction method, including any solvents, gases, or other chemi- 
cals or compounds used to produce or added to the extract. 
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misleading, the disclaimer must state, "These statements have not been 
evaluated by the State of Washington. This product is not intended to 
diagnose, treat, cure, or prevent any disease." 

(6) ((Marasjuana)) Cannabis mix. ( (Maseijvere)) Cannabis mix is de- 
fined in WAC 314-55-010(22) as an intermediate lot that contains mul- 
tiple strains of useable ( (Mari Hiere)) cannabis and is chopped or 
ground so no particles are greater than 3 mm. The following standards 
apply to all packaging and labeling of ( (Ma*eijeere)) cannabis mix: 

(a) Containers or packaging containing ( (marhjeeare)) cannabis mix 
must protect the product from contamination. Containers or packaging 
must not impart any toxic or harmful substance to the ( (ma*ri Here) ) 
cannabis mix. 

(b) ( (Masijverne)) Cannabis mix must not be labeled as organic un- 
less permitted by the U.S. Department of Agriculture consistent with 
the Organic Foods Production Act. 

(c) ( (Mast jeerne)) Cannabis mix must comply with the version of 
NIST Handbook 130, Uniform Packaging and Labeling regulation adopted 
in chapter 16-662 WAC. 
(d) Labels for ( (ma*eiRere)) cannabis mix must clearly and visi- 
bly provide all of the following information: 

(i) The business or trade name and the nine digit Washington 
state unified business identifier (UBI) number of the licensees that 
produced and processed the ( (ma¥ei}verne)) cannabis or ( (Reet Hene) ) 
cannabis products; 

(ii) The lot number of the product (the unique identifier number 
generated by the board's traceability system). This must be the same 
number that appears on the transport manifest; 

(iii) Net weight in ounces and grams or volume as applicable; 

(iv) Total THC (delta-9-tetrahydrocannabinol) meaning the concen- 
tration of THC and THCA, total CBD (cannabidiol) meaning the concen- 
tration of CBDA and CBD, using the formulas referenced in WAC 
314-55-102; 

(v) Medically and scientifically accurate and reliable informa- 
tion about the health and safety risks posed by ( (mave+}iere)) cannabis 
use; 


(vi) If solvents were used, a statement that discloses the typ 
of extraction method, including any solvents, gases, or other chemi- 
cals or compounds used to produce or added to the extract; 

(vii) Any other chemicals or compounds used to produce or were 
added to the concentrate or extract. 

(e) Labels for ( (Haei}Hena)) cannabis mix form may not contain 
any statement, depiction, or illustration that: 

(i) Is false or misleading, consistent with guidance provided in 
21 C.F.R. Sec. 101.18(a); 

(ii) Promotes over consumption; 

(iii) Represents the use of ( (Ma*eitjeere)) cannabis has curative 
or therapeutic effects; 

(iv) Depicts a person under the age of ( (4wernty-erne)) 21 consum- 
ing ((measijeere)) cannabis, or is especially appealing to persons un- 
der ((wenty-erne)) 21 years of age as defined in subsection (1) (c) of 
this section. 

(£) The following warning statements must be included on all la- 
bels for all ( (me*si+}rere)) cannabis mix. The following warning state- 
ments must legible, unobscured, and visible to the consumer: 

(i) "Warning - May be habit forming;" 

(ii) “Unlawful outside Washington State;" 
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(iii) "It is illegal to operate a motor vehicle under the influ- 
ence of ( (Re*eijvera)) cannabis;" 

(iv) The ( (maei+eerne)) cannabis universal symbol as provided in 
WAC 314-55-106; and 

(v) "Smoking is hazardous to your health." 

(g) Product labeling for ( (Rae }Hrenea)) cannabis mix identified as 
compliant ( (ma*eijtere)) cannabis product under RCW 69.50.375(4) and 
chapter 246-70 WAC may include: 

(i) A structure or function claim describing the intended role of 
the product to maintain the structure or any function of the body; or 

(ii) Characterization of the documented mechanism by which the 
product acts to maintain such structure or function, provided that the 
claim is truthful and not misleading. 

(iii) Any statement made under this subsection may not claim to 
diagnose, mitigate, treat, cure, or prevent any disease. 

(h) Where there is one statement made under (g) of this subsec- 
tion, or there is a warning describing the psychoactive effects of the 
( (marene) ) cannabis product, provided it is not false or mislead- 
ing, the disclaimer must state, "This statement has not been evaluated 
by the State of Washington. This product is not intended to diagnose, 
treat, cure, or prevent any disease." 

(i) Where there is more than one statement made under (g) of this 
subsection, or there is a warning describing the psychoactive effects 
of the ( (mast }iere)) cannabis product, provided they are not false or 
misleading, the disclaimer must state, "These statements have not been 
evaluated by the State of Washington. This product is not intended to 
diagnose, treat, cure, or prevent any disease." 

(7) ((Maxasuana)) Cannabis topicals. The following standards ap- 
ply to all packaging and labeling of ( (Ma¥*¥i+eerne)) cannabis topicals: 

(a) Containers or packaging containing a ( (mest }eerea)) cannabis 
topical must protect the product from contamination. Containers or 
packaging must not impart any toxic or harmful substance to the ( (mes- 
ijterne)) cannabis topical. 
(b) ( (Maseijearne)) Cannabis topicals must not be labeled as organ- 
ic unless permitted by the U.S. Department of Agriculture consistent 
with the Organic Foods Production Act. 
(c) ( (Mast jeerne)) Cannabis topicals must comply with the version 
of NIST Handbook 130, Uniform Packaging and Labeling regulation adop- 
ted in chapter 16-662 WAC. 

(d) Labels for ( (Mavi Rere)) cannabis topicals must clearly and 
visibly provide all of the following information: 

(i) The business or trade name and the nine digit Washington 
state unified business identifier (UBI) number of the licensees that 
produced and processed the ( (mesi+rere)) cannabis or ( (meei Hee) ) 
cannabis products; 

(ii) The lot number of the product (the unique identifier number 
generated by the board's traceability system). This must be the same 
number that appears on the transport manifest; 

(iii) The label must prominently display the net weight in ounces 
and grams or volume as applicable, and may not exceed serving and 
transaction limits as described in WAC 314-55-095; 

(iv) Total THC (delta-9-tetrahydrocannabinol) meaning the concen- 
tration of THC and THCA, total CBD (cannabidiol) meaning the concen- 
tration of CBDA and CBD, using the formulas referenced in WAC 
314-55-102; 
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useable ( (measeijuera)) cannabis or the base ( (Me*ei+eera)) cannabis used 
to create the concentrate or the extract added to infused products; 

(b) A list disclosing all of the chemicals, compounds, additives, 
thickening agents, terpenes, or other substances added to any ( (ma*i- 

sjtenea)) cannabis concentrate during or after production. 
(10) Upon request materials. A consumer may request the name of 
the certified lab and quality assurance test results for any ( (mar 
suane)) cannabis or ( (mMa*eijeere)) cannabis product. A retailer must 

provide the information upon request. 


[Statutory Authority: RCW 69.50.342, 69.50.345 and 2019 c 393. WSR 
20-01-172, § 314-55-105, filed 12/18/19, effective 1/1/20. Statutory 
Authority: RCW 69.50.342, 69.50.345 and 2018 c 43 s 1. WSR 18-11-005, 
§ 314-55-105, filed 5/2/18, effective 1/1/19. Statutory Authority: RCW 
69.50.342 and 69.50.345. WSR 16-11-110, § 314-55-105, filed 5/18/16, 
effective 6/18/16; WSR 15-11-107, § 314-55-105, filed 5/20/15, effec- 
tive 6/20/15; WSR 14-10-044, § 314-55-105, filed 4/30/14, effective 
5/31/14. Statutory Authority: RCW 69.50.325, 69.50.331, 69.50.342, 
69.50.345. WSR 13-21-104, § 314-55-105, filed 10/21/13, effective 
VIZAZI TI] 


AMENDATORY SECTION (Amending WSR 21-05-075, filed 2/17/21, effective 
3/20/21) 


WAC 314-55-1055 Ingredient disclosure. (1) All licensed ( (mexi-— 
jaane) ) cannabis processors and producers must disclose all ingredi- 
ents used in the production of ((marHjeera)) cannabis concentrates for 
inhalation and ( (marhjraone—irfeseg)) cannabis-infused extracts for in- 
halation. 

(2) All chemicals, compounds, additives, preservatives, thicken- 
ing agents, terpenes, and other substances used at any point in the 
production or processing of ((mearhjeere)) cannabis concentrates for 
inhalation or ( (ma‘ipHiena-infiused)) cannabis-infused extracts for in- 
halation, regardless of source or origin, must be disclosed to the 
board as follows: 

(a) On a form provided by the board and stored by the licensee, 
either electronically or in hard copy, and made available for inspec- 
tion if requested by an employee of the board; and 
(b) In a manner directed by the board including, but not limited 
to, submission to an email address or other online platform provided 
and maintained by the board. 

(3) The complete list of all chemicals, compounds, additives, 
preservatives, thickening agents, terpenes, and other substances used 
at any point in the production or processing of ( (masei}eere)) cannabis 
concentrates for inhalation or ( (Ma*eipeene-infused)) cannabis-infused 
extracts for inhalation, regardless of source or origin, that is re- 
quired under subsection (2) of this section must be kept and main- 
tained, consistent with recordkeeping requirements described in WAC 
314-55-087, at the facility in which the products are processed. The 
list must be updated whenever there is any change in product composi- 
tion. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 21-05-075, § 
314-55-1055, filed 2/17/21, effective 3/20/21.) 
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(3) For the purposes of this section, "principal display panel" 
means the portion(s) of the surface of the immediate container, or of 
any outer container or wrapping, which bear(s) the labeling designed 
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to be most prominently displayed, shown, presented, or examined under 
conditions of retail sale. "Immediate container" means the external 
container holding the ( (mae+}eera)) cannabis product. 


[Statutory Authority: RCW 69.50.342, 69.50.345 and 2018 c 43 s 1. WSR 
18-11-005, § 314-55-106, filed 5/2/18, effective 1/1/19. Statutory Au- 
thority: RCW 69.50.342 and 69.50.345. WSR 16-23-089, § 314-55-106, 
filed 11/16/16, effective 2/14/17.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-107 ( (Marijuana)) Cannabis product compliance. A 
( (marene) ) cannabis compliant product must meet all requirements in 
the department of health rules found in chapter 246-70 WAC in addition 
to all WSLCB requirements found in chapter 314-55 WAC. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, +s 
314-55-107, filed 5/18/16, effective 6/18/16. ] 


AMENDATORY SECTION (Amending WSR 18-22-056, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-109 Cannabinoid additives—Requirements, restric- 
tions, and quality assurance testing. (1) As provided in RCW 
69.50.326 Licensed ( (ma*‘ijterne)) cannabis producers and licensed 
( (marane) ) cannabis processors may use a cannabidiol (CBD) product 
obtained from a source not licensed under this chapter, provided the 
CBD product: 

(a) Has a THC level of 0.3 percent or less; and 

(b) Has been tested for contaminants and toxins by a testing lab- 
oratory accredited under this chapter and in accordance with testing 
standards established in this section. 

(2) Licensed ( (ma*eijtere)) cannabis producers and licensed ( (mae= 
ijterne)) cannabis processors may use a CBD product obtained from a 
source not licensed under this chapter and chapter 69.50 RCW as an ad- 
ditive for the purpose of enhancing the CBD concentration of any prod- 
uct authorized for production, processing, and sale under this chap- 
ter. However, useable ( (mari Hiere)) cannabis, except ( (mMe*ei Here) ) 
cannabis that is an intermediate product that will be converted into a 
( (Ha‘ijrena-infused)) cannabis-infused product or a ( (me*ei}eere)) can- 
nabis concentrate, may not be treated or otherwise adulterated in any 
way including the addition of a CBD product consistent with the rules 
of this chapter. Except as allowed under this section, CBD product ad- 
ditives must be lawfully produced by, or purchased from, a producer or 
processor licensed under this chapter. The testing requirements for 
CBD products derived from ( (Hae }rena)) cannabis produced by ( (mas 
sjtena)) cannabis licensees are provided in WAC 314-55-102. The testing 
requirements in this section are required in addition to quality as- 
surance testing otherwise required under this chapter for ( (Resi Hre- 
Ha)) cannabis products. 
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(A) The unique identifier for the product generated by the state 
traceability system; 

(B) The name of the certified lab receiving the sample; 

(C) The license number and business or trade name of the licensee 


sending the sample; 
(D) The date the sample was collected; and 

(E) The weight of the sample. 

(vi) Certified labs may retrieve samples from a ( (mast Here) ) 
cannabis licensee's licensed premises and transport the sample(s) di- 
rectly to the lab. Certified labs may also return any unused portion 
of the sample(s). 

(b) Required fields of testing. 

(i) Potency testing. Potency testing is required to confirm the 
product is less than 0.3 percent THC, contains detectable levels of 
CBD, and to determine the levels of THC, THC-A, CBD, and CBD-A in the 
product. Synthetic cannabinoids as defined in RCW 69.50.204 are pro- 
hibited under RCW 69.50.401 and any test result that suggests the 
presence of a synthetic cannabinoid must be immediately reported to 
the WSLCB. 

(A) Certified labs must test and report the following cannabi- 
noids to the WSLCB in the state traceability system when testing for 
potency: 

(I) THCA; 
I) THG} 
III) Total THC; 
) CBDA; 


V) CBD; and 
VI) Total CBD. 
B 


) Calculating total THC and total CBD. 

(I) Total THC must be calculated as follows, where M is the mass 
or mass fraction of delta-9 THC or delta-9 THCA: M total delta-9 THC = 
M delta-9 THC + (0.877 x M delta-9 THCA). 
(II) Total CBD must be calculated as follows, where M is the mass 
or mass fraction of CBD and CBDA: M total CBD = M CBD + (0.877 xM 
CBDA). 

(C) Regardless of analytical equipment or methodology used for 
testing, certified labs must accurately measure and report the acidic 
(THCA and CBDA) and neutral (THC and CBD) forms of the cannabinoids. 
(D) The following potency results fail quality assurance testing 
for the purposes of this section and the sample and corresponding 
product from which the sample was deducted must be disposed of consis- 
tent with this section and WAC 314-55-097: 

(I) The CBD product tests above 0.3 percent THC; 

(II) The CBD product does not contain any detectable amounts of 
CBD or CBD-A; and 
(III) The sample test results indicate that a substance is 
present that is not THC, CBD, or inert substance which the THC or CBD 
is dissolved into. 

(ii) Pesticide screening. 

(A) Certified third-party labs must screen for any pesticides 
that are not allowed and are designated as having the potential for 
misuse on a list created, maintained, and periodically updated by the 
department of health in consultation with the Washington state depart- 
ment of agriculture and the WSLCB. 

(B) If the WSLCB, WSDA, other design of the WSLCB, or certified 
lab identifies a pesticide that is not allowed for use or application 
on ( (marere) ) cannabis under this chapter and is above the action 
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Solvent ppm 
Propane 5,000 
Toluene 890 
Xylene* 2,170 


(v) Microbiological screening. The samp] 
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AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-115 What method of payment can a ( (marijuana)) canna- 
bis licensee use to purchase ((marijvana)) cannabis? A ( (marijuana) ) 
cannabis licensee must pay cash for ( (ma*eiHrene)) cannabis prior to or 
at the time of delivery. The WSLCB will recognize the following forms 
of payment as cash payment for the purpose of this section. 

(1) Checks. 

(2) Credit/debit cards, under the following provisions: 

(a) The credit or debit card transaction agreement must be volun- 
tary on the part of both licensees, and there must be no discrimina- 
tion for nonparticipation in credit or debit card transactions. 

(b) A sale must be initiated by an irrevocable invoice or sale 
order before or at the time of delivery. 

(c) Both parties must bear their respective banking costs or oth- 
er costs associated with the credit or debit card service. 

(d) Both parties must maintain records of transactions and have 
the records readily available for the WSLCB review. 

(e) The credit or debit card charge must be initiated by the 
( (marene) ) cannabis licensee no later than the first business day 
following delivery. 

(3) Electronic funds transfer (EFT), under the following provi- 
sions: 

(a) The EFT agreement must be voluntary on the part of both the 
licensees, and there must be no discrimination for nonparticipation in 
EFT. 


(b) Prior to any EFT transaction, the ( (maseij}eere)) cannabis li- 
censee must enter into a written agreement specifying the terms and 
conditions for EFT as payment for ( (ma*ei}eere)) cannabis. 

(c) A sale must be initiated by an irrevocable invoice or sale 
order before or at the time of delivery. 

(d) Both parties must bear their respective banking costs or oth- 
er costs associated with EFT service. 

(e) Both parties must maintain records of transactions and have 
the records readily available for the WSLCB review. 

(£) The electronic funds transfer must be initiated by the ( (mase- 
tprefe)) cannabis licensee no later than the first business day fol- 
lowing delivery and must be paid as promptly as is reasonably practi- 
cal, and in no event later than five business days following delivery. 
Any attempt by a ( (ma¥ei}eere)) cannabis licensee to delay payment on 
EFT transactions for any period of time beyond the minimum as is rea- 
sonably practical will be considered an unlawful attempt to purchase 
products on credit. 

(4) Prepaid accounts. Both parties must keep accurate accounting 
records of prepaid accounts to ensure a cash deposit is not overexten- 
ded, which is considered an extension of credit. 

(5) Transactions using a money transmitter, under the following 
provisions: 

(a) The money transmitter must be licensed by and in good stand- 
ing with the Washington state department of financial institutions. 

(b) A sale must be initiated by an irrevocable invoice or sale 
order before or at the time of delivery. 

(c) Both parties must bear their respective costs associated with 
the money transmitter service. 
(d) Both parties must maintain records of transactions and have 
the records readily available for the WSLCB to review. 
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(e) The funds transfer through the money transmitter must be ini- 
tiated by the ( (ma*ri}+eera)) cannabis licensee no later than the first 
business day following delivery and must be paid as promptly as is 
reasonably practical, and in no event later than five business days 
following delivery. Any attempt by a ( (mMaxei}vere)) cannabis licensee 
to delay payment on money transmitter transactions for any period of 
time beyond the minimum as is reasonably practical will be considered 
an unlawful attempt to purchase products on credit. 

(6) Any transaction reported as having nonsufficient funds (NSF) 
will be considered an extension of credit. If a transaction is repor- 
ted as NSF: 
(a) The purchaser must pay the full amount of the transaction to 
the seller by 3:00 p.m. on the first business day following receipt of 
the NSF report. 

(b) Until the NSF transaction is paid: 

(i) The ( (Resijevera)) cannabis licensee who received the NSF 
transaction will not deliver any ( (me*ei+eere)) cannabis to the pur- 
chaser; and 

(ii) It is the responsibility of the purchaser to not receive ad- 
ditional ( (ma*eitjtere)) cannabis from any other ( (meet +eere)) cannabis 
licensee. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, S$ 
314-55-115, filed 5/18/16, effective 6/18/16.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-117 Use of payment services by retailers. Retail li- 
censees may use payment services to facilitate retail sales transac- 
tions under the following conditions: 

(1) The payment service provider must: 

(a) If applicable, be licensed and in good standing with the 
Washington state department of financial institutions; and 

(b) Not have any interest, as a true party of interest or finan- 
cier, ina ((marhjeere)) cannabis licensee. 

(2) The payment service provider may charge a convenience f to 
customers provided that the customer has the option of canceling the 
transaction when informed of the convenience fee. 

(3) The retail purchase price must be calculated in U.S. dollars. 

(4) The ( (ma*eijeere)) cannabis excise tax required under RCW 
69.50.535 must be collected from the customer based on the U.S. dollar 
purchase price. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, § 314-55-117, filed 10/31/18, effective 
12/1/18.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-135 Discontinue ( (marijuana)) cannabis sales. (1) 
Notification: A licensee must notify the WSLCB's enforcement and edu- 
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cation division in writing if the licensee plans to stop doing busi- 
ness for more than ( (€#+*t¥)) 30 days, or if the licensee plans to 
permanently discontinue ( (me*ei+}eere)) cannabis sales. 

(2) Discontinued business: Sale of ((marijuana)) cannabis inven- 
tory and stock after discontinuance of business. Notwithstanding any 
other provision of Title 69 RCW or 314 WAC, a producer, processor or 
retail licensee who permanently discontinues business for any reason 
shall dispose of the salable inventory and remaining stock to a WSLCB 
approved licensed business at fair market value. Sales below cost are 
prohibited. The WSLCB shall require tax expressed as a percent of the 
total price of the gross sales as reported on the profit and loss 
statement in the last published monthly report of the WSLCB. In the 
event of remaining inventory after sale, the licens shall notify the 
enforcement and education division of the WSLCB. The enforcement divi- 
sion will establish conditions for destruction or arrange for the re- 
moval of product. 

(3) Assumptions: Assumption of license and purchases by licensee 
of certain ( (marijuana)) cannabis inventory and stock. In the case of 
a sale of business with a license, after obtaining the approval of the 
WSLCB and under the supervision of a representative of the WSLCB, the 
licensee may sell th ntire inventory at a negotiated fair market 
price. Sales below cost are prohibited. 

(4) Evictions. A licensee must notify the WSLCB's enforcement and 
education division immediately in writing upon notice of eviction from 
a licensed premises. Conditions to temporarily relocate and secure in- 
ventory will be established by the WSLCB. 

(5) Abandoned ( (marijuana)) cannabis inventory or product. In the 
event a licensee abandons any ( (mari piera)) cannabis on the premises, 
the property owner or their designated representative should notify 
the enforcement and education division of the WSLCB. The enforcement 
division will work with the property owner to arrange for the removal 
and/or destruction of product. Any sales or distribution of ( (maeijue- 
Ha)) cannabis by an unlicensed person is subject to the criminal pro- 
visions of Title 69 RCW. 
(6) Maintaining a licensed location. ( (Maxijuere)) Cannabis li- 
censes are associated with a physical location. Persons operating 
without a WSLCB approved licensed location to produce, process, or 
sell ( (mesei}eere)) cannabis will be discontinued. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 
314-55-135, filed 5/18/16, effective 6/18/16; WSR 15-11-107, 8 
314-55-135, filed 5/20/15, effective 6/20/15. Statutory Authority: RCW 
6 

3 


9.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, $ 
14-55-135, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-140 Death or incapacity of a ((marijuana)) cannabis 
licensee. (1) The appointed guardian, executor, administrator, trust- 
ee, or assignee must notify the WSLCB's licensing and regulation divi- 
sion in the event of the death, incapacity, bankruptcy, or assignment 
for benefit of creditors of any licensee. 

(2) The WSLCB may give the appointed guardian, executor, adminis- 
trator, trustee, or assignee written approval to continue ( (Resi He- 


Certified on 7/13/2022 [ 697 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-111 


Ha)) cannabis sales on the licensed business premises for the duration 
of the existing license and to renew the license when it expires. 

(a) The person must be a resident of the state of Washington. 

(b) A criminal background check may be required. 

(3) When the matter is resolved by the court, the true party(ies) 
of interest must apply for a ( (me*eti}eere)) cannabis license for the 
business. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 

69. 50.369. WSR 18-22-055, § 314-55-140, filed 10/31/18, effective 
12/1 /18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-140, filed 5/18/16, effective 6/18/16. Statutory 
Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 
3-21-104, § 314-55-140, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 13-21-104, filed 10/21/13, effective 
11/21/13) 


WAC 314-55-145 Are ((marijuana)) cannabis license fees refunda- 
ble? When a license is suspended or canceled, or the licensed busi- 
ness is discontinued, the unused portion of the ((marhj}are)) cannabis 
license fee will not be refunded. 


[Statutory Authority: RCW 69.50.325, 69.50.331, 69.50.342, 69.50.345. 
WSR 13-21-104, 5 314-55-145, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-147 What hours may a ((marijuana)) cannabis retailer 
licensee conduct sales? A ( (mari Hiere)) cannabis retailer licensee 
may sell usable ( (marhara, mMmarijearne)) cannabis, cannabis concen- 
trates, ( (mMa‘ifeenc-infused)) cannabis-infused products, and ( (masi 
sjtena)) cannabis paraphernalia between the hours of 8 a.m. and 12 a.m. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 
314-55-147, filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 
69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, $ 
314-55-147, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 13-21-104, filed 10/21/13, effective 
11/21/13) 


WAC 314-55-150 What are the forms of acceptable identification? 
(1) Following are the forms of identification that are acceptable to 
verify a person's age for the purpose of purchasing ((marjeera)) can- 
nabis: 

(a) Driver's license, instruction permit, or identification card 
of any state, or province of Canada, from a U.S. territory or the Dis- 
trict of Columbia, or "identicard" issued by the Washington state de- 
partment of licensing per RCW 46.20.117; 
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(b) United States armed forces identification card issued to ac- 
tive duty, reserve, and retired personnel and the personnel's depend- 
ents, which may include an embedded, digital signature in lieu of a 
visible signature; 

(c) Passport; 

(d) Merchant Marine identification card issued by the United 
States Coast Guard; and 

(e) Enrollment card issued by the governing authority of a feder- 
ally recognized Indian tribe located in Washington, if the enrollment 
card incorporates security features comparable to those implemented by 
the department of licensing for Washington driver's licenses. 

(2) The identification document is not acceptable to verify age 
if expired. 


[Statubory Authority: RCW. 69.50.325; 09.50.331; 69.50.3427) 69.50.3405; 
WSR 13-21-104, 5 314-55-150, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-155 Advertising requirements and promotional items— 
Coupons, giveaways, etc. The following provisions apply in addition 
to the requirements and restrictions in RCW 69.50.369. 

(1) Advertising generally. The following requirements apply to 
all advertising by ((marHj}are)) cannabis licensees in Washington 
state. 

(a) All ((marhjeerne)) cannabis advertising and labels of useable 
( (marjana mariene) ) cannabis, cannabis concentrates, and ( (masi+— 
sane-infused)) cannabis-infused products sold in the state of Wash- 
ington must not contain any statement, or illustration that: 

(i) Is false or misleading; 

(ii) Promotes over consumption; 

(iii) Represents the use of ( (Ma*eijtere)) cannabis has curative 
or therapeutic effects; 

(iv) Depicts a child or other person under legal age to consume 
( (MakipteFe)) cannabis, or includes: 

(A) The use of objects, such as toys, inflatables, movie charac- 
ters, cartoon characters suggesting the presence of a child, or any 
other depiction or image designed in any manner to be likely to be ap- 
pealing to youth or especially appealing to children or other persons 
under legal age to consume ( (me*ei}eene)) cannabis; or 
(B) Is designed in any manner that would be especially appealing 
to children or other persons under ( (4wernty-erne)) 21 years of age. 

(b) No ( (masijeere)) cannabis licensee shall place or maintain, 
or cause to be placed or maintained, an advertisement of a ( (ma*e+Hie- 
fHe)) cannabis business or ( (ma¥ei+ererne)) cannabis product, including 
( (marane) ) cannabis concentrates, useable ( (mMa*rij}eenac)) cannabis, 
or ( (Haeijtena-ipfused)) cannabis-infused product: 


(i) In any form or through any medium whatsoever within ((ene 
theusand)) 1,000 feet of the perimeter of a school grounds, play- 
ground, recreation center or facility, child care center, public park, 
library, or a game arcade admission to which it is not restricted to 
persons aged ( (wernt y-ene)) 21 years or older unless the ( (eRe—eReu- 
sand)) 1,000 minimum distance requirement has been reduced by ordi- 
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(b) No ( (Ha*eti}tena)) cannabis licensee may use or employ a com- 
mercial mascot outside of, and in proximity to, a licensed ( (Ra*eiie- 
He)) cannabis business. 

(c) Outdoor advertising is prohibited on signs and placards in 
arenas, stadiums, shopping malls, fairs that receive state alloca- 
tions, farmers markets, and video game arcades, whether any of the 
foregoing are open air or enclosed, but not including any such sign or 
placard located at an adult only facility. 

(d) The restrictions in this section and RCW 69.50.369 do not ap- 
ply to outdoor advertisements at the site of an event to be held at an 
adult only facility that is placed at such site during the period the 
facility or enclosed area constitutes an adult only facility, but must 
not be placed there more than ( (fe4*teer)) 14 days before th vent, 
and that does not advertise any ( (me*eiHere)) cannabis product other 
than by using a brand name, such as the business or trade name or the 
product brand, to identify the event. Advertising at adult only fa- 
cilities must not be visible from outside the adult only facility. 

(e) A sign affixed to the licensed premises or in the window of a 
licensed premises indicating the location is open for business, closed 
for business, the hours of operation, that the licensed location has 
an ATM inside, or other similar informational signs not related to the 
products or services of the ( (maeiHrerne)) cannabis business are not 
considered advertising for the purposes of this section. 

(£) “"Adopt-a-Highway" signs erected by the Washington state de- 
partment of transportation under a current valid sponsorship with the 
department of transportation are not considered advertising for the 
purposes of this section. 

(3) Advertising placed on windows within the premises of a li- 
censed ( (Ha‘eiHrena)) cannabis retail store facing outward must meet 
the requirements for outdoor advertising as provided in RCW 69.50.369 
and this section. 

(4) Promotional items such as giveaways, coupons, and distribu- 

tion of branded or unbranded merchandise are banned. For the purposes 
of this section, a "giveaway" does not include representative samples 
of products (edible products and topicals only) carried by a licensed 
retailer that are not infused with ( (me*si+rere)) cannabis and are of- 
fered to customers on licensed ((marHj}eeare)) cannabis retail premises 
for sampling purposes only. 

(5) ( (Masieerne)) Cannabis retail licensees holding a medical 
( (marene) ) cannabis endorsement may donate product to qualifying 
patients or designated providers who hold a valid recognition card. 
Retail licensees may not advertise "free" or "donated" product. 

(6) Except for outdoor advertising under subsection (2) of this 
section, all advertising must contain the following warnings that must 
be in type size at least ((#eR)) 10 percent of the largest type used 
in the advertisement: 

(a) "This product has intoxicating effects and may be habit form- 
inga g 
(b) "( (MarhHarne)) Cannabis can impair concentration, coordina- 
tion, and judgment. Do not operate a vehicle or machinery under the 
influence of this drug." 
(c) "There may be health risks associated with consumption of 
this product."; and 

(d) "For use only by adults ((twerty—ere)) 21 and older. Keep out 
of the reach of children." 

(7) For the purposes of this section, the following definitions 
apply: 


‘Ne 
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(a) "Adult only facility" means: 

(i) A location restricted to persons age ( (#weney-ene)) 21 and 
older by the WSLCB or classified by the WSLCB as off limits to persons 
under ( (#wenty-erne)) 21 years of age; or 

(ii) A venue restricted to persons age ( (#wenty-ere)) 21 and old- 
er and where persons under ( (#wenty-ere)) 21 years of age are prohibi- 
ted from entering or remaining, including employees and volunteers. 

(b) "Billboard" means a permanent off-premises sign in a fixed 
location used, in whole or in part, for the display of off-site com- 
mercial messages with a minimum size of five feet in height by ( (ete. 
e#)) 11 feet in width. 

(c) "Off-premises sign" means a sign relating, through its mes- 
sage and content, to a business activity, product, or service not 
available on the premises upon which the sign is erected. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, § 314-55-155, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342, 69.50.345, and 69.50.369. 
WSR 18-05-001, § 314-55-155, filed 2/7/18, effective 3/10/18. Statuto- 
ry Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 
314-55-155, filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 
69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 
314-55-155, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-160 Objections to ( (marijuana)) cannabis license ap- 
plications. (1) How can persons, cities, counties, tribal govern- 
ments, or port authorities object to the issuance of a ( (marijuana) ) 
cannabis license? Per RCW 69.50.331, the WSLCB will notify cities, 
counties, tribal governments, and port authorities of the following 
types of ( (measit+erne)) cannabis applications. In addition to these en- 
tities, any person or group may comment in writing to the WSLCB re- 
garding an application. 


Entities the WSLCB 
Type of application will/may notify 
e Applications for an e Cities and counties in 
annual ((marijuana)) which the premises is 
cannabis license at a located will be 
new location. notified. 


Tribal governments 
and port authorities in 
which the premises is 
located may be 
notified. 


e Applications to change 
the class of an existing 


annual ((marifuana)) 
cannabis license. 


e Changes of ownership | * Cities and counties in 


at existing licensed which the premises is 
premises. located will be 
notified. 
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Entities the WSLCB 
Type of application will/may notify 


Tribal governments 
and port authorities in 
which the premises is 
located may be 
notified. 


(2) What will happen if a person or entity objects to a ( (mari- 
juana)) cannabis license application? When deciding whether to issue 
or deny a ( (ma*eitjtere)) cannabis license application, the WSLCB will 
give substantial weight to input from governmental jurisdictions in 
which the premises is located based upon chronic illegal activity as- 
sociated with the applicant's operations of the premises proposed to 
be licensed or the applicant's operation of any other licensed prem- 
ises; and other persons or groups. Note: Per RCW 69.50.331, the WSLCB 
shall not issue a new ( (ma¥i}+vere)) cannabis license if any of the 
following are within ((eRne—tbheusaend)) 1,000 feet of the premises to be 
licensed: Any elementary or secondary schools, playgrounds, recreation 
centers or facilities, child care centers, public parks, public trans- 
it centers, libraries, game arcade where admission is not restricted 
to persons ( (twenty y-ere)) 21 years of age or older. 
(a) If the WSLCB contemplates issuing a license over the objec- 
tion of a governmental jurisdiction in which the premises is located, 
the government subdivision may request an adjudicative hearing under 
the provisions of the Administrative Procedure Act, chapter 34.05 RCW. 
If the WSLCB, in its discretion, grants the governmental jurisdic- 
tion(s) an adjudicative hearing, the applicant will be notified and 
given the opportunity to present evidence at the hearing. 

(b) If the WSLCB denies a ( (mast }ere)) cannabis license applica- 
tion based on the objection from a governmental jurisdiction, the ap- 
plicant(s) may either: 

(i) Reapply for the license no sooner than one year from the date 
on the final order of denial; or 

(ii) Submit a written request on a form provided by the WSLCB for 
an adjudicative hearing under the provisions of the Administrative 
Procedure Act, chapter 34.05 RCW. The request must be received within 
( ($wenty)) 20 days of the date the intent to deny notification was 
mailed. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, § 
314-55-160, filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 
69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 
314-55-160, filed 10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-165 Objections to ((marijuana)) cannabis license re- 
newals. (1) How can local cities, counties, tribal governments, or 
port authorities object to the renewal of a ((marijuana)) cannabis li- 
cense? 

(a) The WSLCB will give governmental jurisdictions approximately 
( (HiRety)) 90 days written notice of premises that hold annual ( (masr 
sjtena)) cannabis licenses in that jurisdiction that are up for renew- 
al. 
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(b) Per RCW 69.50.331, if a county, city, tribal government, or 
port authority wants to object to the renewal of a ( (mae }ere)) can- 
nabis license in its jurisdiction, it must submit a letter to the 
WSLCB detailing the reason(s) for the objection and a statement of all 
facts on which the objections are based. 

(c) The county, city, tribal government, or port authority may 
submit a written request to the WSLCB for an extension for good cause 
shown. 

(d) This letter must be received by the WSLCB at least ( (4#i¥+#+¥) ) 
30 days before the ( (mae Hiere)) cannabis licens xpires. The objec- 


tion m 
( (marhara) ) 
plican 
or welfare of the 
(e) 


expirat 


community. 


If the objection is received within 
ion date or the licensee has already renewed th 


t business how it will detrimentally impact the safety, 


ust state specific reasons and facts that show issuance of the 
cannabis license at the proposed location or to the ap- 


health, 


objection will be considered as a comp 


laint and possibl 


( (€Hiet¥)) 30 days of the 
license, th 
license revo- 


cation may be pursued by the enforcement division. 
(£) Objections from the public will be referred to the appropri- 
ate city, county, tribal government, or port authority for action un- 
der subsection (2) of this section. Upon receipt of the objection, the 
WSLCB's licensing and regulation division will acknowledge receipt of 
the objection(s) and forward to the appropriate city, county, tribal 
government, or port authority. Such jurisdiction may or may not, based 
on the public objection, request nonrenewal. 
(2) What will happen if a city, county, tribal government, or 
port authority objects to the renewal of a ( (marijeana)) cannabis li- 
cense? The WSLCB will give substantial weight to a city, county, trib- 
al government, or port authority objection to a ((marHjeera)) cannabis 
license renewal of a premises in its jurisdiction based upon chronic 
illegal activity associated with the licensee's operation of the prem- 
ises. Based on the jurisdiction's input and any information in the li- 
censing file, the WSLCB will decide to either renew the ( (mesi Here) ) 
cannabis license, or to pursue nonrenewal. 
(a) WSLCB decides to (b) WSLCB decides to 
renew the ((marijuana)) pursue nonrenewal of the 
cannabis ((marijwana)) cannabis 
license: license: 
(i) The WSLCB will notify | (i) The WSLCB will notify 
the jurisdiction(s) in the licensee in writing of 
writing of its intent to its intent to not renew the 
renew the license, stating license, stating the reason 
the reason for this for this decision. 
decision. 
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(a) WSLCB decides to 
renew the ((marijuana)) 
cannabis 

license: 


(b) WSLCB decides to 
pursue nonrenewal of the 


((mariprana)) cannabis 
license: 


(11) The jurisdiction(s) may 
contest the renewal and 
request an adjudicative 
hearing under the 
provisions of the 
Administrative Procedure 
Act (chapter 34.05 RCW) 
by submitting a written 
request on a form provided 


(ii) The licensee may 
contest the nonrenewal 
action and request an 
adjudicative hearing under 
the provisions of the 
Administrative Procedure 
Act (chapter 34.05 RCW) 
by submitting a written 
request on a form provided 
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by the WSLCB. The 
request must be received 
within twenty days of the 
date the intent to renew 
notification was mailed. If 
the WSLCB, in its 
discretion, grants the 
governmental 
jJurisdiction(s) an 
adjudicative hearing, the 
applicant will be notified 
and given the opportunity 
to present evidence at the 
hearing. 


by the WSLCB. The 
request must be received 
within twenty days of the 
date the intent to deny 
notification was mailed. 


(iii) If the licensee requests 
a hearing, the 
governmental jurisdiction 
will be notified. 


(iv) During the hearing 
and any subsequent appeal 
process, the licensee is 
issued a temporary 
operating permit for the 
((marįuana)) cannabis 
license until a final 
decision is made. 


statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 


[ 

314-55-165, filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 
69.50.325, 69.50.331, 69.50.342, 69.50.345. WSR 13-21-104; § 
314-55-165, filed 10/21/13, effective 11/21/13.] 


effective 


AMENDATORY SECTION 
12/1/18) 


(Amending WSR 18-22-055, filed 10/31/18, 


WAC 314-55-185 WSLCB right to inspect premises or vehicles asso- 
ciated with a license to produce, process, sell, research, or trans- 
port ((marijuana)) cannabis. (1) The following must be available for 
inspection at all times by an enforcement officer of the WSLCB: 

(a) All licensed premises used in the production, processing, 
storage, transportation, research, or sale of ( (mart pHiere)) cannabis, 
useable ( (ma*eiHrera,;_masipvene)) cannabis, cannabis concentrates, 


( (Maeiprene-irfused)) cannabis-infused products, or any premises or 
parts of premises used or in any way connected, physically or other- 


wise, with the licensed business; 
(b) Any vehicle assigned for the purpose of transporting ( (#e*i- 
sjtena)) cannabis, useable ( (me*eijvena,maritana)) cannabis, cannabis 


concentrates, or ( (Ha*eij}rena-ipfused)) cannabis-infused products at 
any licensed location, or while en route during transportation; 


(c) Records as outlined in this chapter; and 
(d) ( (Maseijearne)) Cannabis, useable ( (Masri }+eerna)) cannabis, 
( (marane) ) cannabis concentrates, or ( (meeiHrere-tfused)) canna- 


bis-infused products on the licensed premises for the purpose of ana- 
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lyzing samples (the licensee will be given a receipt for any product 
removed from the premises for this purpose). 

(2) Every person being on a licensed premises or within a trans- 
porting vehicle, or having charge thereof, must admit an enforcement 
officer of the WSLCB demanding to enter therein in pursuance of this 
section in the execution of his/her duty, and must not obstruct or at- 
tempt to obstruct the entry of such officer, or refuse to allow an of- 
ficer to examine the premises, vehicles, records, and products subject 
to this section of the licensee. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69. 50.369. WSR 18-22-055, § 314-55-185, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, § 314-55-185, filed 5/18/16, effective 6/18/16.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-200 How will the WSLCB identify ((marijuana;, usable 
marijuana, marijuana) ) cannabis, useable cannabis, cannabis concen- 
trates, and ((marijuana-infused)) cannabis-infused products during 
checks of licensed businesses? Officers shall identify ( (marhperar 
usable marisiana,;_martitHiere)) cannabis, useable cannabis, cannabis 
concentrates, and ( (me*eipHrene-tfused)) cannabis-infused products dur- 
ing on-site inspections of licensed producers, processors, and retail- 
ers of ( (ma*etiera)) cannabis by means of product in the traceability 
system, and/or by observation based on training and experience. Prod- 
ucts that are undetermined to be ( (marjana, usable _masijena)) can- 
nabis, useable cannabis, and ( (me*eiprere-ifused)) cannabis-infused 
products will be verified by the following: 

(1) Officers may take a sample large enough for testing purposes; 

(2) Field test kits may be used if available and appropriate for 
the type of product being verified; and 

(3) Those samples not able to be tested with a field test kit may 
be tested through the Washington state toxicology or crime lab. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, S$ 


314-55-200, filed 5/18/16, effective 6/18/16; WSR 14-07-116, § 
314-55-200, filed 3/19/14, effective 4/19/14.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-210 Will the WSLCB seize or confiscate ( (marijuana; 
marijuana)) cannabis, cannabis concentrates, ((usable-marijuana)) use- 
able cannabis, and ( (marijuana-infused)) cannabis-infused products? 
The WSLCB may seize, destroy, confiscate, or place an administrative 
hold on ( (mesiHtreAea,— sable marijana, mastipere)) cannabis, useable 
cannabis, cannabis concentrates, and ( (ma*eiprena-imfused)) cannabis- 
infused products under the following circumstances: 

(1) During an unannounced or announced administrative search or 
inspection of licensed locations, areas of unlicensed locations used 
for business or commercial purposes, or vehicles involved in the 
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where any product 
th in WAC 


( (maeijuere)) cannabis products, 
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(bo) "Affected licensee" means a licensee whose ( (marhara usa 
ble marisiara,;_mastiterne)) cannabis, useable cannabis, cannabis con- 
centrates, or ( (Ha*‘i}rena-ipfused)) cannabis-infused products are sub- 
ject to a recall. More than one licensee may be an affected licensee 
in a recall. 

(2) Exempt market withdrawals. 

(a) A licensee may withdraw from the market ( (mae }iera;sablte 
ma‘ijera,_masijpene)) cannabis, useable cannabis, cannabis concen- 
trates, or ( (ma*ijvrenc-imfused)) cannabis-infused products by its own 
determination for reasons that do not pose a risk to consumers such as 
for aesthetic reasons or other similar deficiencies in product or 
packaging. 

(b) If a licensee initiates a market withdrawal for a reason that 
does not pose a risk to consumers, the licensee must notify the WSLCB 
by contacting the local WSLCB enforcement officer assigned to the lo- 
cal area within ( (fe*re;-etohe)) 48 hours of beginning the market with- 
drawal. Licensees withdrawing ( (marjona; Sabhe masijara, marie 
Ha)) cannabis, useable cannabis, cannabis concentrates, or ( (marhHjea— 
Ra-infused)) cannabis-infused products under this subsection (2), for 
reasons other than risk to consumers, are exempt from the remaining 
requirements of this section. 

(3) (a) When a recall is required. A recall is required when cir- 
cumstances exist that pose a risk to consumers. Factors that contrib- 
ute to a determination of a recall situation include, but are not 
limited to, the following: 

(i) Evidence that pesticides not approved by the board are 
present on or in ( (marhara, usable marhara, mMarijeene)) cannabis, 
useable cannabis, cannabis concentrates, or ( (Ma‘ipierna-infised)) can- 
nabis-infused products above the action levels prescribed by board 
rule; 


(ii) Evidence that residual solvents are present on or in ( (marie 
steana,—_tsabie—masijprena,;_mesijtene)) cannabis, useable cannabis, can- 
nabis concentrates, or ( (meseipHrene-tfesed)) cannabis-infused products 
at levels above the action levels prescribed by board rule; or 

(iii) Evidence of another condition that poses a risk to consum- 
ers including, but not limited to, ingredients in ( (Resi Hrena-in- 
fused)) cannabis-infused products that are unfit for human consump- 
ELON. 


(b) Licensee-initiated recalls. 

(i) If a licensee initiates a recall due to a condition that 
poses a risk to consumers and would make a recall appropriate under 
this subsection (3), the licensee must: 

(A) Immediately notify the local WSLCB enforcement officer; and 

(B) Secure, isolate, and prevent the distribution of all ( (mas+— 
steana,—_tsablie—masiprena,;_mestijtene)) cannabis, useable cannabis, can- 
nabis concentrates, or ( (meseipHrene-tfesed)) cannabis-infused products 
that may have been exposed to the condition warranting the recall. The 
licensee is prohibited from destroying any affected product prior to 
notifying the ( (WSCLB—fWSECBt)) WSLCB and coordinating with the local 
WSLCB officer on destruction activities. 

(ii) If the WSLCB determines the licens fails to engage in re- 
call efforts that meet the urgency of the risk to consumers, the WSLCB 
may seek a board-directed recall as provided in this section depending 
on the circumstances. 

(c) WSLCB investigation-initiated recalls. 

(i) If the WSLCB determines that a recall is not appropriate af- 
ter an investigation, the WSLCB enforcement division may release ad- 
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(i) The affected licensee does not comply with a recall under 
subsection (3) of this section; 

(ii) The affected licensee does not comply with the recall plan 
or recall reporting requirements under subsection (3) of this section; 
or 


(iii) The WSLCB enforcement division determines that affected 
product may be diverted or is being diverted from the licensed busi- 
ness, or another circumstance that makes the affected licensee's de- 
struction of the product inadvisable or a risk to consumers. 

(b) If the board issues a directed recall, the WSLCB will notify 
consumers of the recall and all licensees that may possess product af- 
fected by the recall if notice has not yet occurred. 

(c) Under a directed recall, the WSLCB enforcement division may 
seek an order for destruction of the affected product from the board. 

(i) If the board issues an order for destruction, the WSLCB en- 
forcement division may seize and conduct the destruction of affected 
product. 

(ii) An order for destruction will include notice to the licensee 
and opportunity for hearing before destruction, unless there is evi- 
dence of an immediate danger to public health, safety, or welfare to 
justify an immediate order for destruction, with an opportunity for an 

xpedited hearing after the destruction. 

(d) If a destruction order is issued and the WSLCB seizes product 
affected by the recall and conducts the destruction of the product, 
the affected licensee may be responsible for reimbursing the WSLCB for 
costs associated with product destruction. 

(e) If the board finds that an immediate danger to the public 
health, safety, or welfare requires immediate WSLCB action, a licensee 
may also be subject to summary suspension under RCW 66.08.150(4). 

(5) The WSLCB will maintain a recall web page on its website of 
all current and closed recalls of record. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-16-050, S$ 
314-55-225, filed 7/27/16, effective 8/27/16.] 


AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-230 What are the procedures the WSLCB will use to de- 
stroy or donate ( (marijuana, usable marijuana, marijuana) ) cannabis 
useable cannabis, cannabis concentrates, and (( )) 
cannabis-infused products to law enforcement? (1) The WSLCB may re- 
quire a ( (ma*eij}eere)) cannabis licensee to destroy ( (marhHjheraor sabte 
marhara marijearne)) cannabis, useable cannabis, cannabis concen- 
trates, and ( (Ha‘eiHrena-iffused)) cannabis-infused products found in a 
licensed establishment to be in excess of product limits set forth in 
WAC 314-55-075, 314-55-077, and 314-55-079. 


(2) Destruction of seized ( (marjona, sabte measi pena, nese 
Ha)) cannabis, useable cannabis, cannabis concentrates, ( (ma*‘iHieFRe- 


infused)) cannabis-infused products, or confiscated ( (me*sijverea)) can- 
nabis after case adjudication, will conform with the WSLCB evidence 
policies, to include the option of donating ( (Reet }tena,—tsable mari— 
sana, _merisiarne)) cannabis, useable cannabis, cannabis concentrates, 
and ( (mari jierna-infused)) cannabis-infused products, set for destruc- 
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tion, to local and state law enforcement agencies for training purpo- 
ses only. 

(3) ( (Masts eerna,tseabie_masijena,_mastitene)) Cannabis, useable 
cannabis, cannabis concentrates, and ( (ma*‘ijprenac-imfused)) cannabis- 
infused products set for destruction shall not reenter the traceabili- 
ty system or market place. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, S$ 
314-55-230, filed 5/18/16, effective 6/18/16; WSR 14-07-116, § 
315-55-230 (codified as WAC 314-55-230), filed 3/19/14, effective 
4/19/14.] 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
1271718) 


WAC 314-55-310 Transportation license. (1) A transportation li- 
cense allows the licensee to physically transport or deliver ( (mam> 
senha, marijana) ) cannabis, cannabis concentrates, and ( (marhjrarnra— 
infused)) cannabis-infused products between licensed ( (marjana) ) 
cannabis businesses within Washington state. The application fee for 
the transportation license is ( (€we—hundred #if+;dettess)) $250 and 
the annual fee is ( (eRe —eheusand three hundred dettess)) $1,300. 

(2) Applicants for the transportation license must submit the 
following information: 

(a) Personal/criminal history forms for all true parties of in- 
terest (see WAC 314-55-035); 

The criminal history background check will consist of completion 
of a personal/criminal history form provided by the WSLCB and submis- 
sion of fingerprints to a vendor approved by the WSLCB. The applicant 
will be responsible for paying all fees required by the vendor for 
fingerprinting. These fingerprints will be submitted to the Washington 
state patrol and the Federal Bureau of Investigation for comparison to 
their criminal records. The applicant will be responsible for paying 
all fees required by the Washington state patrol and the Federal Bu- 
reau of Investigation. 

(b) Documents showing the right to the physical location to be 
licensed (purchase and sale agreement or lease in the name of the ap- 
plicant); 
(c) Copies of the current UTC common carrier permits. All vehi- 
cles and trailers must also be permitted by UTC as common carriers; 

(d) Corporate information form or limited liability information 
form as applicable; 

(e) Proof of insurance. 

(i) Licensees shall provide insurance coverage as set out in this 
section. The intent of the required insurance is to protect the con- 
sumer should there be any claims, suits, actions, costs, damages or 
expenses arising from any negligent or intentional act or omission of 
the licensees. Licensees shall furnish evidence in the form of a cer- 
tificate of insurance satisfactory to the WSLCB that insurance, in the 
following kinds and minimum amounts, has been secured. Failure to pro- 
vide proof of insurance, as required, may result in license cancella- 
tion. 


(ii) Commercial general liability insurance: The licens shall 
at all times carry and maintain commercial general liability insurance 
and if necessary, commercial umbrella insurance for bodily injury and 
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property damage arising out of licensed activities. This insurance 
shall cover such claims as may be caused by any act, omission, or neg- 
ligence of the licensee or its officers, agents, representatives, as- 
signs, or servants. The insurance shall also cover bodily injury, in- 
cluding disease, illness and death, and property damage arising out of 
the licensee's premises/operations, products, and personal injury. The 
limits of liability insurance shall not be less than ((eRe—mitticn 
dettess)) $1,000,000. 

(iii) Insurance carrier rating: The insurance required in (e) (i) 
of this subsection shall be issued by an insurance company authorized 
to do business within the state of Washington. Insurance must be 
placed with a carrier that has a rating of A - Class VII or better in 
the most recently published edition of Best's Reports. If an insurer 
is not admitted, all insurance policies and procedures for issuing the 
insurance policies must comply with chapters 48.15 RCW and 284-15 WAC. 
(iv) Additional insured. The state and its employees, agents, and 
volunteers shall be named as an additional insured on all general lia- 
bility, umbrella, and excess insurance policies. All policies shall be 
primary over any other valid and collectable insurance. 

(3) Transport manifest. A complete printed transport manifest on 
a form provided by the WSLCB containing a information required by 
the WSLCB must be kept with the product at all times. 

(4) Records of transportation. Records of all transportation must 
be kept for a minimum of three years at the licensee's location and 
are subject to inspection if requested by an employee of the WSLCB or 
local law enforcement: 

(a) Copies of transportation manifests for all deliveries; 

(b) A transportation log documenting the chain of custody for 
each delivery to include driver(s) and vehicle(s) associated with each 
delivery; 

(c) Bank statements and canceled checks for any accounts relating 
to the licensed business; 

(d) Accounting and tax records related to the licensed business; 

(e) Records of all financial transactions related to the licensed 
business, including invoices, contracts and/or agreements for services 
performed or received that relate to the licensed business; 

(£) All employee records, to include training. 

(5) Transportation of product. ( (Maxijeerne)) Cannabis or ( (masi 
sjtena)) cannabis products that are being transported must meet the 
following requirements: 

(a) Only the transportation licensee or an employee of the trans- 
portation licensee who is at least ( (4wenty-erne)) 21 years of age may 
transport product. All drivers must carry a valid Washington driver's 
license with the proper endorsements when operating a vehicle in the 
transportation of product. All passengers in the vehicle transporting 
( (Maeiptere)) cannabis or ( (meet Hee)) cannabis products must be em- 
loyees of the transportation licensee who are at least ( (4wenty-ene) ) 
years of age; 

(b) ( (Masetjearne)) Cannabis or ((marhHjeere)) cannabis products 
must be in a sealed package or container approved by the WSLCB pur- 
suant to WAC 314-55-105; 

(c) Sealed packages or containers cannot be opened during trans- 


Me 


port; 
(d) ( (Masetsjeerna)) Cannabis or ((marhjeere)) cannabis products 

must be in a locked, safe and secure storage compartment that is se- 
cured to the inside body/compartment of the vehicle transporting the 


( (Maeijtere)) cannabis or ( (mMe*eiHere)) cannabis products; 
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(e) Any vehicle transporting ( (meet Heera)) cannabis or ( (me*sifjue- 
ne)) cannabis products must be delivered or returned to the shipper 
within ( (feee;-eieRe)) 48 hours from the time of pickup; 

(f) Live plants may be transported in a fully enclosed, window- 
less locked trailer, or in a secured area within the inside body/ 
compartment of a van or box truck. A secured area is defined as an 
area where solid or locking metal petitions, cages, or high strength 
shatterproof acrylic can be used to create a secure compartment in the 
fully enclosed van or box truck. The secure compartment in the fully 
enclosed van or box truck must be free of windows. Live plants may not 
be transported in the bed of a pickup truck, a sports utility vehicle, 
or passenger car. 

(6) For purposes of this chapter, any vehicle assigned for the 
purposes of transporting ( (me*sijuera)) cannabis, useable ( (mMa*eij tera; 
marijptene)) cannabis, cannabis concentrates, or ( (ma*‘iHere-imftused) ) 
cannabis-infused products shall be considered an extension of the li- 


censed premises and subject to inspection by enforcement officers of 
the WSLCB. Vehicles assigned for transportation may be stopped and in- 
spected by a WSLCB enforcement officer at any licensed location, or 
while en route during transportation. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, § 314-55-310, filed 10/31/18, effective 
12/1/18. Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 
16-11-110, $ 314-55-310, filed 5/18/16, effective 6/18/16.) 


AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-410 Cooperatives. (1) A cooperative may be formed by 
qualifying patients and/or designated providers to share responsibili- 
ty for growing and processing ( (mMa*‘itjtere)) cannabis only for the med- 
ical use of the members of the cooperative. A cooperative must meet 

the following criteria: 

(a) All cooperative members must be at least ( (4wenty-ene)) 21 
years of age. The designated provider of a qualifying patient under 
( (Ewenty-ene)) 21 years of age may be a member of a cooperative on the 
qualifying patient's behalf; 

(b) All cooperative members must hold valid recognition cards as 
defined by RCW 69.51A.010; 

(c) No more than four qualifying patients or designated providers 
may become members of a cooperative; 

(d) Qualifying patients or designated providers may only partici- 
pate in one cooperative; 

(e) A cooperative member may only grow plants in the cooperative 
and may not grow plants elsewhere; 

(f) Cooperative members must participate in growing plants. Coop- 
erative members must provide nonmonetary resources and assistance in 
order to participate. A monetary contribution or donation is not con- 
sidered assistance; 

(g) Cooperative members may grow up to the total amount of plants 
for which each cooperative member is authorized on his or her recogni- 
tion card. At the location, the qualifying patients or designated pro- 
viders may possess the amount of useable ( (me*eijiuere)) cannabis that 
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no more than 


therwise pro- 
trates, 
cannabis-in- 


useable 


tive may not be located within a one mile radius of 
cannabis retailer; 
tive must be located at the domicile of one of the 


ly one cooperative may be located per property 


tax parcel; and 

(k) To obscure public view of the premises, outdoor ( (maseijHere) ) 
cannabis production must be enclosed by a sight obscure wall or fence 
at least eight feet high. 

(2) People who wish to form a cooperative must register the loca- 
tion with the WSLCB. The location registered is the only location 
where cooperative members may grow or process ((marhj}eare)) cannabis. 
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(i) A unique identification number for each harvest; 

(ii) The total dry weight of harvested material; 

(iii) The date quantities are removed from the harvested materi- 
al; 

(iv) The amount removed from the harvested material; 

(v) The reason quantities are removed from the harvested material 
(e.g., taken for use by qualifying patient, used for extraction, 
etc.); and 

(vi) The current weight of the harvested material. 

(c) Cooperatives must maintain a log to track all extracts pro- 
duced from the time they are produced until all extracted material has 
been dispersed. At minimum, tracking must include: 

(i) A unique identification for the extract batch; 

(ii) The date th xtract batch was created; 

(iii) The total initial weight of the extract batch; 

(iv) ID number of the harvest the material used to make the ex- 
tract came from; 

(v) The weight of ( (mMa*eijeere)) cannabis plant material used to 
create the batch; 

(vi) The date quantities are removed from the extract batch; 

(vii) The quantity removed from the extract batch and reason; and 

(viii) The current weight of the extract batch. 

(2) Cooperatives must submit monthly activity report(s) to the 
WSLCB. The required monthly reports must be: 

(a) On an electronic system designated by the WSLCB; 

(b) Filed every month, including months with no activity; 

(c) Submitted to the WSLCB on or before the ( (4went+eth)) 20th 
day of each month, for the previous month. (For example, a report 
listing activity for the month of January is due by February 20th.); 


(d) 
(e) 
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Filed separately for each co 
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three-year period on licensed premises. 
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AMENDATORY SECTION (Amending WSR 18-22-055, filed 10/31/18, effective 
12/1/18) 


WAC 314-55-417 Sales of immature plants or clones and seeds from 
licensed producers to members of cooperatives, qualifying patients, 
and designated providers. This section details the requirements for 
sales of immature plants or clones and seeds by licensed producers to 
members of a registered cooperative, qualifying patients, and designa- 
ted providers. 

(1) Medical ( (marj eere)) cannabis patients who enter into the 
medical ( (Masi Hrena)) cannabis authorization database established and 
maintained by the department of health, receive a recognition card, 
and are members of a cooperative that has been granted a registration 
by the Washington state liquor and cannabis board (WSLCB) may purchase 
immature plants or clones and seeds to be grown in the cooperative 
from a licensed ( (ma*eiHrere)) cannabis producer. 

(2) Qualifying patients and designated providers who hold a valid 
unexpired recognition card and have been entered into the medical 
( (marene) ) cannabis authorization database established and main- 
tained by the department of health, may purchase immature plants or 
clones and seeds from a licensed ( (Mavi Htere)) cannabis producer. 

(3) Members of a registered cooperative, qualifying patients, and 
designated providers who wish to purchase immature plants or clones 
and seeds from a licensed producer must: 

(a) Personally go to the licensed producer to complete the pur- 
chase and transfer of any ( (ma¥i+eere)) cannabis plants purchased; and 

(b) Provide the following information to a licensed producer: 

(i) Proof of identification in the form of a state-issued identi- 
fication card or other valid government-issued identification; 

(ii) A valid recognition card; and 

(iii) If the person purchasing immature plants or clones or seeds 
is a member of a registered cooperative, a copy of the letter from the 
WSLCB confirming the person is a member of a registered cooperative. 
(4) The physical transfer of ( (ma*ei}eere)) cannabis plants be- 
tween licensed producers and members of a cooperative, qualifying pa- 
tients, or designated providers must take place on the premises of the 
licensed producer. Deliveries of ( (me*eiHrere)) cannabis plants by a 
licensed producer to members of a cooperative, qualifying patients, or 
designated providers are prohibited. 

(5) Members of registered cooperatives, qualifying patients, and 
designated providers are limited to purchasing no more than the maxi- 
mum amount that the medical ( (mast Hiere)) cannabis patient's authori- 
zation form allows of any combination of immature plants or clones and 
seeds in a single sale or cumulative sales within a calendar month 
from a licensed producer. It is the responsibility of the member of 
the registered cooperative, qualifying patient, or designated provider 
to ensure that they possess no more than the maximum number of plants 
allowed under their authorization forms and as provided in chapter 
69.51A RCW. 


[Statutory Authority: RCW 69.50.325, 69.50.342, 69.50.345, and 
69.50.369. WSR 18-22-055, S$ 314-55-417, filed 10/31/18, effective 
12/1/18.] 
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AMENDATORY SECTION (Amending WSR 16-11-110, filed 5/18/16, effective 
6/18/16) 


WAC 314-55-430 Qualifying patient or designated provider extrac- 
tion requirements. (1) Qualifying patients or designated providers, 
including those participating in a cooperative, may extract or sepa- 
rate the resin from ( (ma*eijtere)) cannabis using only the following 
noncombustible methods: 

(a) Heat, screens, presses, steam distillation, ice water, and 
other methods without employing combustible solvents or gases to cre- 
ate kief, hashish, or bubble hash; 

(b) Dairy butter, cooking oils or fats derived from natural sour- 
ces, or other home cooking substances; 

(c) Food grade glycerin and propylene glycol solvent based ex- 
traction; 

(da) CO2 may be used if used in a closed loop system as referenced 
in WAC 314-55-104. 

(2) Only food grade substances may be used in any stage of pro- 
cessing. 

(3) Use of combustible materials including, but not limited to, 
butane, isobutane, propane, heptane, and ethanol is expressly forbid- 
den. 


(4) Resins extracted or separated from ((mar+jeare)) cannabis are 
for the personal use of the qualifying patient or cooperative members 
only. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, $ 
314-55-430, filed 5/18/16, effective 6/18/16.] 


AMENDATORY SECTION (Amending WSR 20-03-177, filed 1/22/20, effective 
2/22/20) 


WAC 314-55-505 Administrative violation notice. (1) The board 
may issue an administrative violation notice without issuing a notice 
of correction if: 

(a) The licensee is not in compliance with chapters 69.50 and 
69.51A RCW, this chapter, or both, and the noncompliance poses a di- 
rect or immediate threat to public health and safety; 

(b) The licensee has previously been subject to an enforcement 
action or written notice for a violation of the same statute or rule 
within the same penalty category, the notice of correction for the vi- 
olation has already been issued, the licensee failed to timely comply 
with the notice, and such notice is not subject to a pending request 
to the board to extend the time to achieve compliance; or 
(c) The licensee has failed to respond to prior administrative 
violation notices or has outstanding unpaid monetary penalties; and 

(d) The board can prove by a preponderance of the evidence: 

(i) Diversion of ( (Masijuere)) cannabis product out of the regu- 
lated market or sales across state lines; 

(ii) Furnishing of ( (ma*‘ijevere)) cannabis product to persons un- 
der ( (4wenty-ene)) 21 years of age; 

(iii) Diversion of revenue to criminal enterprises, gangs, car- 
tels, or parties not qualified to hold a ( (ma*‘ijuverme)) cannabis li- 
cense based on criminal history requirements; 


Certified on 7/13/2022 [ 718 ] WSR Issue 22-14 - Permanent 


Washington State Register, Issue 22-14 WSR 22-14-111 
(iv) The commission of ( (ReRmariHiene-reteted)) noncannabis-rela- 


ted crimes; or 

(v) Knowingly making a misrepresentation of fact to the board, an 
officer of the board, or an employee of the board related to conduct 
or action that is, or is alleged to be, any of the violations identi- 
fied in (d) (i) through (iv) of this subsection. 

(2) The board will prepare an administrative violation notice and 
mail or deliver the notice to the licensee, licensee's agent, or em- 


3) The administrative violation notice will include: 
a) A detailed description of the alleged violation(s); 
(b) The date(s) of the violation(s); 
c) The text of the specific section or subsection of rule; 

(d) An outline of the licensee's resolution options as outlined 
in WAC 314-55-5055; and 

(e) The recommended penalty as described in this chapter, and in- 
cluding a description of known mitigating and aggravating circumstan- 
ces considered in the penalty determination. 


[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 c 394. WSR 
20-03-177, § 314-55-505, filed 1/22/20, effective 2/22/20. Statutory 
Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, § 314-55-505, 
filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 69.50.325, 
69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 314-55-505, filed 
10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 20-03-177, filed 1/22/20, effective 
2/22/20) 


WAC 314-55-5055 Resolution options. (1) A licensee must respond 
to an administrative violation notice within ( (wernty)) 20 calendar 
days from receipt of the notice. The response must be submitted on a 
form provided by the board. The licensee may: 

(a) Accept the recommended penalty identified in the administra- 
tive violation notice; 

(b) Request a settlement conference in writing; 

(c) Request an administrative hearing in writing. 

(2) (a) If a licensee does not respond to an administrative viola- 
tion notice within ((twerty)) 20 calendar days of receipt of the no- 
tice, recommended penalties including, but not limited to, suspension, 
monetary penalties, and destruction of inventory may take effect on 
the ((twerty—-£+s)) 21st day. 

(o) If the recommended penalty is monetary and does not include a 
suspension, inventory destruction, or both, the licensee must pay a 
( (twenrty—-£ie)) 25 percent late fee in addition to the recommended 
monetary penalty. 

(i) The board must receive payment of the monetary penalty and 
( (Ewenty-ftve)) 25 percent late fee no later than ( (##+*+¥)) 30 days 
after the administrative violation notice receipt date. 

(ii) Payments received more than ( (€#+*t¥)) 30 days after the ad- 
ministrative violation notice receipt date are subject to an addition- 
al ( (4wens-ftve)) 25 percent late fee. 

(iii) Licensees who do not respond to an administrative violation 
notice will not be eligible to renew their ( (meaei}eere)) cannabis li- 
cense. 
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(a) Renegotiate the settlement agreement with the hearing officer 
or designee; or 

(b) Accept the originally recommended penalty; or 

(c) Request a hearing on the administrative issues identified in 
the administrative violation notice. 

(9) Monetary penalty collection. If monetary penalties are as- 
sessed as part of an administrative violation, settlement agreement, 


or both, licensees must submit payment to the board in a time frame 
established by the board, consistent with subsection (2) (a) and (b) of 
this section. 

(a) If a licensee does not timely submit payment of any monetary 
fine, the board will begin collection or other appropriate action. 

(b) The board will provide a notice of collection action to the 
licensee. The notice of collection action establishes the licens as 
a debtor for purposes of debt collection. 

(c) If the licens does not respond to the notice of collection 


within ((€hie¥ty)) 30 days, the board may: 

(i) Assess a ( (4wenty-five)) 25 percent late fee consistent with 
subsection (2) (a) of this section; and 
(ii) Assign the debt to a collection agency. 


[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 c 394. WSR 
20-03-177, § 314-55-5055, filed 1/22/20, effective 2722720.) 


AMENDATORY SECTION (Amending WSR 20-03-177, filed 1/22/20, effective 
2/22/20) 


WAC 314-55-509 Penalty structure. (1) The board determines if a 
penalty will be imposed. Penalties are based on the severity of the 
violation in the following categories: 

(a) Category I: Violations of a severity that would make a li- 
cense eligible for cancellation on a first offense; 

(b) Category II: Violations that create a direct or immediate 
threat to public health, safety, or both; 

(c) Category III: Violations that create a potential threat to 
public health, safety, or both; 

(da) Category IV: Significant regulatory violations; 


(e) Category V: Procedural and operational violations; 

(f) Category VI: Statutory violations. 

(2) For purposes of assessing penalties, only violations occur- 
ring in the two-year time period immediately preceding the date of the 
violation will be considered unless otherwise provided in this chap- 
ter> 


(3) The board may, at its discretion, deviate from the prescribed 
penalties herein. Such deviations will be determined on a case-by-case 
basis, considering mitigating and aggravating factors. 

(a) Mitigating factors may result in a waiving or lowering of 
fines, civil penalties, imposition of a fine in lieu of suspension, or 
fewer days of suspension. Mitigating factors may include demonstrated 
business policies and practices that may reduce risk to public health 
and safety. 

(b) Aggravating factors may result in increased days of suspen- 
sion, increased monetary penalties, cancellation, or nonrenewal of a 
( (marene) ) cannabis license. Aggravating factors may include ob- 
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structing an investigation, business operations, behaviors, or both, 
that increase risk to public health and safety. 

(4) For violations that occurred before th ffective date of 
these rules, enforcement action will be based on the rules that were 
in effect on the date the violation occurred. Subsection (2) of this 
section shall apply to all enforcement actions regardless of the date 
the violation occurred. 

[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 c 394. WSR 
20-03-177, S 314-55-509, filed 1/22/20, effective 2/22/20 ..] 
AMENDATORY SECTION (Amending WSR 20-03-177, filed 1/22/20, effective 
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License cancellation 
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Illegal sales out of the licensed market place. 
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License cancellation 


Condition of suspension violation: Failure to follow any suspension 
restriction while ((marijuana)) cannabis license is suspended. 
WAC 314-55-540 


Original penalty plus 
10-day suspension 
with no monetary 

option 


License cancellation 


Transportation or storage of ((marijuana)) cannabis to or from an 
unlicensed source, diversion of product, or both. 
WAC 314-55-083(4) 


License cancellation 


Transportation of (Gmarijuana)) cannabis outside of Washington state 
boundaries. 

RCW 69.50.342 (1)(k) 

RCW 69.50.345(10) 

WAC 314-55-310(1) 


License cancellation 


True party of interest (TPI). Allowing a person to exercise ownership or 
control if the person would not have qualified based on affiliation with a 
criminal enterprise as described in chapter 69.50 RCW. 

WAC 314-55-035(1) 


License cancellation 


Financier. Receiving money from a financier that was not disclosed to or 
approved by the board when the financier has a criminal history 
demonstrating an affiliation with criminal enterprises, gangs, or cartels; or 
the money provided by a financier originated from criminal enterprises, 
gangs, or cartels. 

WAC 314-55-035(4) 


License cancellation 


[Statutory Authority: RCW 69.50.342, 
20-03-177, § 314-55-520, filed 1/22/20, 
Authority: RCW 69.50.342 and 69.50.345. 
filed 5/18/16, effective 6/18/16; 


WSR 
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69.50.345, 
effective 2/22/20. 


WSR 15-11-1 


and 2019 


16-11-110, 
07, 


WSR Issue 22-14 - 


c 394. 


WSR 
Statutory 


S 314-55-520, 
S 314-55-520, 


filed 


Permanent 


5/20/15, 
69.50.331, 
10/21/13, 


AMENDATORY SECTION 


Washington State Register, 


effective 6/20/15. 
69.50.342, 
effective 11/21/13.] 


69. 


2/22/20) 


WAC 314-55-521 


immediat 


50. 


Category II. 
threat to public health, 


Issue 22-14 


WSR 22-14-111 


Statutory Authority: RCW 69.50.325, 


345. 


(Amending WSR 20-03-177, 


safety, 
Category II 


WSR 13-21-104, 


S 314-55-520, 


filed 1/22/20, 


or both. 


filed 


effective 


Violations that create a direct or 


Violations That Create a Direct or Immediate Threat to Public Health, 


Safety, or Both 


Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Furnishing to persons 
under twenty-one 
years of age, except as 
allowed in RCW 
60.50.357. 

RCW 69.50.354 

WAC 314-55-079(1) 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$7,500 monetary 
option 


30-day suspension 


License cancellation 


Conduct violations: 


Criminal conduct: 
Permitting or engaging 
in criminal conduct, or 
both. 


Disorderly conduct, or 
apparent intoxication 
of a licensee or 
employee, or permitting 
on premises. 

Title 9 RCW 

Title 9A RCW 

WAC 314-55-110 (4)(b) 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$7,500 monetary 
option 


30-day suspension 


License cancellation 


Operating an 
unapproved CO? or 
hydrocarbon 
extraction system. 
WAC 314-55-104 


$10,000 monetary 
fine 


License cancellation 


Intentional use of 
unauthorized 
pesticides, soil 
amendments, 
fertilizers, other crop 
production aids. 
RCW 69.50.342 

WAC 314-55-084 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine and 
destruction of 
affected 


((marijuana)) 
cannabis 


Tier 1: $7,500 
Tier 2: $15,000 
Tier 3: $22,500 
monetary fine and 
destruction of 
affected 


((marijuana)) 
cannabis 


License cancellation 


Adulterated ((usabłe 
marijuana)) useable 
cannabis with organic 
or nonorganic 
chemical or other 
compound. 

WAC 314-55-077 (5)(b) 
WAC 314-55-101 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine and 
destruction of 
affected 


((marijuana)) 
cannabis 


Tier 1: $7,500 
Tier 2: $15,000 
Tier 3: $22,500 
monetary fine and 
destruction of 
affected 


((marijuana)) 
cannabis 


License cancellation 
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Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Transportation of 
((marijuana)) cannabis 
without a manifest. 
WAC 314-55-085(3) 
WAC 314-55-096 (1) 
and (2) 

WAC 314-55-105(2) 
WAC 314-55-310(3) 


Retail/transporter: 
$1,250 monetary fine 


Producer/processor: 


Tier 1: $1,250 
Tier 2: $2,500 
Tier 3: $5,000 
monetary fine 


option 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $10,000 
monetary fine 


Retail/transporter: 
5-day suspension or 
$2,500 monetary 


Producer/processor: 


License cancellation 


Obstruction: 
Misrepresentation of 
fact; not permitting 
physical presence. 
WAC 314-55-185 


10-day suspension or 
$7,500 monetary 


option 


30-day suspension 


License cancellation 


Failure to use and 
maintain traceability, 
or both: Including, but 
not limited to, failure to 
maintain records for 
flowering plant, finished 
product, any post- 
harvest product, any 
plant not on approved 
floor-plan, or not 
tagged, reusing 
identifier. 

WAC 314-55-083(4) 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary fine 


10-day suspension or 
$5,000 monetary fine 


License cancellation 


Pickup, unload, or 
delivery at an 
unauthorized location. 
WAC 314-55-085 (5)(f) 
WAC 314-55-310 


Retail/transportation: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 


monetary fine 


Tier 1: $20,000 
Tier 2: $40,000 
Tier 3: $60,000 
monetary fine 


Retail/transporter: 
60-day suspension 


Producer/processor: 


License cancellation 


[Statutory Authority: RCW 69.50.342, 
§ 314-55-521, 


20-03-177, 


AMENDATORY SECTION 


filed 1/22/20, 


2/22/20) 


WAC 314-55-522 Category III. 


threat to public health, 


(Amending WSR 20-03-1 


Vio] 
safety, 


69. 


50.345, and 2019 


effective 2/22/20. 


Dy 


Category III 
Violations That Create a Potential Threat to Public Health, Safety, or 


Both 


filed 1/22/20, 


c 394. 
] 


WSR 


effective 


lations that create a potential 
or both. 


Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Driver transporting 
without a valid 
driver's license. 

WAC 314-55-310 (5)(a) 


5-day suspension or 
$1,250 monetary 


option 


10-day suspension 


30-day suspension 


License cancellation 
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Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Exceeding maximum 
serving requirements 
for (Gmarijuana- 
infused)) cannabis- 
infused products. 
WAC 314-55-095 (1)(a) 
and (b) 

Exceeding transaction 
limits. 

WAC 314-55-095 (2)(c) 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


License cancellation 


Failure to follow and 
maintain food 
processing facility 
requirements. 

RCW 69.50.342 (1)(a) 
and (c) 

WAC 314-55-077 (4)(b) 
WAC 246-70-070 (1) 
and (2) 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Failure to maintain 
required surveillance 
system. 

WAC 314-55-083(3) 


Retail sales: 
Unauthorized 

( sa 7 
cannabis-infused 
products. 

WAC 314-55-077 (9)(a) 
and (b) 


$1,250 monetary fine 


$500 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$7,500 monetary 
option 


10-day suspension or 
$2,500 option 


30-day suspension or 
$15,000 monetary 
option 


30-day suspension 


True party of interest: 
Allowing a person to 
exercise ownership or 
control who has not 
been disclosed to the 
board, and would have 
failed for any reason. 
WAC 314-55-035 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$5,000 monetary 
option 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Retail/transporter: 
60-day suspension 


Producer/processor: 
Tier 1: $20,000 
Tier 2: $40,000 
Tier 3: $60,000 
monetary fine 


Financier. Receiving 
money from a financier 
that was not disclosed to 
or approved by the 
board when the 
financier or the source 
of funds would not have 
qualified for any reason. 
WAC 314-55-035 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$5,000 monetary 
option 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Retail/transporter: 
60-day suspension 


Producer/processor: 
Tier 1: $20,000 
Tier 2: $40,000 
Tier 3: $60,000 
monetary fine 


Obstruction: Failure to 
furnish records. 
WAC 314-55-185 (1)(c) 


Failure to use 
traceability, maintain 
traceability, or both for 
quality assurance 
testing, including 
pesticide testing, 
potency testing, or both. 
WAC 314-55-083 (4)(k) 


5-day suspension or 
$2,500 monetary 
option 


$1,250 monetary fine 


10-day suspension or 
$5,000 monetary 
option 


$2,500 monetary fine 


30-day suspension 


10-day suspension or 
$7,500 monetary 
option 


60-day suspension 


30-day suspension or 
$15,000 monetary 
option 
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2nd Violation in a 3rd Violation in a 
Violation Type 1st Violation Two-year Window Two-year Window 


4th Violation in a 
Two-year Window 


Noncompliance with $1,250 monetary fine | $2,500 monetary fine | $7,500 monetary fine 


((marijuana)) cannabis 
processor extraction 


$15,000 monetary 
fine 


requirements. 

WAC 314-55-104 

Sales in excess of $1,250 monetary fine | 5-day suspension or 10-day suspension or | 30-day suspension or 
transaction limits. $2,500 monetary $7,500 monetary $15,000 monetary 
WAC 314-55-095 (2)(c) option option option 


[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 


20-03-177, § 314-55-522, filed 1/22/20, effective 2/22/20. 


c 394. WSR 
] 


AMENDATORY SECTION (Amending WSR 20-03-177, filed 1/22/20, effective 


2/22/20) 


WAC 314-55-523 Category IV. Violations that are significant 


regulatory violations. 


Category IV 
Significant Regulatory Violations 


2nd Violation in a 3rd Violation in a 4th Violation in a 

Violation Type 1st Violation Two-year Window Two-year Window Two-year Window 
Noncompliance with $500 monetary fine 5-day suspension or 10-day suspension or | 30-day suspension or 
record keeping $1,250 monetary fine | $2,500 monetary $7,500 monetary 
requirements. option option 
WAC 314-55-087 
((Marijuana)) $500 monetary fine 5-day suspension or 10-day suspension or | 30-day suspension or 
Cannabis illegally $2,500 monetary $7,500 monetary $15,000 monetary 
given away, including option option option 
being sold below the 
cost of acquisition, true 
value, or both. 
WAC 314-55-017(3) 
WAC 314-55-018 (2)(f) 
WAC 314-55-018(5) 
WAC 314-55-077 
(11)(b) 
Retail sales: Use of an $500 monetary fine 5-day suspension or 10-day suspension or | 30-day suspension or 
unauthorized money $1,250 monetary $2,500 monetary $7,500 monetary 
transmitter. option option option 
WAC 314-55-115(5) 
Misuse or 5-day suspension or 10-day suspension or | 30-day suspension or | 60-day suspension or 
unauthorized use of $2,500 monetary $5,000 monetary $10,000 monetary $20,000 monetary 
((marijuana)) cannabis | option option option option 
license (operating 
outside of license 
class). 
RCW 69.50.325 
Selling or purchasing 5-day suspension or 10-day suspension or | 30-day suspension or | 60-day suspension or 
((Marijuana)) cannabis | $2,500 monetary $5,000 monetary $10,000 monetary $20,000 monetary 
on credit. option option option option 
WAC 314-55-018 
WAC 314-55-115 
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Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Engaging in nonretail 


conditional sales, 


prohibited practices, 


or both. 
WAC 314-55-017(1) 
WAC 314-55-018 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$7,500 monetary 
option 


30-day suspension or 
$15,000 monetary 
option 


Operating/floor plan: 
Violations of a WSLCB 


approved operating 
plan. 
WAC 314-55-020 


CDa) 


$500 monetary fine 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$2,500 monetary 
option 


30-day suspension or 
$7,500 monetary 
option 


Failure to maintain 
required insurance. 
WAC 314-55-082 
WAC 314-55-310 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$7,500 monetary 
option 


30-day suspension or 
$15,000 monetary 
option 


Unauthorized sale to a 


retail licensee 
(processor). 

RCW 69.50.360 
RCW 69.50.363 
WAC 314-55-077 
WAC 314-55-083(4) 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $10,000 
monetary fine 


Tier 1: $7,500 
Tier 2: $15,000 
Tier 3: $30,000 
monetary fine 


Tier 1: $15,000 
Tier 2: $30,000 
Tier 3: $60,000 
monetary fine 


Packaging and 
labeling. 
WAC 314-55-105 


$500 monetary fine 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$2,500 monetary 
option 


30-day suspension or 
$7,500 monetary 
option 


Unauthorized or 


unapproved product 


storage or delivery 


(processor/producer). 


WAC 314-55-085(5) 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Unauthorized or 


unapproved product 


storage or delivery 
(transporter). 


WAC 314-55-310 (5)(d) 


$1,250 monetary fine 


$2,500 monetary fine 


$5,000 monetary fine 


$10,000 monetary 
fine 


Failure to meet 


((marifuana)) cannabis 


waste disposal 
requirements. 
WAC 314-55-097 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Sampling violations 


(processors/producers: 
Vendor, educational, 


and internal quality 
control samples). 
WAC 314-55-096 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Sampling violations 
(retail). 

WAC 314-55-096(5) 
WAC 314-55-096(6) 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Failure to maintain $1,250 monetary fine | $2,500 monetary fine | $5,000 monetary fine | $10,000 monetary 
required security fine 
alarm. 
WAC 314-55-083(2) 
[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 c 394. WSR 


20-03-177, 


S 314-55-523, 


filed 1/22/20, 
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effective 2/22/20. 


WSR Issue 22-14 - 


] 


Permanent 


AMENDATORY SECTION 


Washington State Register, 


2/22/20) 


WAC 314-55-524 


operational. 


Category V. 


(Amending WSR 20-03-177, 


Category V 


Issue 22-14 
filed 1/22/20; 


Procedural and Operation Violations 


WSR 22-14-111 


effective 


Violations that are procedural and 


Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Hours of service: Sales 
of ((marijuana)) 
cannabis between 8:00 
a.m. and 12:00 a.m. 
WAC 314-55-147 


$500 monetary fine 


5-day suspension or 
$1,250 monetary fine 


10-day suspension or 
$2,500 monetary 
option 


30-day suspension 


General advertising 
violations. 

RCW 69.50.369 
WAC 314-55-155 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$5,000 monetary 
option 


30-day suspension or 
$10,000 monetary 
option 


Engaging in 
conditional sales. 
WAC 314-55-017(2) 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$5,000 monetary 
option 


30-day suspension or 
$10,000 monetary 
option 


Licensee, employee, or 
both failing to display 
identification badge. 
WAC 314-55-083(1) 


$250 monetary fine 


5-day suspension or 
$500 monetary 
option 


10-day suspension or 
$1,250 monetary 
option 


30-day suspension or 
$2,500 monetary 
option 


Failure to post 
required signs. 
WAC 314-55-086 


$250 monetary fine 


5-day suspension or 
$500 monetary 
option 


10-day suspension or 
$1,250 monetary 
option 


30-day suspension or 
$2,500 monetary 
option 


Unauthorized change 


$500 monetary fine 


5-day suspension or 


10-day suspension or 


30-day suspension or 


((marijuana)) cannabis 
in an unauthorized 


vehicle. 
WAC 314-55-085(5) 
WAC 314-55-310 


5-day suspension or 
$2,500 monetary 
option 


Producer/processor: 
Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


10-day suspension 


Producer/processor: 
Tier 1: $5,000 

Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


of business name. $1,250 monetary $2,500 monetary $5,000 monetary 
WAC 314-55-130 option option option 
Transporting $1,250 monetary fine | Retail/transporter: Retail/transporter: Retail/transporter: 


30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Exceeding maximum 
delivery time frame. 
WAC 314-55-085 

WAC 314-55-083 (4)(d) 


$1,250 monetary fine 


Retail/transporter: 
5-day suspension or 
$2,500 monetary 
option 


Producer/processor: 
Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Retailer/Transporter: 
10-day suspension 


Producer/processor: 
Tier 1: $5,000 

Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Failure to maintain 
standardized scale 
requirements 
(producer/processor). 
WAC 314-55-099 


$1,250 monetary fine 


Tier 1: $2,500 
Tier 2: $5,000 
Tier 3: $7,500 
monetary fine 


Tier 1: $5,000 
Tier 2: $10,000 
Tier 3: $15,000 
monetary fine 


Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Unauthorized driver 
or passenger. 
WAC 314-55-310 (5)(a) 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension 


30-day suspension 
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Violation Type 


1st Violation 


2nd Violation in a 
Two-year Window 


3rd Violation in a 
Two-year Window 


4th Violation in a 
Two-year Window 


Transportation of 
((marijuana)) cannabis 
without an accurate 
manifest. 

WAC 314-55-085(3) 
WAC 314-55-310(3) 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension 


30-day suspension 


Load exceeding 
maximum delivery 
amount. 

RCW 69.50.385(3) 
WAC 314-55-083 (4)(d) 
WAC 314-55-085(1) 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension 


30-day suspension 


Retail sales: Accepting 
returns. 
WAC 314-55-079(12) 


$500 monetary fine 


5-day suspension or 
$1,250 monetary 
option 


10-day suspension or 
$2,500 monetary 
option 


30-day suspension 


Failure to use 
traceability, maintain 
traceability, or both. 
(e.g., failure to comply 
with traceability 
requirements for clones, 
seeds; illegal or folded 
tags; movement within a 
location) 

WAC 314-55-083(4) 


5-day suspension or 
$2,500 monetary 
option 


10-day suspension or 
$5,000 monetary 
option 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Retail/transporter: 
60-day suspension 


Producer/processor: 
Tier 1: $20,000 
Tier 2: $40,000 
Tier 3: $60,000 
monetary fine 


True party of interest 
(TPI): Allowing a 
person not disclosed to 
the board who would 
have qualified to 
exercise ownership or 
control, or allowing a 
TPI previously approved 
by the board to provide 
funds without 
disclosure. 

WAC 314-55-035(XX) 


Financier. Receiving 
money from a financier 
previously approved by 
the board that was not 
timely disclosed to the 
board or that was timely 
disclosed to the board 
but the source could not 
be verified. 

WAC 314-55-035(XX) 


$1,250 monetary fine 


$1,250 monetary fine 


5-day suspension or 
$2,500 monetary 
option 


5-day suspension or 
$2,500 monetary 
option 


Retail/transporter: 
10-day suspension or 
$5,000 monetary 
option 


Producer/Processor: 
Tier 1: $5,000 

Tier 2: $10,000 
Tier 3: $20,000 
monetary fine 


Retail/transporter: 
10-day suspension or 
$5,000 monetary 
option 


Producer/Processor: 
Tier 1: $5,000 

Tier 2: $10,000 
Tier 3: $20,000 
monetary fine 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


Retail/transporter: 
30-day suspension 


Producer/processor: 
Tier 1: $10,000 
Tier 2: $20,000 
Tier 3: $30,000 
monetary fine 


[Statutory Authority: RCW 69.50.342, 
§ 314-55-524, 


20-03-177, 


AMENDATORY SECTION 


2/22/20) 


WAC 314-55-525 Category VI. 
Category VI 


filed 1/22/20, 


(Amending WSR 20-03-177, 


69.50.345, 
effective 2/22/20. 


and 2019 


filed 1/227 20 


c 394. 
] 


WSR 


, effective 
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Washington State Register, 


Issue 22- 


14 


Allowing a minor to 
frequent a retail store. 
RCW 69.50.357(2) 


$1,000 monetary fine 


Allowing persons under 
twenty-one years of age 
to frequent a retail 
licensed premises. 
RCW 69.50.357 


$1,000 monetary fine 


Employee under legal 


age. 
RCW 69.50.357(2) 


$1,000 monetary fine 


Opening or consuming 
((marijuana)) cannabis 
on a licensed retail 
premises, or both. 
RCW 69.50.357(4) 


$1,000 monetary fine 


Retail outlet selling 
unauthorized products. 
RCW 69.50.357 (1)(a) 


$1,000 monetary fine 


filed 


.342, 
LA DOL AO, 


69.50.345, 


69. 


342, 
10/31/18, 


69.50.345, 
effective 


and 201 
effective 2/22/20. 
and 69. 

127] 
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9 c 394. WSR 
Statutory 
50.369. WSR 


/18. Statutory 


Authori 
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5/20/15, 
69 S0 33y 
10/21/13, 
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8/16, effective 


69.50.342, 


effective 6/2071 
69. 
effective 11/21 


an 


5 


50. 


/1 


d 69. 


E8167 


50.345. WSR 


16-11-11 


0, 


WSR 15-11- S 


O07, 


314 


-55-525, 


§ 314-55-525, 
filed 


Statutory Authority: RCW 69.50.325, 


345. 
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WSR 13-21-104, 


S 31 


AMENDATORY SECTION 


2/22/20) 


WAC 314-55-540 


On th ffectiv 


date of a 


a board enforcement officer will 
spicuous place on or about th 


state tha 
on a violation 
(2) Durin 
the 
(a) 
(b) 


sion, 


May n 


Are required 


and may not permi 


(c) May n 


licensed premi 


S 


(Amending WSR 20-03-177, 


4-55-525, 


filed 


effective 


e 
of 
d empl oyees: 


licensed premises. 
the license has been suspended by order of the board based 
of applicabl 
g the period 
licensee an 


aw or ru 
( (marijana) ) 


le. 


th all 


filed 1/22/20, 


( (Marijuana)) Cannabis license suspensions. 
( (marjana) ) 


to comply wit 
remove, alter, 
t another person 


or 


applicable 


acement 


indicating that 


any reason oth 


O 
Ë 
O 
s 
e 

(d) May no 


closed for any reason 


notice. 
l (3) 
sion a 
(a) May n 
(b) May n 

( (marana) ) 


Durin 


O 
O 


E 


g the period of 
( (marijana) ) 


t sell, 
Cannabis. 


than as sta 


other 


deliver, 


( (marjana) ) 
cannabis licensee: 
t operate their business. 
service, 


the premises 


th 


(1) 


cannabis license suspension, 
post a suspension notice in a con- 
This notice will 


cannabis license suspen- 


laws and rules; 

cover the posted suspension notice, 
to do so; 
t place or permit the pl 


of any statement on the 
have been closed for 
ted in the suspension notice; 


t advertise by any means that licensed premises is 
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[Statutory Authority: RCW 69.50.342, 69.50.345, and 2019 c 394. WSR 
20-03-177, § 314-55-540, filed 1/22/20, effective 2/22/20. Statutory 
Authority: RCW 69.50.342 and 69.50.345. WSR 16-11-110, § 314-55-540, 
filed 5/18/16, effective 6/18/16. Statutory Authority: RCW 69.50.325, 
69.50.331, 69.50.342, 69.50.345. WSR 13-21-104, § 314-55-540, filed 
10/21/13, effective 11/21/13.] 


AMENDATORY SECTION (Amending WSR 21-05-075, filed 2/17/21, effective 
3/20/21) 


WAC 314-55-550 ((Marijuana)) Cannabis vapor products. (1) The 
purpose of this section is to: 

(a) Support and further the protection of public health and pre- 
vention of youth access consistent with RCW 69.50.101 (xx). 

(b) Mitigate the risks to public health and youth access by pro- 
hibiting the use of any additive, solvent, ingredient, or compound in 
( (marene) ) cannabis vapor product production and processing when 
appropriate, consistent with RCW 69.50.342 (1) (m). 

(c) Mitigate the risks to public health and youth access by pro- 

c 
n 


hibiting any device used in conjunction with a ( (measei}eere)) cannabis 
vapor product when appropriate, consistent with RCW 69.50.342 (1) (n). 

(2) Procedure for prohibited substances. 

(a) The board may prohibit any type of device used in conjunction 
with a ( (ma¥ei+eere)) cannabis vapor product, and may prohibit the use 
of any type of additive, solvent, ingredient, or compound in the pro- 
duction of ( (Re*eitjevera)) cannabis vapor products that may pose a risk 
to public health or youth access. 
(b) The board may consider, following consultation with the de- 
partment of health or other authority the board deems appropriate, any 
relevant data when determining whether a device, additive, solvent, 
ingredient or compound may pose a risk to public health or youth ac- 
cess including, but not limited to: 

(i) Case report data; 

(ii) Other local, state and federal agency findings, reports, 


CCC a 


(iii) A product or substance that is the subject of a recall un- 
der WAC 314-55-225; 

(iv) Any other information sourced and confirmed from reliable 
entities. 
(c) The board may prohibit the use of a product or substance by 
adoption of emergency or permanent rules. The board will provide noti- 
ces of rule making consistent with the requirements of chapter 34.05 
RCW. 


(d) The board will maintain a list of prohibited substances pro- 
hibited by permanent or emergency rules on its website. 

(e) The list of prohibited substances will be reviewed on an an- 
nual basis. 

(f£) Prohibited substances may be removed from the list of pro- 
hibited substances if the board determines, after a review consistent 
with (b) (i) through (iv) of this subsection, that it no longer poses a 
risk to public health or youth access. 


[Statutory Authority: RCW 69.50.342 and 69.50.345. WSR 21-05-075, $ 
314-55-550, filed 2/17/21, effective 3/20/21.] 
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AMENDATORY SECTION (Amending WSR 22-02-071, filed 1/5/22, effective 
2/5/22) 


WAC 314-55-560 Evaluation of additives, solvents, ingredients or 
compounds used in the production of ((marijuana)) cannabis products. 
(1) Purpose and scope. The purpose of this section is to establish a 
procedure for the board to evaluate additives, solvents, ingredients 
or compounds used in the production of ( (mari Hiere)) cannabis prod- 
ucts, as those products are defined in chapter 69.50 RCW. 

(2) Definitions. For purposes of this chapter, the following def- 
initions apply unless the context clearly states otherwise: 

(a) "Additive" means any substance the use of which results or 
may reasonably be expected to result, directly or indirectly, in its 
becoming a component or otherwise affecting the characteristics of any 
( (marene) ) cannabis product; 

(b) "Compound" means a chemical substance composed from more than 


one separate chemical element; 

(c) "Ingredient" means something that enters into a mixture or is 
a component part of any combination or mixture; 

(d) "( (Neamesijverna)) Noncannabis additive" means a substance or 


a group of substances that are derived from a source other than ( (mae= 
tprefe)) cannabis. 

(i) "( (Neamasittene)) Noncannabis additive" includes, but is not 
limited to, purified compounds, essential oils, oleoresins, essences, 
or extractives, protein hydrolysates, distillates, or isolates; 


(ii) "( (Nesmesijeene)) Noncannabis additive" does not include 
plant material that is in the whole, broken, or ground form. 

(e) "Solvent" means a substance capable of being used in dissolv- 
ing a solute with the exception of water. 


(3) Procedure. 
(a) The board may prohibit the use of any additive, solvent, in- 
gredient or compound in the production of ( (me*eijuere)) cannabis prod- 
ucts that may pose a risk to public health or youth access including, 
but not limited to: 
(i) Verifiable case report data; 
(ii) Other local, state and federal agency findings, reports, 


CEC; 
(iii) A product or substance that is the subject of a recall un- 
der WAC 314-55-225; 
(iv) Any other information sourced and confirmed from reliable 
entities. 
(b) The board may prohibit the use of a product or substance by 
adoption of emergency or permanent rules. The board will provide noti- 
ces of rule making consistent with the requirements of chapter 34.05 
RCW. 


(c) The board will maintain a list of prohibited substances pro- 
hibited by emergency or permanent rules on its website. 
(d) The list of prohibited substances will be reviewed on at 
least an annual basis. 
(e) Prohibited substances may be removed from the list of pro- 
hibited substances if the board determines, after a review consistent 
with (a) (i) through (iv) of this subsection, that it no longer poses a 
risk to public health or youth access. 


[Statutory Authority: RCW 69.50.342 (1)(m), 69.50.345. WSR 22-02-071, 
§ 314-55-560, filed 1/5/22, effective 2/5/22.] 
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WAC 314-60-015 Agency description—Contact information. 
The Washington state liquor and cannabis board 


created to 


xercis 


(chapter 70 
(b) 


liquor and 

(c) 
to tobacco 
(chapter 70 
department 
82.26 RCW). 

(2) 


(a) 

(b) 

(c) 

(d) 

(e) 

(£) 

(g) 

(3) (a) 
and cannabis board 
pia, 


(b) 


The Washington st 
into seven divisions: 
Board administrat 
Director's office; 
Licensing and regulatio 
Enforcemen 
Finance; 
Information technology; 
Human resources. 
The administrative offices of the Washington state liquor 
t 3000 Pacific Avenue Southeast, 


WSLCB st 
in major cities 


( (marjana) ) 


are loca 


Washington 98504-3080. 


(Amending WSR 18-05-006, 


the police power of 
enforcing laws and regulations relating 
(Title 66 RCW), 
.155 RCW), 


tion; 


cannabis 
and vapor products 
The board issues licenses relating 
cannabis, tobacco, and vapor products; and collects 
( (marhara) ) 
The WSLCB is responsible for enforcing laws preventing access 
products by persons under the age of 
.155 RCW). 


Issue 22-14 


filed 2/7/18, 


(WSLCB) 
the state in 
to alcoholic 
(chapter 69.50 RCW), 
(chapter 70 
to liquor, 


Cannabis. 


( (etghteen) 


n; 


t and education; 


and 


ted a 


throughout 


the s 


tate. 
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effective 


(1) (a) 


is an agency 
administering and 
beverage control 


tobacco 


.345 RCW). 


( (marne) ) 
taxes imposed on 


) 18 years 


The board enforces the tobacco tax laws and the 


of revenue administers tobacco tax laws (chapters 82.24 and 


tate liquor and cannabis board is organized 


Olym- 


taff is also located at enforcement offices maintained 


Enforcement offices addresses and contact numbers are located on 
the WSLCB's website at www.lcb.wa.gov. 


(4) 


operations. 
available on 


[Statutory Au 
and 66.08.050. 


3/10/18. Stat 
[42.56.040]. 
4/13/09. ] 


WSR 18-05-00 
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6, § 
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WSR 09-07-070, 


S 31 


34.05.220, 
314-60-015, 


42.56.040, 
filed 2/7/18, 
34.05.220, 
filed 3/13/09, 


4-60-015, 


[ 733 ] WSR Issue 22-14 


e from the board's public 
structure of the WSLCB's 

More information on the construct of the WSLCB is also 

the WSLCB's website at www.lcb.wa.gov. 


66.08.030, 


effective 
and 42.56.40 
effective 
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